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ERRATA. 

Page     20.     Coke  Production  for   Barbour  County,    1906,   bottom    table   should    read 

12  579 
Page     27.     First  word,   4th   line   under   Monongalia    County    should    read    "Connells- 

Paee     39      Fourth   line  from  bottom,   3rd  column  of  figures  should  read  206,314. 
Page     62.     Insert  "Harrison   County,   Cont'd"   at  head  of  first  column. 
Page     74.     After  Preston   County  strike   out  word     "Cont'd." 
Taee  394.     Line  2,  last  word  should  read   "develop-" 

Page  464      Fourth     word,     2nd     line,     under     head     Coalburg     Seam,     should     read 
"entry." 
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PERSONNEL  OF   THE  DEPARTMENT  OF  MINES. 


James  W.  Paul,  Chief  Mine  Inspector. 
Edward  V.  Byrne,  Inspector  for  First  District. 
Frank  E.  Parsons,  Inspector  for  Second  District. 
John  F.  Bratt,  Inspector  for  Third  District. 
Earl  A.  Henry,  Inspector  for  Fourth  District. 

*  Edward  Pinkney,  Inspector  for  Fifth  District. 
John  I.  Absalom,  Inspector  for  Fifth  District. 
Bonner  H.  Hill,  Inspector  for  Sixth  District. 

*  Samuel  S.  Cooper,  Inspector  for  Seventh  District. 


*  S.  S.  Cooper  resigned  March  31st,  1906,  and  Edward  Pinkney  resigned 
June  30th,  1906. 
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LETTER  OF  TRANSMITTAL. 


Department  of  Mines, 
State  of  West  Virginia. 

To  His  Excellency,  Wm.  M.  0.  Dawson, 

Governor  of  West  Virginia. 
Sir:— I  have  the  honor  to  submit  herewith  my  tenth  annual  report  as 
Chief  Mine  Inspector,  being  the  second  annual  report  of  the  Department 
of  Mines,  for  the  year  ending  June  30th,  1906,  and  embracing  the  twenty- 
fourth  annual  report  upon  the  condition  of  coal  mines  within  the  State. 
Very  respectfully, 

James  W.  Paul, 

Chief  Mine  Inspector. 
Charleston,  W.  Va.,  December  14th,  1906. 


ANNUAL  REPORT. 


ANNUAL  REPORT. 


To  the  Governor: 
The  report  herewith  is  for  the  year  ending  June  30th,  19C6. 

INSPECTIONS  MADE. 

During  the  year  the  district  inspectors  made  1429  regular  inspections  01 
the  mines  in  the  State  and  submitted  1429  written  reports  of  inspections 
made  and  made  140  visits  to  investigate  fatal  accidents  and  to  ascertain 
if  their  instructions  had  been  complied  with. 

In  this  connection)  I  beg  to  advise  that  owing  to  the  large  number  of 
mines  in  each  district  the  inspectors  have  been  unable  to  comply  with  the 
statutes  in  making  four  regular  inspections  of  each  mine  during  the  year. 

LABOR  IN  MINES. 

As  reported  in  the  previous  report  the  character  of  labor  employed 
in  the  mines  continues  to  be  representative  of  unskillful  workmen  and  in 
a  large  degree  made  up  of  workmen  who  come  from  foreign  countries,  and 
in  many  instances  comprise  people"  who  have  little  knowledge  of  the  coal 
mining  industry. 

The  native  American  coal  miner  is  rapidly  being  supplanted  with  a 
class  of  labor  which  does  not  augur  well  for  the  original  policy  of  the 
State  as  an  organization,  although  such  labor  may  for  many  decades  en- 
able the  State  to  be  a  powerful  competitive  agent  in  the  production  of  and 
sale  of  coal.  This  condition,  according  to  the  records  of  neighboring 
states,  is  not  confined  to  this  State  alone,  so  in  this  matter  this  State  is  in 
accord  with  like  industry  in  neighboring  states. 

In  the  judgment  of  the  writer  our  law  makers  are  confronted  with  a 
problem  of  far  reaching  importance  in  dealing  with  classes  who  know  not 
our  language,  care  less  for  our  institutions  of  government,  but  who  are 
eager  for  dollars.  In  any  legislation  dealing  with  the  conditions  within 
mines  these  facts  will  have  to  be  given  consideration. 

For  the  benefit  of  the  State  and  it's  citizenship  all  possible  safeguards 
should  be  given  to  the  protection  of  health  and  safety  of  mine  employes. 

It  is  of  equal  importance  to  safeguard  the  health  of  the  men  and  boys 
who  work  within  the  mines  as  it  is  to  provide  against  their  destruction 
by  accident. 

MINE  FOREMEN. 

In  dealing  with  the  conditions  within  the  mines  the  legislative  body  has 
wisely  directed  that  a  mine  boss  and  fire  boss  be  employed  under  certain 
conditions  at  mines  employing  over  ten  persons. 

This  was  done  evidently  for  the  purpose  of  placing  safeguards  around 
all  persons  who  work  in  the  mines.  In  short,  the  mine  foreman  may  be 
considered  the  custodian. for  the  safety  of  all  inside  workmen  under  his 
charge,  and  as  such  custodian  the  State  has  a  moral  right  to  satisfy  it- 
self that  this  officer  of  law  has  a  full  knowledge  of  the  requirements  of 
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the  mining  law,  and  to  meet  this  requirement  the  State  should  exercise 
some  authority  in  designating  in  a  specific  manner  a  certain  knowledge 
of  facts  and  knowledge  of  the  law  on  the  part  of  persons  eligible  to  the 
position  of  mine  foreman  or  fire  boss. 

The  better  plan  for"  authorizing  the  employment  of  such  officials  would 
be  through  examination  conducted  by  a  board  of  practical  mine  men. 

This  office  advises  that  all  mine  foremen  and  fire  bosses  be  required  to 
undergo  an  examination  upon  their  knowledge  of  the  mine  law  and  its 
practical  application. 

CHANGES  OF  INSPECTORS. 

On  March  31st,  1906,  Mr.  Samuel  S.  Cooper,  Inspector  of  the  Seventh 
District,  resigned  to  accept  a  more  lucrative  position,  and  on  June  30th, 
1906,  Mr.  Edward  Pinkney,  Inspector  of  the  Fifth  District  resigned  after* 
having  served  the  State  for  eight  years,  two  months  and  eighteen  days. 

On  May  12th,  1906,  Mr.  Pinkney  was  transferred  to  duty  in  the  Seventh 
District  and  Mr.  John  I.  Absalom  was  on  May  15th,  1906,  appointed  In- 
spector and  assigned  duty  in  the  Fifth  District. 

On  July  16th,  1906,  Mr.  William  Warner  was  appointed  a  District  Mine 
Inspector  and  assigned  duty  in  the  Seventh  Mining  District. 

SPECIAL   INSTRUCTIONS. 

With  a  view  of  exercising  greater  precautions  against  accidents  the  fol- 
lowing letter  was  furnished  the  District  Inspectors: 

Department  of  Mines, 
State  of  West  Virginia. 

Charleston,  Feb.  5th,  1906. 
To  the  District  Mine  Inspectors, 

State  of  West  Virginia. 
Sirs:— A  large  number  of  lives  have  been  lost  within  the  mines  in  this 
State  during  the  past  several  months,  due  to  the  explosion  of  coal  dust, 
which  explosions" have  been  caused  by  accidental  firing  of  kegs  of  powder 
and  the  practice  of  shooting  the  coal  on-the-solid. 

All  the  evidence  secured  in  the  investigation  of  these  several  disasters 
is  conclusive  that  shooting  coal  on-the-solid  and  taking  kegs  of  powder 
into  the  mines  are  two  of  the  greatest  dangers  surrounding  the  safety  of 
the  mine  employes,  particularly  in  a  dry  mine. 

Section  14  of  the  Mine  Law  says,  in  substance,  that  "No  person  shall 
do  any  act  whereby  the  life  or  health  of  any  person  employed  in  the 
mines  or  the  security  of  the  mine  is  endangered.  ' 

Wherever  you  find  any  dangerous  practices  within  the  mines  you  will 
proceed,  without  delay,  to  have  a  full  compliance  with  the  law,  and  if 
there  is  imminent  danger  you  will  invoke  the  aid  of  the  courts. 

Your  attention  is  again  directed  to  the  contents  of  the  circular  letter 
issued  April  15th,  1905,  a  copy  of  which  is  herewith  enclosed. 
Kindly  acknowledge  the  receipt  of  this  letter. 

Very  respectfully, 

J.  W.  Paul, 
Chief  Mine  Inspector, 
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The  following  form  of  notice  was  authorized  to  be  used  in  case  of  ap- 
plying for  an  injunction: 

Department  of  Mixes, 
State  of  West  Virginia. 


.,  W.  Va,  190. 


Sir: — On  the day  of  ,  190.  .,  I  inspected  your 

mine  and  found  that  there  is  being  violated 

sections of  the  Mining  Law  and  I  consider  said 

mine  unsafe  in  the  following  respects : 


I  consider  said  conditions  to  be  dangerous  to  the  lives  and  health  of  the 
employes,  and  wish  to  advise  that  in  case  said  dangers  are  not  removed, 

or  dispensed  with,  I  will  on  the day  of ,  190.  ., 

apply  to  the  Circuit  Court  for  an  injunction  to  restrain  the  operation  of 
said  mine  until  said  dangerous  conditions  are  removed. 

Very  respectfully, 
Mine  Inspector District. 

INJUNCTIONS. 

In  three  cases  as  many  mines  were  enjoined  from  operating  mines  un- 
til a  compliance  with  law  was  had. 

The  Elm  Grove  Company  in  Ohio  County  was  enjoined  on  April  5th, 
1906,  from  operating  its  shaft  mine  for  reason  of  the  second  opening  not 
complying  with  the  requirements  of  law,  and  the  dangerous  condition  of 
the  shaft. 

The  St.  Clair  Colliery  Company  and  the  Rothwell  Coal  Company,  in 
Fayette  county,  were  each  enjoined  on  June  6th,  1906,  from  employing 
in  their  drift  mines  more  than  twenty  persons  until  the  second  openings 
of  the  mines  had  been  made  to  meet  the  requirements  of  law. 

PRODUCTION  OF  COAL  AND  COKE. 

From  the  730  producing  mines  operated  by  373  firms,  together  with  the 

small  country  mines,  the  coal  produced  during  the  fiscal  year  1906  was 

37,403,474  gross  tons,  an  increase  over  the  previous  year  of  5,900,445  tons. 

The  coke  manufactured  was  3,534,314  net  tons,  an  increase  of  795,537 

tons  over  the  previous  year. 

The  total  gros  revenue  obtained  from  the  coal  and  coke  summarizes  as 
follows. 

Total  value  of  coal  produced $37,020,439.26 

Less  value   of   coal   used   for   steam   at   mines.. $    522.428.94 

Less  value  of  coal  used  in  coke  ovens ,    5,038.372.71     5.561,161.65 


Total    value   of   coal    sold    $31,468,277.61 

Total  value  of  coke  produced   6,856,569.16 


Total  gross  value  of  product  placed  on  the  market $38,324,846.77 

From  the  foregoing  it  is  found  that  the  increased  values  over  the  pre- 
vious years  were:     coal  $6,471,501.13  and  coke  $2,063,709.41. 


Annual  Report  of 


[W.  Va. 


The  coal  produced  was  disposed  of  in  the  following  manner: 

(Tons  of  2,240  lbs.) 

Used  In  operating  the  mines    527,706 

Furnished  local  trade  and  tenants    463,393 

Used  in  the  coke  ovens   5,089,629 

Shipped    from    the    mines    31,322,741 

Total    37,403,474 

The  above  tonnage,  compared  with  the  previous  year,  originated  in  the 
several  Geographical  Districts  as  follows: 


DISTRICTS 

1906 

1905 

Changes 

1,826,784 

9,296,456 

944,698 

11,913,359 
180,000 

1.633.517 

7,867,931 

714,250 

11,034,257 

10,073.074 

180.000 

I 
I 
I 
I 
I 

193.267 

1,428,525 

230,448 

Norfolk  &  Western • 

2,207,920 
1,840,285 

Totals 

37,403,474 

31,503,029 

I 

5,900,445 

MACHINE  MINED   COAL. 

The  quantity  of  coal  mined  by  the  use  of  machines  was  13,333,602  tons 
which  is  35.65  per  cent  of  the  total  coal  production  of  the  State  and 
3,017,821  tons  in  excess  of  the  machine  coal  during  the  year  1905. 

There  were  1,267  machines  in  use  at  "301  mines  and  furnished  employ- 
ment to  10,855  persons. 

The  following  tabulation  exhibits  the  growth  of  machine  mining  since 
1897: 

Progress  of  Machine  Mined    Coal  1S97  to  1906,  Inclusivi . 
(Tons  of  2,240  lbs.) 


■    ' YEAR 

No.   of 

Mines 
using 
Mach- 
ines 

No.   of 

Mach- 
ines in 
use 

Total 
em- 
ployes 
incident 
to  Ma'h.- 
ines 

Tons 
Produced 

by 
Machines 

Percentage 

of  Coal 

to  Total 

Coal 

Production 

Days 
Work- 
ed 

1897 .   .                            

16 

28 

41 

63 

90 

124 

181 

248 

280 

301 

-     55 

96 

141 

241 

386 

534 

795 

988 

1,158 

1,267 

652 

933 

1,608 

2,371 

3,967 

4,813 

6,531 

8,395 

10,237 

10,855 

600,418 
1,070.293 
1,733,279 
2.537,611 
3,582,853 
5.135,823 
6,312,894 
8.317,692 
10,315,781 
13,333,602 

5.12 
7.4 
10.66 
13.43 
17.65 
21.98 
27.50 
30.82 
32.74 
35.65 

197 

1898     

214 

1899 

240 

1900                     ■ 

261 

1901 

1902 

225 
249 

1903 

201 

1904 

1905 

209 
213 

1906 

237 

Totals 

5,661 

50,362 

52,940,246 

Avg. 

Tons  for   1906  per  each   employe    1,228 

Tons  per  each  employe  per  year   (average  for  10  years) 1,051 

Tons  produced  by  each  machine  per  year  (average  for  10  years) .      9,351.8 

Average  days  worked  per  year   (average  for  10  years) 

Average  tons  produced  by  one  machine  per  day    (average  for  10 

years. )      

Average  tons  produced  by  one  machine  per  month  of  26  days  (av- 
erage for  10  years)    1,086. J 


224 


41.8 
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Tons  of  Pick  Mined  Coal  Produced  Per  Each  Pick  Miner,  in  Commer- 
cial Coal  Mines,  1S97  to  1906,  Inclusive.     (Tons  of  2,240  lbs.) 


YEAR. 

Pick  Goal 
from  Com- 
mercial 
Mines. 

Pickcoal 
from 
small 

country 
mines. 

Pick 
miners 
in  com- 
mercial 
mines. 

Pick 
miners 

in  small 

country 

mines. 

Days 
work- 
ed. 

Tons  pro- 
duced in 
commercial 

mines  per 
pick   miner 

1897 ■    

1898                   

10,971,483 
13,084.573 
14,366,871 
16,199,300 
16,533,138 
18,043,360 
16,430,8(14 
18,497,035 
21,007,348 
33,889,873 

133,939 
140,000 
150,000 
150,000 
175,000 
180,000 
i    180,000 
170,000 
180,000 
180,000 

13,318 
14,036 
14,119 
14,733 
16,000 
15.909 
16,387 
18,880 
19,603 
19,132 

No  reed 
do 
do 
do 
do 
do 
do 
do 
do 
do    " 

197 
214 
240 
261 
225 
249 
201 
209 
213 
237 

830. 
932. 

1899                        

1,017.5 

1900 

1,100. 

1901 

995. 

1903 

1,139.8 

1903 

1904 

1,008. 
979.7 

1905 

1,071.7 
1,248.7 

1906     

169,013,570 

1,638,939 

163,575 

2,246 

Average  tons  per  year  for  each  miner   (10  years) 1,039.6 

Average  time  worked  per  year  (10  years) 224  days. 

ACREAGE   MINED. 
The  total  acreage  of  coal  mined  within  the.  State,  based  upon  returns 
made  by  the  operators  and  calculations  of  this  office,  since  1897,  is  pre- 
sented in  the  following  table: 

1897    1,733.9  Acres. 

1898    2,184.6 

1899    2,361.2 

1900    2,638.8 

1901    2,854.6 

1902     3,353. 

1903    3,222.3 

1904    3,967.9 

1905    4,691.8 

1906  .  .* 5,516.5 


Total 32,524.5  Acres. 

DAYS  WORKED. 
The  mines  in  the  State  averaged  237  working  days  against  213  for  the 
previous  year,  notwithstanding  in  the  spring- of  1906  work  was  suspended 
at  a  number  of  mines  pending  the  adjustment  of  a  scale  of  wages. 

TRANSPORTATION  OF  COAL  AND  COKE. 
During  the  year  the  railroads  within  the  State  report  having  handled 
a  total  net  tonnage  of  32,289,820  tons  of  coal  and  3,772,010  tons  of  coke  of 
which  amounts  there  originated  on  the  various  line  30,172,337  tons  of  coal 
and  3,201,123  tons  of  coke,  while  the  coal  operators  report  having  shipped 
from  the  mines  35,081,470  net  tons  of  coal.  Between  the  tonnage  origi- 
nating on  the  railroads  and  that  reported  as  shipped  from  the  mines  there 
is  a  difference  of  4,880,347  net  tons  in  excess  of  the  tonnage  reported  by  the 
railroads.  This  may  be  attributed  to  the  railroads  not  having  reported 
the  fuel  coal  handled  by  the  railroads,  several  of  which  failed  to  report 
the  tonnage  of  West  Virginia  fuel  consumed  by  the  railroad. 

KANAWHA  RIVER  SHIPMENT. 
For  the  calendar  year  1905  the  tonnage  of  coal  and  coke  floated  down  the 
Great  Kanawha  River  amounted  to:    coal   1,460,680;    coke  750   net  tons, 
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which  does  not  include  the  tonnage  of  fuel  consumed  by  water  craft  and 
local  river  trade. 

COKE  OVENS  AND  COKE  PRODUCTION. 

At  125  coke  plants  there  is  reported  a  total  of  18,855  ovens,  of  which 
number  11,153  were  in  active  service  for  254  days,  there  being  7,702  ovens 
reported  not  in  use  during  the  year. 

In  the  manufacture  of  3,534,314  net  tons  of  coke  there  were  used 
5,700,385  net  tons  of  coal,  furnishing  employment  to  4,373  persons. 

The  increase  in  the  production  of  coke  over  the  previous  year  was 
795,537  tons  at  an  increased  valuation  of  $2,063,709.41. 

The  increase  in  the  demand  for  the  product  at  a  price  per  ton  averag- 
ing $1.94  resulted  in  the  construction  of  1,904  additional  ovens  during  the 
year,  of  which  number  1,432  were  built  in  McDowell  county,  the  banner 
coke  county  in  the  State. 

Preston  County  increased  its  coke  production  very  largely  and  added 
200  new  ovens  during  the  year.  This  county  is  destined  to  become  an 
important  coke  centre,  owing  to  its  favorable  location  to  the  markets  and 
the  quality  of  the  coke  manufactured. 

IMPROVEMENTS. 

Many  improvements  made  and  much  new  construction  were  had  dur- 
ing the  year,  including  52  new  coal  plants,  47  power  plants,  1,904  coke 
ovens,  38  mine  fans,  3  furnaces,  28  tipples  and  22  additional  openings  at 
old  mines. 

A  detailed  table  of  improvements  appears  in  a  subsequent  page,  to  which 
special  attention  is  directed,  showing  the  improvements  by  counties. 

CON  SO  LID  A  TIONS. 

The  consolidation  of  greatest  importance  in  the  operation  of  coal  mines 
during  the  year  was  the  bringing  of  a  large  number  of  New  River  mines 
under  the  management  and  control  of  The  New  River  Company,  which 
during  the  year  had  an  output  of  1,800,422  gross  tons  of  coal. 

The  following  37  companies  each  produced  over  200,000  gross  tons  of 
coal  during  the  year: 

Fairmont  Coal   Co 4,181,708 

The  New  River  Co 1,800,422 

Davis  Coal  &  Coke  Co 1,752,413 

The  Pocahontas  Consolidated  Co 1,339,549 

United  States  Coal  &  Coke  Co 962,658 

Sunday  Creek  Co 771,494 

The  New  River  Smokeless.  Coal  Co 712,585 

Clarksburg  Fuel  Co 625,948 

Boomer  CCal  &  Coke  Co 570,700 

Red  Jacket  Consolidated  Coal  &  Coke  Co 550,465 

McKell  Coal  &  Coke  Co 502.252 

Paint   Creek  Collieries   Co 477,265 

American  Coal  Co 419,718 

Pittsburg  &  Fairmont  Fuel  Co 391,988 

Turkey  Gap  Coal   &  Coke  Co 390,362 

New  River  &  Pocahontas  Consolidated  Coal  Co 384,882 

Davis  Colliery  Co 384,131 

Mill  Creek  Coal  &  Coke  Co 377,577 

Thacker  Coal  &  Coke  Co • 365,426 
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Georges  Creek  Coal  &  Iron  Co 331,953 

Ashland  Coal  &  Coke  Co 309,962 

The  Empire  Coal  &  Coke  Co 293,889 

Crozer  Coal  &  Coke  Co 271,471 

Pulaski    Iron    Co 270,840" 

McDowell  Coal  &  Coke  Co 253,355 

Southern  Coal  &  Transportation  Co   245,941 

The  Marmet  Coal  Co 244,268 

Hltchman  Coal  &  Coke  Co 236,759 

Gauley  Mountain  Coal  Co 230,543 

Elkhorn  Coal  &  Coke  Co 221,067 

Cardiff   Coal    Co 217,272 

The  Virginia  &  Pittsburg  Coal  &  Coke  Co 211,095 

Campbells    Creek    Coal    Co 208,050 

The   Carver  Brothers   Co 206,531 

Wlnifrede  Coal  Co : 206,268 

Madeira-Hill-Clark  Coal  Co * 202,345 

Houston  Coal  &  Coke  Co 201,842 

Total     21,324,994 

In  addition  to  the  aforegoing  there  were  60  companies  each  of  which 
produced  over  100,000  and  less  than  200,000  tons,  and  55  companies  each 
of  which  which  produced  between  50,000  and  100,000  tons. 

MEN  EMPLOYED. 
During  the  year  there  were  employed  at  the  mines  and  coke  ovens  an 
average  of  51,769  persons,  an  increase  of  1,819  over  the  previous  year. 
Of  the  total  employes  19,132  were  pick  miners;  8,712  machine  miners; 
2,143  machine  operators  and  helpers;  10,878  inside  laborers;  4,373  coke 
workers  and  6,531  outside  mine  laborers.  To  count  the  mine  bosses,  su- 
perintendents, store  managers  and  clerks  employed  at  the  mines  it  would 
be  safe  to  add  2,000  persons  to  the  total  above,  making  the  total  employe* 
directly  connected  with  the  operation  of  the  mines  53,769. 

WAGES. 

The  average  price  received  by  pick  miners  throughout  the  State  per 
gros  ton  of  run-of-mine  coal  was  48  cents,  against  47  cents  the  previous 
year. 

Each  pick  miner  averaged  a  production  of  1,248.7  tons  during  the  year, 
being  177  tons  more  than  the  previous  year. 

The  average  yearly  wages  received  per  pick  miner  was  $599.37,  an  in- 
crease over  the  previous  year  of  $91.36. 

MACHINE  MINING  PRICES. 
The  table  following  exhibits   the  average   prices   received   for   cutting 
and  loading  machine  coal. 

Machine  miners  paid  per  day    $2.17 

Machine  miners  paid  per  ton  run-of-mine  in  rooms    29 

Machine  miners  paid  per  ton  run-of-mine  in  headings    35 

Machine  miners  paid  per  ton  screened  in  rooms    47 

Machine  miners  paid  per  ton  screened  in  headings    56 

Machine  runners  paid  per  day    2.44 

Machine  runners  paid  per  ton  run-of-mine  in  rooms    07 

Machine  runners  paid  per  ton  run-of-mine  in  headings    10% 

Machine  runners  paid  per  foot  in  rooms    04 

Machine  runners  paid  per     ton  screened    13% 
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Machine  runners     paid  per  hour    25 

(The  ton  used  in  the  above  table  is  gross.) 

SELLING  PRICES. 

The  average  selling  price  at  the  mines  of  all  coal  shipped  was  99  cents 
per  gross  ton  of  run-of-mine,  an  increase  of  2  cents  per  ton  over  the  price 
received  during  the  previous  year. 

Coke  at  the  ovens  sold  on  on  average  for  the  year  at  $1.94  per  ton  of 
2,000  lbs.,  an  increase  of  19  cents  over  the  previous  year. 

STRIKES. 

There  was  no  strike  of  importance  during  the  year  wherein  many  em- 
ployes were  involved  or  the  production  of  coal  was  materially  curtailed. 
The  greater  number  of  men  were  idle  in  Fayette  and  Kanawha  Counties 
by  reason  of  a  cessation  of  work  pending  the  adoption  of  a  wage  agree- 
ment. 

In  all  there  were  39  mines  in  the  State  where  there  was  a  suspension 
of  work  by  the  employes,  including  3,362  persons. 

At  four  of  these  mines  a  wage  loss  of  $63,000.00  was  reported  to  the  em- 
ployes and  at  five  mines  a  loss  of  $19,200.00  was  reported  to  the  operators. 

The  scale  of  wages  adopted  by  the  operators  and  employes  at  Charleston 
for  the  biennial  period  ending  April  1st,  1908,  is  published  elsewhere  in 
this  report. 

ACCIDENTS. 

During  the  year  there  were  268  lives  lost  by  accident,  of  which  number 
250  were  inside  and  18  outside  of  the  mines,  and  of  the  250  inside  there 
were  108  killed  in  8  acidents. 

A  total  of  299  non-fatalities  occurred  at  the  mines,  of  which  270  were 
inside  and  29  outside  of  the  mines. 

From  November  4th,  1905,  to  March  22nd,  1906,  there  were  96  lives 
lost  in  six  mine  explosions,  in  two  each  of  which  23  lives,  one  of  which 
22  lives  and  one  of  which  18  lives  were  lost.  Also  on  July  5,  1905,  an  ex- 
plosion at  Tidewater  Mine  killed  5  men. 

Briefly  summarized  these  accidents  occurred  as  stated  below: 

July  5,  1905,     Tidewater  Mine,  McDowell  Co 5  killed. 

Nov.  4,1905,     Tidewater    Mine,    McDowell    Co 7  killed. 

Dec.  4,   1905,     Horton  Mine,  Kanawha  Co    7  killed. 

Jan.  4,  1906,     Coaldale    Mine,   Mercer   Co 22  killed. 

Jan.  18,  1906,     Detroit  Mine,  Kanawha  Co 18  killed. 

Feb.  1,  1906,     Bald  Knob  Mine,  Mingo  Co 3  killed. 

Feb.  8,  1906,     Parral   Mine,    Fayette   Co 23  killed. 

Mar.  22,  1906,     Century  Mine,  Barbour  Co 23  killed. 

108  killed. 

All  the  above,  with  the  exception  of  the  Horton  Mine  disaster,  were  due 
to  explosions  within  the  mines. 

Had  it  not  been  for  the  unusual  severity  of  explosions  the  death  rate 
due  to  accidents  would  have  been  much  below  the  normal  fatality  ratio. 

Each  of  the  above  listed  accidents  is  fully  described  in  that  part  of  this 
report  devoted  to  Accidents  to  which  special  attention  is  directed  as  to 
the  circumstances  under  which  these  horrible  calamities  occurred. 
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The  principal  agent  of  destruction  in  all  of  these  explosions  was  fine 
coal  dust.  The  dust  in  each  instance  was  caused  to  be  inflamed  by  either 
a  blown-out  or  windy  shot  or  the  explosion  of  powder. 

In  good  practical  mine  practice  these  explosions  of  dust  would  probably 
not  have  occurred. 

Lack  of  competency  and  discipline  is  largely  responsible  for  a  number 
of  the  explosions  enumerated  above,  and  carelesness  in  many  instances  is 
responsible  for  many  fatalities. 

For  the  second  time  in  the  history  of  mining  in  this  State  the  num- 
ber killed  by  explosions  exceeds  those  killed  by  falls  of  roof. 

During  the  year  1906  the  causes  and  lives  lost  inside  summarizes: 

Killed  by  explosions,  all  forms    113 

Killed  by  falls  of  roof 99 

Killed    by   mine   cars 16 

Killed  by  other  causes   


oo 


Total    25° 

Should  a  greater  care  be  exercised  to  prevent  accidents  by  falls  of  roof 
and  by  mine  cars  the  list  of  fatalities  would  be  much  less. 

The  every-day  fatality  does  not  impress  public  sentiment  to  the  same 
extent  as  explosions,  although  the  number  killed  by  falls  and  mine  cars  in 
the  aggregate  far  outnumber  those  killed  by  explosions. 

Since  1897  there  have  been  killed  in  the  mines  of  the  State  by  falls  of 
roof  789  person;  by  mine  cars  112  persons;  by  gas  explosions  93  and  by  all 
other  causes  281  persons,  still  but  little  is  heard  in  advocacy  of  remedies  to 
prevent  fatalities  from  falls  of  roof  and  mine  cars. 

As  to  the  length  of  experience  of  persons  killed  and  injured,  for  the 
past  six  years  from  1901  to  1906,  inclusive,  there  were  injured  or  killed 
the  following  number  of  persons: 

Having  a  mine  experience  of  1    year  or  less     717  persons. 

2   to     5  yea  rs    679 

6  to  10  years    287 

11  to  25  years    288 

26  to  50  years     36 

Unknown    406 


Total      2,413       " 

( 

The  Department  has  no  record  of  the  percentage  of  persons  employed, 
with  their  terms  of  experience  but  the  table  above  is  ample  proof  that  a 
greater  number  having  a  year  or  less  experience  suffer  the  greatest  loss. 

For  the  past  22  years  the  average  lives  lost  per  1,000  persons  employed 
inside  the  mines  has  been  4.02. 

During  1900  the  ratio  per  each  1,000  was  6.09  but  for  the  past  year  the 
ratio  was  6.11  per  1,000. 

For  the  past  10  years  the  average  ratio  in  all  mines  in  North  America 
has  been  3.11  per  1,000,  according  to  recent  publication  of  vital  statistics  of 
coal  mines.    . 

ELECTROCUTION. 

During  the  year  two  lives  were  lost  by  electrocution.  From  1899  to 
1906,  inclusive,  there  have  been  12  lives  lost  by  electrocution  within  the 
mines. 
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FATAL  ACCIDENTS  INSIDE,  THEIR  CAUSES,  SINCE  1891 


CAUSES. 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

Totals 

Falls  of  roof 

47 
6 

67 
6 
1 
2 

64 

7 

8 

61 
11 
50 
11 

76 
11 
10 
24 

79 
13 

"18" 

96 
12 
24 
15 

95 

12 

3 

13 

105 

18 

1 

52 

99 
16 

4 
131 

789 

112 

93 

7 

281 

Totals 

60 

76 

79 

133 

121 

110 

147 

123 

176 

250 

1,275 

SUMMARY  OF  ACCIDENTS  INSIDE  OF  THE  MINES,  1906  AND  1905. 
(I,  means  increase;   D,  decrease.) 


Number  of  employes  inside 

Number  of  days  mines  were  operated 

Number  of  persons  killed  inside 

Number  of  days'  work  accomplished  

Nil  in  her  killed  per  1,000  employes  Inside 

Number  killed  per  1,000  days'  work  inside  .. 

Number  in. in  red  non-fatally  inside 

Nu  in  hi' r  injured  per  1,000  employes  inside 
Number  injured  per  1.000  days'  work  inside. 
Number  of  inside  employes  for  each  fatality 


1906 


in 


M),  865 

237 

250 

216,250 

li.  11 

.  0244 

270 

6.606 

.0264 

163 


1905 


39,903 

213 

176 

,439.339 

1.11 

.0208 

222 

5.563 

.0263 

227 


Changes 


962 

24 

74 

1,726,911 

1.70 

.0036 

18 

1.043 

.0001 
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TONNAGE  PER  FATALITY. 

Since  1883  the  average  tons  of  coal  produced  per  each  fatality  have 
been  175,134.     During  190G  the  tonnage  per  fatality  was  148,894. 

At  those  mines  where  fatal  accidents  occurred  there  was  an  average  of 
one.  life  lost  for  each  49,011  tons  of  coal  produced. 

The  total  of  250  lives  lost  inside  occurred  at  122  mines  employing  12,226 
persons  and  producing  12,252,672  gross  tons  of  coal,  while  at  all  other 
mines  there  was  produced  25,150,802  tons  without  the  loss  of  a  single  life 
inside  of  the  mines. 

SPECIAL  REPORT. 

On  March  3,  1906,  the  Chief  Mine  Inspector  feit  the  necessity  of  ad- 
dressing a  special  report  to  the  Governor  in  relation  to  the  five  fatal  ac- 
cidents which,  between   Nov.   4,   1905,   and   Feb.   8th,   1906,   had   resulted 
in  the  loss  of  7.3  lives,  which  report  is  given  in  the  following: 
Hox.  Wm.  M.  O.  Dawson,  Governor. 

Sir: — In  view  of  the  recent  mine  disasters  I  feel  it  incumbent  upon  me 
as  the  Chief  of  the  Department  of  Mines  to  make  a  special  report  upon 
the  conditions  surrounding  these  disasters  and  to  call  .attention  to  the 
necessity  of  additional  legislation  for  the  safety  of  the  mine  employes. 

Considerable  press  notice  has  been  given  to  the  five  accidents  which, 
within  98  days,  have  resulted  in  the  loss  of  73  lives,  and  it  is  to  be  hoped 
that  public  opinion  will  keep  in  mind  these  accidents  when  the  Legisla- 
ture next  convenes  and  insist  upon  their  representatives  enacting  laws 
which  may  reduce  to  a  minimum  the  liability  of  the  recurrence  of  such 
disasters. 

There  have  been  explosions  in  the  following  mines,  resulting  in  death  as 
shown  in  the  following  table: 
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Lives 
Date.  Name   of  Mine.  Lost.     Kind   of   Explosion. 

Nov.     4,  1905,  Tidewater  Mine    7  Powder  and  dust. 

Jan.     4,   1906,  Coaldale    Mine    22  Powder,  dust  and  gas. 

Jan.   18,   1906,  Detroit  Mine   18  Dust. 

Feb.      1,   1906,  Red  Jacket   Mine 3  Powder  smoke  and  dust. 

Feb.     8,   1906,  Parral  Mine 23  Gas. 

Total 73 

For  the  past  four  sessions  of  the  Legislature  the  mine  inspectors  have 
fought  single  handed  to  secure  additonal  legislation  for  the  safety  of  the 
mine  employes  but  only  little  has  been  accomplished. 

A  perusal  of  the  last  eight  annual  reports  of  this  Department  will 
reveal  the  legislative  suggestions  made  by  the  inspectors  and  unbiased 
judges  can  readily  see  the  wisdom  of  such  suggestions. 

The  present  weakness  of  the  law  has  been  fully  manifested  to  the  public 
but  this  has  been  well  known  to  the  inspectors.  From  my  last  printed 
annual  report  the  following  is  abstracted.  "The  changing  conditions  at 
the  mines  within  the  last  decade  have  materially  revolutionized  \.ke  char- 
acter of  labor  employed.  This  condition  has  been  brought  about  by  rea- 
son of  the  introduction  of  machinery  to  supplant  the  work  formerly  done 
by  manual  labor  and  animals,  *****  inexperienced  men  are  em- 
ployed who  load  after  machines  and  who  know  practically  nothing  about 
the  dangers  within  a  mine  and  as  a  consequence  they  are  unable  to  exer- 
cise the  care  essential  to  their  own  safety.  This  is  an  acknowledged  status 
of  labor  and  any  safeguard  that  may  decrease  the  list  of  fatalities  will 
have  to  be  made  to  operate  through  those  having  immediate  supervision 
of  the  employes." 

An  act  of  carelessness  on  the  part  of  an  inexperienced  miner  may  cause 
the  loss  of  life  of  all  the  practical  and  experienced  miners  within  the 
mine. 

In  two  previous  reports  it  has  been  recommended  that  mine  bosses 
be  required  to  have  a  State  license  before  being  permitted  to  act  as  mine 
boss  and  under  proper  conditions  it  is  believed  that  this  plan  will  increase 
the  efficiency  of  the  bosses  and  reduce  mine  accidents. 

In  the  absence  of  specific  law  to  govern  certain  dangers  within  the 
mines,  this  Department  has  issued  circular  letters  to  the  operators  and 
these  in  turn  have  been  delivered  to  the  mine  bosses  by  the  district  in- 
spect ii  i,  cain  g  special  attention  particularly  to  the  quantity  of  powder 
that  si.all  be  ta^en  into  the  mine,  and  prohibiting  the  taking  of  full  kegs 
of  powder  into  the  mine;  also  to  the  removal  of  and  sprinkling  of  dust 
within  the  mines.  These  instructions  were  issued  previous  to  the  list  of 
accidents  which  have  occurred  within  the  past  ten  months*. 

At  present  there  is  no  special  law  which  gives  the  inspectors  authority 
to  require  the  use  of  safety  lamps  in  a  gaseous  mine. 

A  mine  may  be  found  in  such  a  dangerous  condition  that  it  may  ex- 
plode before  the  inspector  is  able  to  get  out  of  the  mine,  and  to  save  the 
lives  of  the  employes  he  has  to  go  through  court  proceedings  before  a  rem- 
edy is  assured.  Some  other  states  give  the  inspectors  authority  to  close 
the  mine  immediately  upon  finding  such  conditions. 
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The  handling  of  powder  within  mines  and  the  firing  of  shots  by  im- 
practical men  has  caused  so  many  accidents  that  some  drastic  action  is 
necessary  to  protect  life  from  these  causes,  and  that  may  be  brought 
about  by  requiring  shot  firers  to  be  employed  in  all  mines  where  the 
coal  is  shot  on  the  solid  or  in  any  mine  where  as  much  as  two  pounds 
of  powder  is  fired  in  any  one  shot. 

Another  feature  in  connection  with  the  execution  of  the  law  does  not 
seem  to  be  fully  appreciated,  and  that  is  the  large  number  of  mines  which 
each  inspector  is  required  to  inspect.  As  an  illustration,  the  inspector  of 
the  Sixth  District  has  169  mines  and  each  of  the  inspectors  has  an  aver- 
age of  over  100  mines  in  his  district. 

The  force  of  inspectors  should  be  increased  until  each  had  no  more 
than  60  mines  in  his  district,  and  at  the  present  time  we  have  700  mines 
requiring  inspection. 

Each  of  the  recent  disasters  has  been  fully  investigated  and  the  testi- 
mony of  the  witnesses  recorded  and  this  testimony  will  be  brought  to 
the  attention  of  the  grand  juries  in  the  several  counties  with  a  view  of 
indicting  any  person  in  any  way  responsible  for  the  occurrence  of  the 
accidents,  and  it  is  hoped  that  the  grand  juries  will  make  full  inquiry, 
that  no  guilty  may  escape. 

In  order  that  a  properly  prepared  legislative  bill  be  presented  to  our 
next  Legislature  it  is  recommended  that  the  Governor  appoint  a  commis- 
sion of  expert  mine  men, — operators  and  miners,  to  review  the  conditions 
and  draft  a  bill  to  meet  the  requirements.  This  should  be  done  prior  to 
the  convening  of  the  Legislature  in  order  that  the  contents  of  the  bill  may 
be  freely  discussed  by  the  persons  and  interests  affected  by  such  legisla- 
tion. 

Very  respectfully, 

James  W.  Paul, 
Chief  Mine  Inspector. 
Charleston,  W.  Va.,  March  3,  1906. 

PROSECUTIONS  AND  COURT  PROCEEDINGS. 

As  indicated  in  the  above  special  report  the  Department  through  the 
Chief  Mine  Inspector  appeared  before  the  grand  juries  of  Fayette  and  Mer- 
cer counties  with  special  reference  to  the  Parral  and  Coaldale  explosions. 
All  the  facts  known  to  the  Chief  Mine  Inspector  were  laid  before  the  grand 
juries. 

In  reference  to  the  Parral  disaster  the  grand  jury  found  two  indict- 
ments against  the  general  superintendent  and  the  local  superintendent, 
charging  each  with  voluntary  manslaughter  and  finding  an  indictment  for 
misdemeanor. 

Immediate  trial  was  given  the  charge  of  manslaughter  and  the  defend- 
ants were  acquitted,  the  State  failing  to  sustain  the  charge  as  made  by  the 
grand  jury. 

The  misdemeanor  indictment  has  not  as  yet  been  given  trial,  so  far  as 
the  writer  has  any  knowledge. 

In  the  matter  of  the  Coaldale  disaster,  it  appeared  from  the  evidence 
obtained  that  the  mine  boss  had  not  used  any  precautions  to  prevent  the 
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taking  of  excessive  quantities  of  powder  into  the  mine,  and  the  facts  in 
this  case  as  obtained  at  the  investigation  were  placed  before  the  Mercer 
county  grand  jury,  but  no  indictment  was  found. 

The  Detroit  mine  disaster  was  fully  investigated  by  a  special  grand  jury 
which  returned  indictments  against  the  superintendent  and  mine  boss  for 
involuntary   manslaughter. 

rpon  trial  before  a  jury  the  evidence  in  the  case  of  the  superintendent 
was  to  the  effect  that  at  the  time  of  the  explosion  the  suprintendent  was 
not  in  the  service  of  the  ownership  of  the  mine,  and  not  in  charge  of  the 
mine.  Upon  this  presentation  the  prosecution  asked  the  court  to  instruct 
a  verdict  for  the  defense  which  the  court  granted. 

Upon  the  calling  of  the  charge  against  the  mine  boss,  the  indictment 
was  nollied  upon  motion  of  the  prosecution. 

WITNESSES. 

In  the  matter  of  injunction  proceedings  for  the  purpose  of  restraining 
the  operation  of  a  mine  it  is  of  importance  that  some  restriction  be  made 
upon  the  character  of  witnesses  who  may  be  heard  by  the  court.  The  de- 
fendant has  at  its  command  the  entire  number  of  inside  employes  and  in 
many  instances  these  witnesses  are  not  competent  to  judge  the  seriousness 
of  the  conditions,  and  in  a  matter  of  this  character  all  witnesses  should  be 
free  from  all  coercive  influences. 

It  would  be  a  better  plan  if  the  court  could  have  the  testimony  of  an 
equal  number  of  competent  witnesses  representing  the  state  and  the  de- 
fendant. 

THE  COURRIERES  DISASTER,  FRANCE. 

The  mining  world  should  give  heed  to  the  conditions  which  prevailed  at 
the  Courrieres  mine,  France,  where  an  explosion  in  the  early  part  of  1906 
took  the  lives  of  over  1,200  persons. 

The  latest  report  upon  this  disaster  is  to  the  effect  that  the  greatest  of 
all  mine  disasters  was  caused  by  a  dust  explosion  induced  by  a  blown-out 
or  windy  shot. 

From  the  published  report  it  appears  that  the  Courrieres  collieries  consist 
of  a  number  of  shaft  mines  all  of  which  are  connected  underground. 

There  should  be  some  restriction  upon  the  acreage  which  should  be  op- 
erated from  a  single  opening  to  the  surface,  and  adjoining  mines  should 
not  be  connected  in  their  underground  workings  covering  a  specified  terri- 
tory. 

RECOMMEND  A  TIONS. 

Concerning  the  safety  of  the  mine  employes,  it  should  be  the  pride  of 
this  State  that  every  precaution  obtainable  through  legislation  should  be 
provided. 

The  coal  industry  of  the  state  has  developed  so  rapidly  in  recent  years 
that  the  legislative  body  appears  to  have  not  fully  realized  the  importance 
0i  legislation  to  meet  the  ever  increasing  needs  for  the  protection  of  life, 
health  and  property. 

Adequate  laws  should  be  enacted  providing  for  sufficient  inspection,  with 
reasonable  compensation,  to  ensure  a  full  compliance  of  the  laws.     In  the 
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absence  of  sufficient  force  to  properly  inspect  the  mines  and  have  an  ob- 
servance of  the  law,  it  were  better  that  the  inspection  Department  and  the 
mining  law  be  abolished.  At  the  present  time  it  is  a  physical  impossi- 
bility for  the  present  force  of  seven  inspectors  to  meet  the  requirements 
of  law. 

DISTRICT  INSPECTORS'  REPORTS. 

Elsewhere  in  this  report  will  be  found  the  annual  reports  of  the  district 
mine  inspectors  upon  the  condition  of  the  mines  in  their  respective  dis- 
tricts. 

There  is  no  written  report  covering  the  Seventh  District  for  the  reason 
that  the  Inspector  of  that  district  resigned  on  March  31st,  1906,  and  up  to 
June  30th,  1906,  no  additional  inspections  were  made  of  the  mines  in  the 
district.  However,  the  mines  in  the  district  are  reported  upon  in  tabu- 
lated form,  the  condition  being  given  as  reported  by  the  retiring  inspector, 
S.  S.  Cooper,  from  the  monthly  reports  made  by  him  to  the  Department. 

*********** 

The  writer  desires,  in  conclusion,  to  express  his  appreciation  of  the 
confidence  reposed  in  him  by  your  Excellency  in  his  conduct  of  the  affairs 
pertaining  to  this  department. 

Respectfully  submitted, 

James  W.  Paul, 
Chief  Mine  Inspector. 
Charleston,  W.  Va.,  December  14th,  1906. 
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Coal  Tonnage  of  Several  of  the  Leading  Coal  Producing  States  for  the 

Calendar  Year  1905. 

Rank.  (Tons  of  2,000  pounds.) 

1.  Pennsylvania,    Bituminous    119,361,514 

Pennsylvania,  Anthracite    78,647,020 

2.  Illinois     ..." 38,434,363 

3.  West  Virginia 37,859,995 

4.  Ohio    25,834,657 

5.  Indiana    11,895,252 

6.  Alabama    11,866,069 

7.  Colorado    8,826,429 

8.  Kentucky    8,432,523 

9.  Iowa 6,798,609 

10.  Kansas    :  .  .  .  6,423,979 

11.  Tennessee    '. 5,963,396 

12.  Wyoming     5,602,021 

13.  Maryland    5,108,539 

14.  Virginia    4,275,271 


Total   375,329,637 

Total  all  other  states 19,874,883 


Total  for  United  States 395,204,520 

West  Virginia  for  the  year  ending  June  30th,  1906 41,S91,S91 


1906] 
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TABLE    SHOWING    PRODUCTION    OF    COAL    AND    COKE    FOR    THE 
YEARS  1883  TO  1906,  INCLUSIVE. 


*  Years 

Goal 
(Tons  of 
2.240  lbs.) 

Ooke 
(Tons  of 
3.000  lbs.) 

190,889 
182,000 

187.619 
228,623 
481.477 
517,317 
360,716 
893,490 
1,308,418 
1,333,439 

Years. 

Ooal 

(Tons  of 

2.240  lbs.1 

Ooke 
(Tons  of 

2,000  lbs.) 

Years. 

Ooal 
(Tons  of 
2,240  lbs.) 

Ooke 

(Tons  of 

2.000  lbs.) 

1883.... 
1884.... 
1885.... 
1886.... 

1887... 

2,805,565 
3,000,000 
3,008,091 
3,213,093 
4,207,089 
4,799,611 
4,663.857 
5,643,946 
7,281,437 
7.777,570 

1893  ... 
1894 .... 
1895... 
1896.... 
1897... 
1898.... 
1899.... 
1900... 
1901 .... 
1902.... 

9.758,991 
9.427,028 
9,878,099 
12,063,468 
11.705,829 
14,394,865 
16,250,150 
18,886,911 
20,290,991 
23,359.083 

1,090.909 
1,067,156 
1,204,657 
1.594,691 
1,374.497 
1,742,256 
1,950,179 
2.496,107 
1,932,912 
2,249,744 

1903.... 
1904... 
1905... 
1906... 

22,913,698 
26.984,715 
31.503,029 
37,403,474 

2,483.376 
2,276,451 
2.738,777 
3,534,314 

1888... 

1889.... 
1890.... 

1891.... 

1892.... 

*  Calendar  years  1883  to  1887,  inclusive.     Since  1887  the  coal  and  coke  statistics 
have  been  given  for  the  fiscal  years  ending  June  30th. 


TABLE   SHOWING   THE  COKE  PRODUCTION,   BY   COUNTIES,  FROM 
1897  TO  1901,  INCLUSIVE. 

(Tons  of  2, 000  lbs.) 


COUNTIES. 

1897 

1898 

1899 

1900 

1901 

1.350 
394,052 
5,419 
21,578 
149,060 
131. 681 
149,061 
12, 337 
28,450 
20,007 

5,980 

454,999 

5,871 

10,983 

155,985 

923,166 

192, 932 

5  204 

34,023 

20,398 

12,579 

481.699 
15,994 
32.665 

298,119 
1,070,033 

307,277 
17,077 
46,250 
15,460 
3,223 

295,731 

12,666 

Fayette 

329,089 

442,411 

5,190 

20, 132 
142.043 
567.070 
115,522 
2,778 
19,567 
18,454 

30,722 

118,285 

McDowell 

953,702 

167,769 

5,777 

6.500 

13,498 

159,842 

229,261 

140,638 

176,392 

Totals 

1,374.497 

1.742,256 

1,950,179 

2,496.107 

1,932,912 

TABLE   SHOWING   THE   COKE  PRODUCTION,   BY   COUNTIES,   FROM 

1902  TO   1906,  INCLUSIVE. 

(Tons  of  2.000  lbs.  ) 


COUNTIES. 

1902 

1903 

1904 

1905 

1906 

15,682 

515,398 

16,572 

29. 722 

210,451 

929,433 

175,083 

19,948 

18,930 

20,991 
437,090 
62,382 
25,789 
282,924 
1.016,988 
167,567 
30, 509 
34,627 

19,128 

434,919 

621 

9,547 

102,416 

1,170,200 

190,132 

22,999 

27,611 

11,967 
430,163 

19,993 
127,850 
1,380.805 
267,697 
42, 802 
79,757 

17,643 

614.428 

768 

31,527 
171,621 

1,699,426 

318,357 
58,264 

142,236 

38.845 
279,680 

120,387 
284,122 

77,077 
221,801 

146.243 
231,500 

231,616 

Tucker 

253,492 

Totals..' 

2.249.744 

2,483,376 

2,276,451 

2,738,777 

3,534,314 

1906J 
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ORDER  IN   THE  PRODUCTION   OF  COAL. 


COUNTIES. 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

Faj  ette     

Mc  l  'owell 

1 
2 

3 

1 

5 
6 
9 

8 
7 
13 
10 
11 

1 

2 

3 

4 

5 

6 

9 

8 

7 

11 

10 

12 

1 
2 
3 
f 

5 
7 
8 
9 
6 
10 
11 
12 

1 
2 
3 
1 

6 
5 

9 

8 
10 
11 
12 
14 
13 
19 
18 
15 
16 
17 
20 

1 
2 
3 
4 
6 

5 

9 
8 

II) 
11 
13 
14 
15 
17 
12 
L6 
is 
19 
20 

1 
2 
3 

4 

6 

7 

."> 

8 

9 

10 

11 

16 

14 

L5 

13 

L2 

17 

19 

18 

20 

2 
1 

3 

5 

6 

7 

4 

8 

11 

9 

14 

13 

12 

16 

15 

10 

18 

19 

17 

23 

22 
20 
21 

1 

2 

4 

3 

6 

8 

5 

7 

11 

10 

If, 

11 

13 

15 

12 

9 

19 

20 

17 

22 

18 
21 
23 
25 
24 

2 
1 
3 
4 
6 
8 
5 

■A 

10 
16 
14 
13 
15 
9 
11 
21 
22 
18 
17 
20 
19 
24 
27 
23 
25 
26 

2 

1 

4 
3 
6 
8 
5 

Tucker 

13 
9 
16 
15 
12 
14 
10 
11 
22 
21 
20 
17 
18 
19 

Taylor 

Marshall         

12 
16 
19 
15 
11 
20 
17 

13 
16 
19 
15 
14 
17 
18 

13 

16 
17 
14 
15 
19 
18 

Ohio  

Giant 

IS 

20 

20 

21 

21 

21 
23 

24 
26 

('lav    

23 
25 



22 

24 

27 

28 

TABLE  SHOWING  THE  COMPARATIVE  STATEMENTS  OF  THE  COAL 

PRODUCTIONS  FOR  190-5  AND  1906. 

i  Tons  of  2,240  lbs.) 


COUNTY. 


1906 


1905 


Increase  of 
1906 
1905 


Decrease  of 

1906  under 

1905 


Brooke  

I  la  acock 

Marion 

Monongalia. 

Marshall 

Ohio 

Barbour 

Harrison  — 
Taylor  . 

Upshur 

Grant 

Mineral  — 

Preston 

Randolph  . .. 

Tucker  

Clay 

Fayette 

Kanawha  — 

Mason 

Nicholas.   .   . 
Putnam  .    ... 

Raleigh 

Lincoln 

Logan 

Mingo  

Wayne 

McDowell . . . 
Mercer 


Totals 


Small  Mines. 


378,312 

3,629  •!«", 
196  074 
411.061 
101,768 
638,253 

3,030,73? 
398,563 
5,809 
228,837 
540. 147 
827. 772 
569.443 

1,057,800 
66.087 

7,625,839 

4,086,102 
108,420 
50.921 
465.341 
823,666 
15,801 
349.22s 

1,719,233 
14.914 

7.806,524 

2.023,460 


37.223,474 


180,000 


183.803 

58,029 

3,251,999 

178,752 

380,666 

91 . 752 

550. 158 

2.560,905 

252.161 


167.053 

505.171 

651.122 

416.834 

961.293 

60.455 

6,738,343 

3,126,638 

77.846 

51.524 

310.576 

661.180 

7,695 

127,616 

1.375.233 

21.165 

6,810.730 

1,738,330 


31.323,029 


180,000 


194,509 


377.806 
17.322 
30. 395 
10.016 
82,095 
469,832 
146,402 

5.  SOU 

61,784 
34,976 
176,650 

152,609 

96,507 

5.632 

887,496 

959.464 

30.574 


154.765 
162.486 
8,106 
221,612 
344.000 


995.794 

2S5. 130 


5,911.771 


4,472 


603 


6,251 


11.326 


Grand  Totals 


37.403,474    31.503.029 


5,911,771 


11,326 
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PRODUCTION    OF     CO AL     IN     WEST     VIRGINIA,    BY   GEO- 
GRAPHICAL DISTRICTS,  FOR  THE  YEAR  ENDING 
JUNE  30th,    1906. 


Potomac    District     1,826,784 

Monongahela    District     9,296,456 

Wheeling    District     944,698 

Kanawha-New  River   District    13,242,177 

Norfolk    &   Western   District 11,913,359 

Total   commercial   mines    37,22:5,474 

Small    mines     180,000 

Grand    total     37,403,474 

POTOMAC    DISTRICT. 

(Counties  of  Grant,  Mineral  and  Tucker.) 

Davis  Coal  &  Coke  Co.,   (7  mines  in  Tucker,  2  in  Grant  and  6  in  Mineral).  1,418,496 

Cumberland   Coal    Co 148,998 

Buffalo  Creek  Cumberland  Coal   Co 64,102 

Smith    Coal    Co 40,118 

Beacon   Coal  &  Coke   Co 29,409 

Big  Vein  Coal  Co.   of  W.   Va 26,175 

Abrams    Creek    Coal    Co 25,522 

Stafford    Coal    Mining   Co 25,000 

Masteller    Coal    Co 23,782 

Piedmont   Brick   &  Coal   Co 10,000 

Taylor    Coal    Co 9,400 

Gleason  Coal  &  Coke  Co 5,782 

Total     1,826,784 

MONONGAHELA  DISTRICT. 

(Counties    of   Barbour,    Harrison,    Marion,    Monongalia,    Preston,    Randolph,    Taylor 

and   Upshur.) 
Fairmont  Coal  Co.    (14  mines  in  Harrison,   16  in  Marion  and  1  in  Monon- 
galia.)       4,181,708 

Clarksburg    Fuel    Co 625.948 

Pittsburg  &  Fairmont  Fuel  Co 391, 9S8 

Davis  Colliery  Co.   (2  mines  in  Randolph  and  1  in  Barbour)    384,131 

Davis  Coal  &  Coke  Co.  (1  mine  in  Taylor,  2  in  Randolph  and  2  in  Barbour)  333,917 

Georges   Creek  Coal  &  Iron  Co 331,953 

Southern   Coal   &  Transportation    Co.    145,941 

The  Virginia  &  Pittsburg  Coal  &  Coke  Co 211,095 

Madeira-Hill-Clark    Coal    Co 2q2'7?o 

Merchants    Coal    Co ]ltJ>t 

The   Century   Coal    Co ,  qI'?ct 

Elkins  Coal  &  Coke  Co.    (1  mine  in  Preston  and  1  in  Monongalia)    180,167 

The  Austen  Coal  &  Coke  Co i ao'a^ 

Rosemont  Coal   Co ino'ni ■* 

New    Central    Coal    Co rq'Si J 

Fairmont  &  Baltimore  Coal  &  Coke  Co •  •  •■ ll'tlt 

Irona    Coal    Co 

Cook    Coal   &   Coke   Co r>'w>Q 

Meadow   Brook   Coal  &  Coke   Co ' 
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Federal    Coal   &   Coke   Co 70,803 

O'Gara    Coal    Mining    Co 66,873 

Hutchinson    Fuel    Co - 61,515 

Grafton    Coal    &    Coke    Co 60,000 

Philippi    Collieries    Co ; 57,466 

Pittsvein    Coal    Co 54.441 

Tin-aim    Coal    Co 53,202 

Kingwood    Coal    Co 51,097 

Davis  Coal   Mining  Co 49,689 

Atlantic  Coal   &  Coke  Co 46,757 

Hamilton    Coal    &    Coke    Co 43,322 

Marshall    Coal    Co 42,929 

Tygarts   River   Coal  Co 39.4S4 

Gorman  Coal  &  Coke  Co 37.574 

Snort   Line  Coal  Co 37,500 

Kilarm   Coal   &   Coke   Co 35,500 

Pennsylvania  Consolidated  Coal  Co.   (1  in  Preston  and  1  in  Upshur)    33,409 

Oakland   Coal   &  Coke   Co 31,919 

Grafton    Fuel    Co 23,863 

Orr   Coal   &   ( !oke   ( '<> 22,467 

Cook    &    Hart    Coal    Co 20,819 

( Ipekiska  Coal  &  Coke  Co 20,275 

Laurel    Creek    Coal    Co 19,740 

Manufacturers  Coal  &  Coke  Co 19,084 

Hite  Coal  &  Coke  Co 18,800 

Rose-Bud  Coal  Co • 15,362 

Washington    Fuel    Co 14,329 

F;ouglass-Rauch   Coal   &  Coke   Co 13,380 

Millar   Coal  &   Coke  Co. 11,980 

W.     H.     Green     • 9-600 

Connellsville   Basin   Coke   Co 8,927 

National   Coal   Co 8>417 

L.   B.    Brydon    7,900 

Maryland   Coal    Co 6-830 

The   Great   Scott   Coal   &   Coke  Co 6,521 

The  Pennsylvania  Coal  &  Mining  Co 4,000 

Red  Rock  Fuel   Co •. 3>639 

Niagara   Coal   &  Coke   Co 2,857 

Barker  Run   Coal  &  Coke  Co 2.500 

Total 9,296,456 

WHEELING    DISTRICT. 

(Counties  of  Brooke,  Hancock,  Marshall  and  Ohio.) 

Hitchman  Coal  &  Coke  Co 236,759 

Lewis-Findley    Coal    Co 129,464 

La    Belle    Iron    Works    73,170 

Beech   Bottom   Coal   Co 60,412 

Clearfield   &  Ohio   River   Coal   Co 53,884 

The    Marquet    Coal    Co 50,343 

Rex    Carbon    Coal    Co 50,027 

Richland    Coal    Co 47,605 

Wheeling   Steel   &   Iron   Co 41,823 

La  Belle  Coal  Co 39,721 

Elm  Grove  Coal  Co 35,714 

Boggs  Run  Mining  &  Manufacturing  Co •  ■  •  ■  33,998 

Glendale   Coal  Co 33,189 

A.  Gilchrist  &  Sons'  Coal  Co 25,518 

Glen   Easton   Coal   &   Coke   Co 11,408 

Wheeling  Steam   Coal   Co 7,313 

Reymann     Brewing     Co 6,760 
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Jochum    &   Co 4. .".70 

M.    M.    Cullen     3,214 

Total     944,698 

KANAWHA-NEW   RIVER   DISTRICT. 
(Counties    of    Clay,    Fayette,    Kanawha,    Lincoln,    Mason,    Nicholas,    Putnam    and 

Raleigh.) 

The  New  River  Co.    (26  mines  in  Fayette  and  4  in  Raleigh)    1,800.422 

Sunday  Creek  Co.    (5  mines  in  Fayette  and  5  in  Kanawha)    771,494 

The  New  River  Smokeless  Coal  Ce.   (7  mines  in  Fayette  and  3  in  Raleigh)  712,585 

Boomer   Coal   &   Coke   Co ■ 570,700 

McKell  Coal  &  Coke  Co.    (3  mines  in  Fayette  and  3  in  Raleigh)    502,252 

1'aint  Creek  Collieries  Co.    (10  mines  in  Kanawha  and  1  in  Fayette)    ....  477,265 

New   River   &   Pocahontas   Consolidated    Coal    Co 373,882 

The  Marmet   Coal   Co 244,268 

Gauley    Mountain    Coal    Co 230.543 

Cardiff  Coal  Co.   (5  mines  in  Fayette  and  4  in  Kanawha)    217,272 

Campbells    Creek    Coal    Co 208,050 

The  Carver  Brothers  Co.      (Including  Mecca  Mines)    206,531 

Winifrede    Coal    Co 206,268 

Chapman    Iron,    Coal   &   Coke   Co 198,488 

Carbon    Coal    Co 186,310 

Raleigh   Coal   &   Coke   Co 178,243 

The  Otto  Marmet  Coal  &  Mining  Co 173,131 

Loup    Creek    Collhu-y    Co 161,197 

Black   Betsey    Coal   &  Mining   Co 154,664 

The  Low  Moor  Iron  Co.   of  Va : .  .  153,436 

West   Virginia    Colliery    Co 138,392 

Kellys  Creek   Colliery  Co 137,344 

Piney  Coal   &  Coke   Co 131,621 

Columbus  Iron  &  Steel  Co 128,595 

Ephraim  Creek  Coal  &  Coke  Co 127.207 

Plymouth  Coal   &  Mining  Co 126,778 

Republic     Coal     Co .' 1  21,798 

Stevens    Coal    Co 121.394 

Star  Coal  &  Coke  Co 119,596 

Cannelton    Coal    Co 110,326 

Black  Band  Coal   &  Coke  Co 107,227 

The   Thurmond   Coal   Co 104.350 

W.   R.   Johnscn  &  Co 103,904 

Imperial   Colliery   Co 103,115 

Chesapeake    Mining    Co 103.003 

Beechwood    Coal    &    Coke    Co 102,472 

Greenwood   Coal   Co 102,090 

The  Mt.   Carbon   Co.,   Ltd 101,550 

Hughes    Creek    Coal    Co 9S.503 

Kanawha  Gas  Coal   Co 95.535 

Cabin    Creek    Mining    Co 90,402 

Standard    Splint   &   Gas   Coal    Co 89.046 

The   Wright   Coal    &   Coke   Co 87,389 

Dry  Branch   Coal   Co 80,073 

Stonewall   Coal  &  Coke  Co 70.526 

W.    It.    Johnson    76.039 

Blume  Coal  &  Coke  Co 75,000 

Deitz   Colliery   Co '•  • 71,428 

The   Turkey    Knob   Coal    Co '• 70,978 

The  Hemlock  Hollow  Coal  &  Coke  Co 70,894 

Beury   Brothers  Coal   &   Coke   Co 6S.559 

Ballinger    Coal    Co 68,307 

Belleclare    Coal     Co ■ 68,273 
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Nuttallburg  Coal   &  Coke  Co 67,093 

Quinnimont   Coal    Co 63,080 

Quarrier  Coal   Co 63,078 

Brown    Coal    Co 62,759 

Raccoon    Fork    Coal   Co .' 61.010 

Cherokee    Coal    Co 58,933 

United   Colliery   Co • 57,171 

Keeneys   Creek   Colliery   Co 56.046 

Thistle    Coal    Co 54,773 

S't.    Clair    Colliery    Co 54,463 

M.    T.    Davis   Coal   Co 53,047 

Equitable   Coal    Co 52,504 

Gamoca    Coal    Co 51,371 

The   Elk   Coal    Co 51,262 

Stone  Cliff  Coal  &  Coke  Co 50,808 

Shamrock    Coal    Co 48,769 

Alaska    Coal    &    Coke    Co 45,420 

La  Mont  Mining  Co 44,642 

Montgomery    Coal    Co 43,875 

Red   Warrior   Coal   Co 43.334 

Belmont    Coal    Co 43,138 

Holly    Coal    Co.     . '. 42,909 

Lynchburg    Colliery    Co 42,856 

Robinson    Coal    Co 41,999 

Wake   Forest   Mining   Co 40,524 

Quincy    Coal    Co 40,015 

Dorfee    Coal    Mining    Co 36,565 

Rothwell    Coal    Co 33,308 

The    Dunglen    Coal    Co 32,381 

Coalburg    Colliery    Co 32,142 

Laurel    Creek    Coal    Co 32,003 

Consumers  Coal   &  Mining  Co ! 31,878 

Manufacturers    &    Consumers    Coal    Co 31,183 

Fire  Creek  Coal  &  Coke  Co 30,470 

Morris    Creek    Coal    Co 30,112 

Newlyn   Coal   Co 30,000 

Boone  Coal   &  Coke  Co 28,138 

Glendale   Colliery   Co 27,543 

Knickerbocker   Coal   Co 27,214 

Caledonian  Coal  &  Coke  Co 25,535 

Michigan    Coal    Co 24,554 

Reynolds  Black   Band   Coal    Co 24,465 

Fayette   Coal   &   Coke   Co 21,000 

Coal    River    Lumber   &   Coal    Co 20,310 

Pennsylvania  &  New  River  Coal  Co 19,723 

Li  my  New    River    Coal    Co 19,594 

Ridgeview    Coal    Co.     18,568 

Gaymont  Colliery  Co 16.42S 

The    Liverpool    Salt   &    Coal    Co 16,072 

Mason    City    Coal    Mining    Co 15,971 

Gauley  Consolidated  Coal  Co.    .  • 15,946 

Mt.  Carmel  Coal  &  Coke  Co 15,214 

Hanging    Rock    Coal    Co 13,392 

Southwestern    Splint   Fuel    Co 13,268 

Carter    Coal    Co 12,856 

Cataract    Colliery    Co 12,641 

Sunbeury    Coal    &    Coke    Co 12,617 

The  Holly  &  Stephenson  Coal  &  Coke  Co 12,516 

Hartford   City    Salt  Co 12,239 

Big  Bend  Coal  Co 11,735 
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Thos.    D.    Harris    10,000 

Guyandotte   Coal   Co 9, 195 

Beech  Grove  Coal  Co '. 7,428 

Lucas-Ray    Coal    Co 7,044 

The   Cambria  Mining  Co.    6,893 

Mill   Creek  Cannel   Coal   Co 6.793 

The  National  Coal  &  Coke  Co 6.725 

Falling   Rock    Cannel    Coal    Co 6,354 

The    Gauley    Co 6.214 

Olcott    Coal    &    Iron    Co 6,051 

Alpha  Coal  Mining  Co 6,018 

The   Columbus   Coal    Co 5.606 

Bell    Creek    Coal    Co 5,358 

Rochester    Coal    Co 5.206 

Kanawha-Elk   Coal    Co 5.172 

Burning   Springs   Coal   Co 5,000 

Arminius   Coal   Co 4,821 

The  Oak  Forest  Coal  &  Mining  Co 4,750 

Detroit   &   Kanawha   Coal   Co 4.484 

Jefferson  Coal  &  Coke  Co 3,964 

The  New  Cedar  Grove  Coal  &  Brick  Co _ 3,571 

Pen    Mar    Mining    Co * 3,231 

Kanawha  Block  Coal  Co 2,312 

Blue  Creek  Coal  &  Land  Co 2,232 

Persinger    Coal    Co 1,693 

Caney    Fork   Coal    Mining   Co 1,638 

Hope    Salt    &    Coal    Co 1.440 

Eden    Park    Coal    Co 1,400 

New    Diamond    Coal    Co 1,062 

Clendenin   Mining   Co 911 

Columbia   Coal   Mining  Co 900 

W.    W.    Graham    720 

Ohio  Coal   Mining  Co 720 


Total      13,242,177 


NORFOLK   &    WESTERN    DISTRICT. 

(Counties  of   Logan,   McDowell,   Mercer,   Mingo   and    Wayne.) 

The  Pocahontas  Consolidated  Co.     (6  mines    n  McDowell  and  2  in  Mercer)  1,339,548 

United   States  Coal   &  Coke  Co 962,658 

Red  Jacket  Consolidated  Coal  &  Coke  Co 550,465 

American  Coal  Co.      (Pinnacle  &  Crane  Creek)    419,718 

Turkey   Gap   Coal   &   Coke   Co 390,362 

Mill  Creek  Coal  &  Coke  Co 377,577 

Thacker  Coal  &  Coke  Co.      (Including  No.   10  &  Lynn)    365,426 

Ashland   Coal   &   Coke   Co 309,962 

The   Empire   Coal   &  Coke   Co 293,889 

Crozer  Coal  &  Coke  Co .' 271,471 

Pulaski   Iron  Co 270,840 

McDowell    Coal    &   Coke    Co 253,355 

Elkhorn   Coal  &  Coke   Co.    '. 221,067 

Houston  Coal  &  Coke  Co 201,842 

Upland  Coal  &  Coke  Co 197,352 

United  States  Coal  &  Oil  Co.    .  .' 187,861 

Virginia-Pocahontas    Coal    Co 183,802 

Algoma  Coal   &  Coke  Co 183,741 
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Peerless  Coal   &   Coke   Co 173,83 1 

Louisville  Coal  &  Coke  Co 171,263 

Powhatan  Coal  &  Coke  Co 171,218 

Gilliam   Coal   &  Coke  Co 163,810 

Booth-Bowen  Coal   &  Coke  Co 15s. '.\:\r, 

Greenbrier  Coal  &  Coke  Co 156,767 

Bottom   Creek  Coal  &  Coke  Co 149,478 

Lynchburg  ( !oal   &  <  !oke  Co 145,350 

Buckeye  Coal   &  Coke   Co 145,939 

Big  Sandy  Coal  &  Coke  Co 145,241 

Keystone  Coal   &  Coke  Co 142,818 

Eureka   <  !oal  &  Coke  Co 140,000 

Glen    Alum   Coal   Co 130.840 

War  Eagle  Coal   Co 136,229 

Indian  Ridge  Coal  &  Coke  Co 134,301 

Page  Coal  &  Coke  Co l.m.jss 

Shawnee  Coal  &  Coke  Co 126,939 

Arlington  Coal  &  Coke  Co 124,608 

Elk   Ridge  Coal  vV  Coke  Co 117,996 

Roanoke  Coal  &  Coke  Co 116,631 

Tidewater  Coa'l  &  Coke  Co 1 1  1  ,251 

Thomas    Ccal    Co 1  in. 625 

Superior-Pocahontas    Coal    Co 105,306 

Crystal   Coal  &  Coke  Co 87,530 

( Iregon   Coal    Co 82,000 

Weyanoke  Coal  &  Coke  Co 76,476 

Zenith  Coal   &  Coke  Co 73,688 

Merrimae    <  'oal    &    Coke    Co 70,582 

Pocahontas    Collieries   Co 61,085 

Jewett,  Bigelow  &  Brooks  Collieries  Co 55,421 

Spring    Coal    Mining    Co 49,190 

Lingohocken    Coal    Co 4S.804 

Hiawatha    Coal    &    Coke    Co 4s. 728 

The   Monitor   Coal   &   Coke   Co 46,500 

Mohawk   Coal    &  Coke   Co 45,783 

Welch  Coal  &  Coke  Co 44,819 

Wenonah    Coal    &   Coke   Co 43,948 

Draper   Coal   &   ( loke   Co 43,750 

Twin    Branch    Mining    Co.    41,715 

Margarel    Mining  Co 41,295 

The   -Middle    Stales   Coal    .V    Coke   Co 40,759 

Howard    Colliery    Co 40,489 

II.    A.    bnaffer    39,400 

The   Cay   Coal  &  Coke  Co 36,861 

Cirrus   Coal   &   Coke   Co 35,107 

Pawama  Coal  &  Coke  Co 34,986 

Marvin    Coal    Co 31,756 

Mate   Creek   Coal   Co 31,249 

Chattaroy   Colliery   Co 30,000 

Piedmont      Colliery      29,723 

Belvedere  Gas  Coal  Co 28,578 

Bawl   Coal   &  Coke   Co 27,677 

Hatfield    Colliery    Co 26,825 

Kin-    Coal    Co 25,759 

Vaughan   Coal  &  Coke   Co 25,693 

The    Smokeless  Coal   &  Coke  Co 25,203 

Antler    Coal    &    Coke    Co 24.637 

The    Buffalo   Collieries   Co 22,500 

Male  r   I  oal   &  Coke  Co 22,435 

Williamson  Coal  &  Coke  Co 22,39o 
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Pearl   Coal  Mining  Co 20,404 

Stone   Branch    Coal   Co 18,580 

The  Walnut  Hills  Coal  &  Mining  Co 15,421 

East    Lynn    Coal    Co 14,014 

Culross    Coal    Co : 13,839 

Short   Creek   Coal   &   Coke   Co 12,500 

New  River  &  Pocahontas   Consolidated  Coal   Co 11,000 

Gedar    Coal    Co.     10,714 

Big^  Creek  Coal   Co 10,140 

Cephus  Coal  Co 8,767 

Big    Splint    Coal    Co 6,269 

The    Logan    Coal    Co 5,000 

Goodman  Coal  &   Coke  Co 2,076 

Fort   Branch   Coal    Co 536 

Total      11,913,359 


A  COMPARATIVE  STATEMENT  OF  THE  PICK  AND  MACHINE  MINED 
COAL,  BY  COUNTIES,  1900. 
(Tons  of  2,240  lbs.  i 


COUNTY 


Brooke  

Hancock 

Marion 

Monongalia 

Marshall 

Ohio 

Barbour 

Harrison 

Taylor 

Upshur 

Grant 

Mineral 

Preston 

Randolph 

Tucker 

Clay 

F'ayette 

Kanawha 

Mason 

Nicholas 

Putnam ... 

Raleigh  

Lincoln  

Logan 

Mingo 

Wayne 

McDowell 

Mercer 

Totals    

Small  mines 

Grand  totals 


Pick  Mined 

Machine 

Total 

Goal. 

Mined  Goal. 

Production. 

197,537 

180,775 

378,312 

18,392 

-       35,165 

53.557 

1,513,336 

2,116,469 

3,629.805 

132, 829 

63,245 

196,074 

65,724 

345,337 

411,061 

99,189 

2,579 

101 , 768 

265,568 

372,691 

i;:;s.25:; 

736,828 

2,293,909 

3,030.737 

347,511 

51,052 

398,563 

2,170 

3,639 

5.809 

64,102 

164,735 

228.837 

539,776 

371 

540,147 

380,758 

447,014 

827 , 772 

569,443 

569,443 

820,742 

237,058 

1.057.8(H) 

28,802 

37,285 

66,087 

5,451.421 

2.174,418 

7.625,839 

1,127,344 

2,958,758 

4,086,102 

84,867 

23,553 

108,420 

13,332 

37,589 

50,921 

465,341 
819,607 

465,341 

4,059 

823,666 

11,475 

4.326 

15,801 

61,ii42 

288,186 

349,228 

6111,927 

1,117,306 

1,719.233 

14,914 

14,914 

7,526,364 

280.1  tin 

7,806,524 

1,929,537 

93,923 

2,023,460 

23,889,872 

13,333,602 

37,223,474 

180,000 

180,000 

24,069,872 

13,333,602 

37,403,474 
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SUMMARY   OF   MACHINE   MINED    COAL   IN   THE    STATE   FOR    THE 
YEAR  ENDING  JUNE  30th,  1906. 
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6  03 

S     . 

■  "3 

O  3  o 

tn 

9 

a 

-6a 

ft 

Tons    of  coal 
produced  by 
machines. 
(Tons  of  2, 240 
lbs.1 

en 

o 

I    C 

a -a 

£  2 

6  o 
ft 

No.of  machine 
runners  and 
helpers. 

0  <a 
.E-o 

0  o>  o> 

03  03  fl 

*"  a  a 
H 

4 
3 

17 
3 
4 
1 
6 

34 
1 
1 
2 

1 

13 
4 

2 

57 
81 
1 
5 
1 
1 
7 

30 
16 
6 

19 

4 

120 

15 

22 

2 

37 

168 

2 

2 
15 

1 
69 
15* 

5 

220 

331 

3 

10 

1 

6 

20 

126 

40 

14 

180,775' 

35,165 

2,116,469 

63,245 

345,337 

2,579 

372,691 

2,293,909 

51,052 

•       3,639 

164,735 

371 

447.014 

237,058 

37,285 

2,174,418 

2,958,758 

23,553 

37,589 

4,059 

4.326 

288, 186 

1,117,306 

280, 160 

93,923 

278 
50 

797 
54 

215 
20 

315 

1,048 

40 

12 

84 

382' 

161 

23 

1,529 

2,309 

32 

84 

3 

10 

233 

755 

196 

82 

46 

8 

252 

18 

44 

4 
64 
308 

4 

4 
26 

4 
88 
30 

8 

340 

491 

10 

20 

2 

6 

52 

222 

64 

28 

324 

58 

1,049 

72 

Ohio                                 

259 
24 

379 

1,356 

44 
16 

110 

4 

470 
191 

Olay 

31 

1,869 

2,800 

42 

104 

5 

16 

285 

977 

McDowell 

260 
110 

Totals 

301 

1.267 

13,333,602 

8,712 

2,143 

10,855 

19061 


Chief  Mine  Inspector. 


59 


SUMMARY   OF   THE  NUMBER  AND   KINDS   OF  MINING  MACHINES 

IN  USE  IN  THE  STATE,  FOR  THE  YEAR 

ENDING  JUNE   30th,   1906. 
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TABLE    SHOWING     THE    COMPARATIVE    STATEMENT    01 

THE  COKE  PRODUCTIONS  FOB  1905  AND  1906. 

(Tons  of  2.000  11,..  i 


COUNTY- 

1906 

1905 

[ncr<  ase  of 

L906 
Over  1905. 

1  lecrease  of 

1906 
Under  L905. 

171,621 
58,264 

12,579 

142,236 
231.616 
253.492 
614,428 
31.527 
1,699,426 
318,357 

3.534,314 

127.850 
42,802 
11.967 

t::.T7l 

15,462 

612 

768 

62,479 

184,265 
11,534 

50,660 

Preston 

79,757 
146,243 
231,500 
430,163 

19,993 

1,380  805 

267, 69i 

':  738  771 

Tucker  

Totals 

795,537 

ORDER  IN  THE  PRODUCTION  OF  COKE. 


I'orXTIES. 


1897 


1899 


1900 


1901 


1902 


1903 


1904 


1905 


1906 


McDowell. . . 

Fayette  

Tucker 

Mercer 

Marion 

Preston 

K.-i nawha  . 
Randolph  . 
Monongalia. 
Harrison  — 

Barbour 

Raleigh 


NUMBER  OF  COKE  OVENS  NOT  IN  USE— 1906. 


0<  lUNTY. 

No.  <  loke 

Ovens 
not  in  use. 

Field  in  which  located 

571 

288 
242 
352 

6 
131 
996 

5 

62 

4,338 

711 

1 1 

ii 

.i 

Tucker   

Fayette. 

Total .. 

7,702 
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NUMBER  OF  COKE  OVENS  NOT  IN  USE— 1906. 


NAME  OF  COMPANY. 


Marion  County. 

Fairmont  Goal  Oo 


Georges  Greek  O.  &  I.  Co. 
Total 


Monongalia  County. 

Opekiska  0.  &  O.  Oo 

Fairmont  Coal  Co. 

Elkins  0.  &  0.  Oo 

Oonnellsville  Basin  Coke  Oo 


Total 


Harrison  County. 
Fairmont  Coal  Oo 


Fairmont  &  Baltimore  O.  &  O.  Oo. 
Total 


Preston  County, 

The  Austen  O.  &0.  Oo 

Hamilton  C.  &  C  Co 

Gorman  O.  &  O.  Oo. 


Orr  C  &C  Oo.  ... 
Elkins  O.  &0.  Oo. 


Total. 


Randolph   County 
Davis  Colliery  Co 


Total . 


Tucker  County 
Davis  O.  &0.  .Oo 


Cumberland  Coal  Co. 


Total . 


Fayette  County. 

Sunday  Creek  Oo  

The  Gauley  Mountain  C  Co 

Gaymont  Colliery  Oo 

Sunbeury  O.  &C  Oo 

Fayette  O.  &  C  Oo 

Nuttallburg  O.  A  c  <<> 

Fire  Greek C  &  C.  Go 

Beury  Brothers  0.  &  O.  Co 

Chapman  Iron,  Coal  &  Coke  Oo. 


St.  Olair  Colliery  Co 

The  Carver  Brothers  Oo 


W.  R-  Johnson  

The  Mt.  Carbon  Co  ,  Ltd 

The  Gt.  Kanawha  Colliery  Co... 

Loup  Creek  Colliery  Oo 

The  Low  Moor  Iron  Go.  of  Va 

The  New  River  Smokeless  O.  Oo. 


NAME  OF  MINE. 


No.  coke 

ovens 
not  in  use. 


Murray   

Montana 

Shaft 

New  England. .. . 

Gaston 

Monongah  No.  6. 
•'      8. 

Pennois 

Hutchinson 

i  'hat  ham  No.  1... 


Opekiska 

Beech  wood 

No.  1 

Deckers  Greek. 


Enterprise 

Gypsy  

Meadowbrook 

Globe 

Fairmore  


Austen  No.  1,  . . 
Newburg  Shaft . 
Gorman  No.   1. 


Vulcan 
No.  2.... 


Colliery  No.  1. 
"     3. 


No.  34 

No.  35 

No.  37 

Nos.  3&4 


No.  115 

Gauley  Mountain 

Gaymont 

Sunnyside 

Fayette 

Nuttallburg 

Fire  Creek 

Echo 

Victoria  North 

( lentral 

Elverton 

Eagle 

Nos .  2  &  3 

Eagle,  No.  1  &  California. 

Eagle  No.  1 

Vulcan 

Brewster 

Ansted  and  Eagle  

Kay  Moor  No.  1 

Sun  Nos.  1,  2  and  3 


19 
36 
94 
89 
165 

8 

12 
50 

2 


2 
46 

50 
190 


60 
80 
50 
22 
30 

242 


28 
95 
10 
12 
60 
147 

352 


131 


6 

2 

25 

2 

12 

85 
26 
50 

5 
25 

9 
27 
46 
46 
60 
10 

6 

204 

23 

30 
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NX   UliER  OF  COKE  OVENS  NOT  IX  Is  /•;— 1906. 


NAM  E  OF  OOM  1'AN  V 


NAM  E  OF  MINE. 


No    i 
not  ii 


Fayette  County . — Oont  'd. 

Stone  OliflO.  &  O.  Oo Stone  Oliff 

Bi  i  chwood  » '.  &  0.  Oo  Beechwood  No.  1 

Harvey  0.  &  O.  Oo Harvey    

('oil ins  ( lolliery  Oo  Nos.  I  and  2 

The  Turkey  Knob  0.  Oo Turkey  Knob 

lonald  Colliery  Oo Macdonald 

Quinnlmonl  Coal  Oo Big  Q,  and  Lick  Branc 

Greenwood  Ooal  Oo Greenwood 


New  River  A  Pocahontas  <  Ion.  <  I.  Oo. 


To  till 


Kana  wha  Co  unty . 

Oannelton  Coal  Co 


Total 


Raleigh  Count  v. 
Raleigh  C.  &  0-  Oo      


Total. 


Mind. mi  No. 


Tidewater 
Bottom  Greek. 

-S3     .      .. 

Empire. 


McDowell  Countv. 
Tidewater  0.  &0.  Oo 

Bottom  Creek  C.  AC. Co 

Peerless  O.  &  O.  Oo  

The  Empire  C.  A •  C.  Co 

Shawnee  C.  A  c.  Co Shawnee 

Eureka  C  &  0.  Oo  Eureka 

Pulaski    Iron  Co Pulaski 

Keystone  c.  a  O.  Oo Keystone ".  

AlgomaC.   &0.  00 |Big4.  Plney  A  North  Fork. 

GilliamO.  A  0.  Oo Gilliam 

Roanoke  O.  &  0.  Go Roanoke 


Indian  Ridge 
Arlington  — 

i  .nenbrier.  . . 
McDowell  ... 
Ashland 


Indian  Ridge  C.  A  C.  Go. 

Arlington  c  &  c.  Co 

Greenbrier  C.  &  O.  Go... 
McDowell  0.  &  0.  Oo. 

Ashland  C.  &  C.   Co 

Elk  Ridge  G.  &  G.  Co .     Elk  Ridge 

Lynchburg  0.  &  O.  Oo Lynchburg 

Powhatan  C.  A  C.  Co Powhatan 

Upland  C.  AC.  Co Nos.  1&2 

Croze r  C  a  0    Oo Orozer  Nos.  l  &  -' 

The    Pocahontas   Consolidated  (Jo Norfolk  A  Angle. . 

" Lick  Branch 

" Delta 

' '    Khamokin. 

' ' ( iherokee 

Klkhorn  0.  A  C.  Oo Klkhom 

United  States  0.  &  0.  Oo.    No.  1 

No.  2 


PageC.  AG.  Oo 

The  Middle  States  G.  AC  Oo 


Total. 


Mill  Creek  C 


Mercer  Countv. 

&  O.   Oo Mill  Creek 

'    "  Ooaldale  . 

Buckeye  C.  &  O.  Go Buckeye. 

The  Pocahontas  Consolidated  Co 

Booth-Bowen  0.  &  0-  Oo 

Louisville  C.  &  C.  Co 

Crane  CreekO.  &0.  Oo 

Crystal  0.  A  0.  Oo. 

Thomas  Ooal  Co 


Total 


Caswell  Greek 

Reliance 

Nos.  1,  2,  ,v  3,  A  Goodwill. 
Grane  Greek  Nos.  1  A  2. . . . 

Crystal. 

Thomas 


H 
16 
25 
25 
22 
20 
20 
80 
95 


996 

5 

5 

62 


230 

140 

154 

100 

98 

100 

54 

100 

140 

117 

13 

50 

78 

75 

100 

275 

115 

114 

105 

70 

194 

264 

18 

20 

214 

128 

23 

10 

100 

75 

34 

12 

233 

200 

84 

425 


4,338 


75 

63 
112 
141 

97 

125 

2 

90 
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TABLE  SHOWING  AVERAGE  PRICE  PAID  PICK  MINERS  PER  YEAH 
AND  MONTH  FROM  1897  TO  1906,  INCLUSIVE. 


YEAR. 

Avg.  earnings  of  each 
pick  miner  per 

Average  price 
per  ton  of  2. 240 
lbs.  received  for 

pick  mining. 
( Run-of-mine.) 

Year. 

Month. 

1897               

$          275.58 
316.39 
367.84 
451.77 
459.56 
533. 56 
499.06 
484.96 
508.01 
599.37 

$           22.96 
26.36 
30.65 
37.65 
38.29 
44.46 
41.59 
40.41 
42  17 
49.95 

S               .35  1-5 

1898                                  

.33  9-10 

1899                     

.3612 

1901                ....                                      

.4106 

1902            

11104                                                

A9A 
.49}| 

1905                

.47 

.48 

WAGES?  PAID  AND  SELLING  PRICE  OF  COAL  AND  COKE,  FOR  THE 
YEAR  ENDING  JUNE   30th,  1906. 


Paid  Pick  Miners  Per 
Ton  of  2, 240  lbs. 

05 

0> 

•■     C3 
EH 

Selling  Price 
of 

COUNTY. 

Run-of-Mine. 

Screened 

Ooal 

I  Tons 

of  2,240 

lbs.) 

Coke 
(Tons 
of  2.000 

lbs.) 

Room . 

Heading 

Room. 

$    .65 
.50 
.45 
.43 
.62 

$ 

51 

.49 

$    .97 

.78 

.95 

.86 

$  2.30 
2.28 
2.05 
2.10 
2.42 
2.42 
1.89 
2.17 
2.00 
1.78 
2.05 
3.24 
2.08 
2.02 
2.14 
1.94 
2.19 
2.24 
2.18 
2  23 
l.*85 
2.12', 
2.06 
2.26 
2. us 
2.  or. 
2.17 
1.50 
1.97 
2.25 
1.89 

$  1.05 

1.15 

.94 

.92 

1.00 

1.05 

.84 

.94 

.79 

1.00 

1 .  10 

1.09 

.96 

.67 

1.00 

1.00 

.99 

1.11 

1.14 

1.03 

1.02 

.99 

1.18 

1.08 

.92 

1.03 

.98 

.73 

1.05 

.95 

1.00 

$ 

1.93 

1.89 

.43 
.45 

.34 
.50 
.55 

.58 
.48 
.39 
.53 

.  53 
.50 
.40 

1 .  75 

1.72 

.67 
.57 

2.09 

1.67 

.62 

.82 

1.80 

.50 
.50 
.40 
.54 
.60 

.55 

2.12 

2,04 

2.24 

.87 
.76 
.85 
.79 

2.25 

.49 
.44 
.  56 
.42 
.42 
.45 
.36 
.42 
.38 

.55 
.50 

.46 

1.95 

McDowell  j  Pocahontas  Thin  Vein 

1.80 

.42 

1.97 

.48 

.52 

.85 

2.09 

.99 

1.94 

L9061 
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NUMBER   OF  KEGS   OF  POWDER   USED  AT   THE  MIXES.   BY   COUN- 
TIES,  FOR  1906. 


COUNTY. 

Xo.    of 
opera- 
tions re- 
porting- 

Tons  of 

coal  ( tons 

of  2.240 

lbs). 

Kegs  of 
powder 

used. 

Tons 

per  keg 

used. 

Cost 
per  keg 

to 
miner. 

5 

1 
18 
5 
4 
2 

10 

34 
4 
1 
1 

11 
5 
5 
3 
83 
68 
$ 

5 
6 
15 

6 
32 

338,591 

3,214 

3.122,035 

187,147 

336,049 

11,136 

586, 789 

2,744,867 

334,144 

3.639 

64,102 

129,306 

720.017 

569,443 

229,579 

65,367 

6,160,594 

2,795,524 

57,950 

39,886 

292.210 

647,337 

14,401 

301,691 

1,656,590 

4,250 
50 

35.179 

3,000 

2,180 

97 

9,278 

34,502 

3,348 

25 

600 

5  740 

11,287 
7,309 
2,598 
2,400 

96,514 

41.865 
1,061 
1,171 
6,025 
7,621 
f>50 
5,048 

29,231 

79 
64 
88 
62 
154 
115 
63 
78 
99 
145 
107 
23 
63 
78 
88 
27 
64 
66 
54 
34 
48 
85 
26 
59 
57 

8      1.58 

1.3H 

1.70 

1.68 

L.61 

Barbour 

Taylor. ..               

1.53 
1.59 

1 .65 

1.53 

1.50 

2.00 

1  59 
■1.55 

1.61 

Tucker 

1.93 

('lav 

1.75 

1.79 
1.75 
1  77 

1  75 
1.75 

2.00 

1.75 

1.67 

1.78 

56 

17 

6,535,437 

1,788,608 

103,168 
33.209 

63 

54 

1.93 

2.00 

Totals  

409 

29.735.653 

447.306 

67 

S      1  71 

STEAM  BOILERS  AT  MINES— 1906. 


COUNTY 


Brooke 

Hancock 

Marion 

Monongalia    . . 

Marshall 

Ohio 

Barbour 

Harrison T . 

Taylor 

Upshur 

Grant 

Mineral 

Preston 

Randolph 

Tucker 

Clay 

Payette 

Kanawha. 

Mason 

Nicholas      

Putnam 

Raleigh  . 

Lincoln 

Logan 

Mingo 

Mc  Dowell 

Mercer 

Totals 


M  , 

m 

M 

—      • 

0  0 

V 

2  ^ 

*M 

"^   CD 

o  z 

0  s 

50 

o  — 

■  c 

0) 

0  — 

0  =: 

z 

fc 

% 

3 

5 

9 

1 

1 

19 

20 

54 

3 

3 

3 

0 

13 

1 

1 

2 

7 

13 

10 

29 

20 

40 

3 

4 

•> 

2 
2 

•> 

T 

6 

3 

» 

i 

14 

30 

i 

4 

11 

5 

17 

o 

1 

1 

73 

170 

30 

59 

65 

36 

4 

8 

3 

3 

1 

6 

6 

6 

9 

20 

1 

1 

1 

5 

12 

1 

17 

26 

8 

40 

125 

22 

15 

44 

11 

334 

617 

244 

So 


5 
1 

74 
6 

14 
2 

23 

60 
6 
2 

7 

3 

31 

II 

19 

1 

200 

101 

8 

4 

12 

21 

1 

13 

:54 
147 
55 
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SUMMARY    OF    THE    NUMBER    OF    MINE 

STATE— 1906. 


LOCOMOTIVES    IX     THE 


COUNTY 


Brooke 

Hancock.  .    . 

Marlon 

Monongalia 

Marshall . 

Ohio 

Barbour 

Harrison 

Taylor 

Upshur 

Grant 

Mineral 

Preston 

Randolph  — 

Tucker 

Fayette  

Kanawha 

Nicholas 

Putnam 

Raleigh  

Logan  

Mingo 

McDowell 

Mercer 

Totals 


281 


Locomotives. 


4 

3 

1 

H 

3 

1 

5 

10 

1 

1 

1 

1 

1 

1 

7 

•> 

8 

•> 

70 

21 

55 

7 

5 

5 

14 

1 

4 

'.» 

<> 

44 

30 

17 

17 

83   335 


5< 


-   0 

in 

5 
2 

18 
5 
7 
1 
8 

11 
3 
1 
2 

T 
10 

5 
14 
106 
68 

5 
10 
13 

3 
14 


421 
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"NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES— 

1906. 


. 

NAME  OF  MINK. 

Locomotives. 

NAME   OF  COMPANY. 

X 

o 

H 

< 

a 

5 
D 

Brooke  County. 
La  Belle  0.  Co 

1 

1 
1 
■> 

Beech  Bottom  0.  Oo 

No.  1 

Lewis-Findley  0.  Co 

lift  Belle  Ironworks         

La  Belle                             . .  .. 

Totals 

5 
1 

Hancock  County. 
The  Marquet  ('.  Oo 

Nos.  1,  i  &  5 

1 

Totals     

1 

1 
1 

i 
1 

2 
5 
1 

Marion  County. 
Fairmont  C.  Oo.                  

.... 

•  i          i .    1 1 

i .         ..... 

No.  2 

"           ....                              

No.  6 

No.  8         

Kilarm  0- &  0;  Oo 

Totals        

18 

1 

1 
3 

Monongalia  County. 

Klkins  0.  &  0.  Oo 

No.  1 

Totals 

5 

•> 
4 
1 

Marshall  County. 
Hitchman  0.  <!t  0.  Oo           

Wheeling  Steel  <fc  Iron  Oo. 

Glendale  0.  Oo 

Totals                  

1 

Ohio  County. 

Totals        

1 

2 
3 
2 
1 

Barbour  County. 
The  Century  O.  Oo.             

Nos.  1&2 

No.  1  Shaft         

Miller  C  &  0.  Co 

8 

Ha  rriso  n  Co  u  n  ty . 
Clarksburg  Fuel  Oo 

Two  Lick 

.  <        . . 

.i 

Pittsburg  &  Fairmont  F.  Oo 

Oook  0.  &  0.  Oo                            

Girard  No.  1 

Madeira- Hill-Clark  C.  Co 

New  Chief  tain 

1 

Totals  

1 

10 

L906 


CHIEI      Ml\l      I  NSPECTOR. 
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VI    MBER    IND  KINDS  OF  LOCOMOTIVES   IN   USE  AT  THE  MINES 

1906. — Continued. 


NAM  K  '  >F  OOM  l'A  N  ">  . 


Taylor  <  'ouuty. 
Pitts>  ein  < '    <  )o. 


Total 


Upsh  ur  County . 
Keel  Rock  F.  Oo 


(Irant  County 
A   O.  Oo 


Mineral  County 
Davis  O.  &0.  ( )o 


Totals 


Preston  County. 
The  Austen  <  '■  &  0.  Co 


Merchants  0.  < !o.. 
Atlantic  G.  &  0.  Oo. 
Elkins  ('•  <&  0.  Oo. 


Totals 


Randolph  County. 
Davis  Colliery  Co 


Totals 


Twker  County . 
Davis  O.  &  O.  Oo 


( lumberland  1 1.  <  )o. 


Totals 


Fayette  <  'ounty. 
Sunday  Oreek  Co 


Columbus  Iron  &  Steel  <  '<> 

Kanawha  <  ;as  0.  Co 

\V.  R.  Join: -on  &  Oo- 

Boomer  O.  &  O.  Oo 


The  Gaulty  Mountain  C.  Co 

Beury-New  RiverO.  Co 

Sunbeury  0.  &0.  Oo 

Nuttallburg  c.  &  c.  Co 

Rothwell  c.  Oo 

Fire  Oreek  O.  &C  Oo  

Lynchburg  Colliery  Co 

Chapman  I  •  0.  &  c.  Oo. 


Locomotives. 


N  A  M  K   OF    M  I  N  B 


Flemington 


Red  Rock 


N...  82. 


No.  19. 


Austen  No.  1. 

No.  1. 

No-   2  &3 

Atlantic 

No.  2 

No.  4 


Colliery  No.  1. 
No.:!. 


No.  23 

No.  34 

No.  35.. 

No.  36 

No.  37. 
Nos.  :i  &  4. 
No.  •"> 


No.  112  

Nd.  114 

No.  115 

No.  117 

No.  1 

Kanawha  <ia- 

Oakland 

No.  1 

No.  2 

No.  3 

( lauley  Mt 

Elmo 

Sunnyside 

Nut  tall  burg 

Dubree 

Fire  <  Ireek 

Lynchburg. 
Victoria  North  . 
Victoria  South. 
Klverton 


l(i 


12 
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NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES— 

W<ic>. — Continued. 


NAME  OF  COMPANY. 


Fayette  Co unty.—  Continued. 

The  Eureka  Colliery  Co 

St.  Clair  Colliery  Co 

The  Carver  Bros.  Co 


"\Y •  R .  Johnson 

The  Mt.  Carbon  Co.  Ltd 

(it.  Kanawha  Colliery  Co 

Cardiff  C.  Co 

Loup  Creek  Colliery  <  lo 

The  Low  Moor  Iron  Co.  of  Va. . . 

Brown  C .  Co 

The  New  River  Smokeless  C.  Co. 


The  Thurmond  C.  Oo 
Beechwood  c.  &  0.  Oo. 

Alaska  C.  &  C  Co 

Ridgeview  0.  Co- • 

Kphraim  Creek  C.  &  O. 

Harvey  C.  &  0.  Co 

Prudence  C.  Co 

The  Star  C    &  C  Oo... 

Collins  Colliery  Co 

The  White  Oak  Fuel  Co 


Co... 


Me  Fell  C.  &0.  Co. 


Dunn  Loop  C.  &0.  Co 

The  uunglen  0-  Co 

Glendale  Colliery  Co 

( Jreenwootl  C.  Co 

The  Hemlock  Hollow  C.  &0.  Co.. 
New  River  &  Pocahontas  Cons.  0- 


Co. 


Totals. 


Kanawha  County 

The  Elk  0.  Oo 

The  Campbells  Creek  C.  Co. 

New  Diamond  C.  Oo. 

QuincyO.Oo 


Sunday  Creek  Co. 


Kellys  Creek  Colliery  Co 


Hughes  Greek  0.  Oo. 

•  lannelton  C.  Co 

The  Marmet  O.  Oo. 


Winifrede  Coal  Co. 


Coal  burg  Colliery  Oo. 
Stevens  O.  Oo. 


NAME  OF  MINK. 


Eureka  No.  13 

No.  2 

Nos.  2&3 

Eagle,  No.  l&Oal 

Diamond 

No.  5 

Vulcan 

Brewster 

Kimberly  Nos.  1  &  2 

Ansted  *  Eagle 

Fay  Moor  No.  1 

Brown 

Red  Ash 

Kush  Run 

Sun  Nos.  1.  2  &3 

Thurmond  No.  1 

Beechwood  No.  2 

Alaska 

Ridgeview 

Buffalo 

Harvey 

Prudence.  Lyman  A-  Jones 

Star 

Nos.  1  ct  2 

Whipple 

Scarbro  

Wingrove 

Carlisle 

Derryhale 

Kilsyth 

Dunn  Loop  No.  1 

Dunglen 

Glendale 

Greenwood 

Hemlock 

Minden  No.  1 

No.  2 

No.  3 

No.  4 

No.  5 


Turner 

Putney 

Diamond 

Quincy  No.  1    

••       No.  2 

No.  101 

No.  105 

No.  106 

No.  109 

No.  110  

No.  1 

No.  3 

Hugheston  Nos.  2  &3. 

No.  2  Gas 

Monarch 

Butler 

Gas 

North 

West 

Ronda •■ 

Acme 

Keystone 

Empire 


Locomotives. 


81 


litdG] 


('mil    M  i  m.    1  xsi'i  (  roB. 
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NUMBER  AND  KINDS  OF   LOCOMOTIVES   IN   USE  AT  THE  MINES 

1906. — Continued. 


Locomotives. 

NAM  E  <>F  COM  I'ANY. 

NAME  <>K   MINI:. 

3q 

0 

5 

< 

£ 
o 

D 

Kanu  wba  County.— font  '<l . 

Belleclare  0-  Oo 

Oardifl  0.  Oo 

2 
l 

i 
i 
l 

i 
i 
i 
i 

i 

2 

1 

1 
1 

T 

2 

2 
] 

1 
1 
1 

Oakley-.          

Wake  Forest  M.  Oo 

The  Holly  &  Stephenson  0.  &0.  (  ■■ 
M    T    Davis  0    ( '<> 

\  o .  •>. 

l,n  Mont  M    Oo 

South .                                       

No.  1                  

No.  2           ...             

United  Gas 

■ ' 

.    i                                   .    .                                             .    .                                  4    1 

Nuckolls 

i 

imperial  ( lolliery  Co.    ... 

No.  1     

1 
1 
1 

No.  2  

Chesapeake  M.  Oo 

i 
i 

1 

2 
1 

Black  Band  0    &  0    <  )o 

No .  1 

1  lamascus  

Nicholas  County. 

Bel)  Creel?  0    Oo  

The  Columbus  C.    Co. 

• 

61 

1 
1 

i  lambria 

1 
1 

1 

Totals  

5 

1 
1 
1 
1 
3 

Putnam  County. 

The  Otto  Marmot  c.  &  M.  Co. 

Big  i  itto . 

Black  Betsey  O.  &  M.  Oo 

Black  Betsey  

Totals 

10 

1 
1 

2 

\ 

1 
1 

Raleigh  County. 

Raleigh  0.  &  0.  <  '<>■           

No.  3              

Xos.  1,  2&4        

The  Wright  0.  &  0-  Oo 

N  o  •  1 

No.  2  

. .        .  i        .... 

Nov.  :i  tt  i 

Stonewall  C.  &  C.  Co 

i 

The  Beckley  C.  &  C.  Oo 

1 

Totals 

l 

12 
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NUMBER  AND  KINDS  OF  LOCOMOTIVES  IN  USE  AT  THE  MINES— 

1906. — Continued. 


NA  M  K  i  >K  COMPANY. 


NAME  u¥   MINI'.. 


Logan  County 

The  Monitor  ('.  A  0    ('<> 

United  States  O.  A-  0.  Co  . , 


Totals. 


Mingo  County. 
Red  Jacket  Cons.  O.  &  O.  Co. 


Thacker  0.  &  O-  Oo 

Glen  Alum  O.  Co. 
War  Eagle  C.  do. . . . 
Margaret   M.  Co 


Totals 

McDowell  County. 

Tidewater  0.  &  O.  Oo 

Peerless  O.  A  o.  Co 

The  Empire  C  &  0.  Co 

Shawnee  O .  &  C .  Co 

Eureka  C.  A.  0.  Co 

Pulaski  Iron  Co 

Keystone  C.  A  O.  Co : 

Algoma  C  A  C.  Co 

GilliamO.  AC.  Co 

Roanoke  C.  A  C.  Co 

Indian  Ridge  C.  A  C.  Co 

Arlington  C.  A-  C.  Co 

Greenbrier  C.  A  c.  Co.. 

McDowell  C.  &.O.  Oo 

Ashland  O.  AC.  Co 

Elk  Ridge  C.  A  C.  Co 

Lynchburg  C.  A-  O.  Co 

Powhatan  C.  A  0.  Oo 

Upland  c.AC.  Oo 

Houston  C  A  O.  Co 

Orozer  C.  A  C  Co 

Turkey  Gap  0.  A  C .  Co  

The  Pocahontas  Consolidated  Co. 

Elkhorn  C.  A  O.  Co 

Big  Sandy  C.  A  C.  Co 


United  States  C.  A  0.  Oo. 


Mohawk  0.  a  C.  Oo.. . 
Oregon  0.  Co 


Zenith  C.  A  C.  Co 

Page  c.  A  C.  Oo 

The  Middle  States  C.  A-  0.  Co. 


Mercer  County. 
Mill  Creek  C.  A  C  Co 


Buckeye  C .  A  0.  Co 

The  Pocahontas  Consolidated  Co 

Booth-BowenO.  AC.  Co 

Louisville  C.  AC-  Co 


Monitor  a  Beech  wood. 

Island  Creek  No.  1  .   . . 
Island  Creek  No.  2 


Rutherford 

Red  Jacket 

Maritime 

No.  2 : 

Nos.  1  A  2 

War  Eagle  A   Pappoose. 
No.  2 


Tidewater 

Peerless 

Empire 

Shawnee 

Eureka 

Pulaski 

Keystone.     

Big  Four,  Piney  A  N.  Fork 

<  ;i  lliani.. 

Hoanoke 

Indian  Ridge 

Arlington 

Greenbrier 

McDowell 

Ashland 

Elk  Ridge 

Eynchburg 

Powhatan  

Nos .  1  A  2. 

Nos.  1  A  2 

Croze r  Nos.  1A2 

Turkey  Gap 

Cherokee 

Elkhorn  ' 

Big  Sandy 

Mary  town 

No.  1 

No.  2 

No.  3 

No.  4 

No.  t> 

No.  7 

Mohawk.   

[mo  or  No.  1 

McClaren  or  No.  2 

Zenith  Nos.  1&2  

No.  1 

Elkhorn 


Mill  Creek, 

Ooaldale  

Buckeye..   

Caswell  Greek 

Reliance 

Louisville    Nos.   1, 
Goodwill 


&  3,  A 


Locomotives. 


30 


50 


1906] 
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NUMBER  AND   KINDS  OF  LOCOMOTIVES   IN   USE  AT  THE  MINE 

W06.— Continued. 


NAME  OF  M  INK 

Locomotl 

ves. 

NAM  K  OF  OOM  PANY. 

r. 

a 

< 

- 
0 

Mercer  County.     Cont'd. 

1 
1 

Orane  creek  0.  &0.  Oo 

<  Irystal  ('.  ,v  ('.  C(i     

( Irane  Oreek   Nos.  l  >v  2 

Crystal 

I 
1 
1 

No    l        

1 

Hiawatha  0.  &  0.  Oo 

Totals 

IT 
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IMPROVEMENTS    REPORTED   MADE  AT   THE    MINES    DURING    THE 
YEAR  ENDING   JUNE   30th,    1906. 


3 

COUNTY. 

a 

X 

3« 

C3 

X 

s 
o 

T. 

- 

a 

Q 

o 

■5 

V 

0 

0 

3 

0 

fc 

Ph 

c 

fe 

1* 

«! 

H 

1 

1 

1 

3 

2 

2 

1 

•> 

6 

1 

57 
75 

4 

2 

70 

78 

Ohio 

1 
1 

1 

1 

g 

2 

1 

."> 

8 

1 

9 

1 

1 

?, 

2 

4 
1 
1 

4 

"6 

2 

I 

"2 

ti 

1 

200 

1 
1 

7 

.... 

204 

2 

Fayette 

8 

88 

12 

5 

1 

8 
1 
1 

2 
2 

7 
1 

:i4 

5 

1 

1 

1 

1 

3 

1 

1 

Raleigh 

5 

1 

2 

1 

9 

1 
3 

1 

?, 

1 
1 

3 

2 

8 

2 

1 

1 

1 

5 

8 

7 
3 

1432 
140 

5 
4 

1 

10 

"l 

14»Kt 

150 

Totals           

52 

47 

1904 

38 

3 

28 

22 

1904 

STRIKES. 
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SUMMARY  OF  THE  STRIKES  AT  COAL  MINES  IN  WEST  VIRGINIA 
FOR   THE  YEAR  ENDING  JUNE  30th,  1906. 
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60 

125 

1.5K5 

743 

4.') 

1 
2 

1 

1 

2 

1 

$    4,000  00 
50.000  00 
9,000  00 

1 
2 

1 

|    2,500  00 
15,000  00 

1,500  00 

1 

1 

200  00 

39 

3.362 

5  |        4 

S  63,000  00 

5 

$  19,200  00 
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Annual  Report  of 


[W.  Va. 


DIRECTORY  OF   THE  MINES  IN   THE   STATE   OF  WEST   VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  80th,  1906. 


No 


District 


Name  of  Mine. 


Kind 


open- 
ing 


Name  of  Company. 


Postofflce 
Address 


'First 


First 


First 


First 


First 


Brooke  County 
Gilchrist 


Lewis 

Beech  Bottom  No.  1 

Locust  Grove 

La  Belle 

No.  1 


Hancock  County 

Porter  No.  1 

No.  1  

No.  4 

No.  5 


Marion  County 

Murray 

Montana,   

Shaft 

New  England 

Gaston 

aMonongah  No.  3.. 
Monongah  No.  2  . . . 
Monongah  No.  6  ... 
Monongah  No.  8  ... 

Permois 

Marion 

Anderson 

Highland  

Middleton 

Chief  ton 

Hutchinson 

King 


Chatham  No.  1 
Chatham  No.  2 


drift 

drift 
drift 
drift 
shaft 
drift 


drift 
driff 
drift 
drift 


drift 
drift 
shaft 
drift 
slope 
drift 
drift 
slope 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
slope 
drift 


Coal 


A.  Gilchrist  A-  Sons 

Co 

La  Belle  Coal  Co 

Beech  Bottom  Coal  Co. .. 
Lewis-Findley  Coal  Co.  .. 

La  Belle  Iron  Works 

Rex  Carbon  Coal  Co 


Wellsburg 

Wellsburg 

Wellsburg 

Colliers 

Steubenville  (). 
Avella,  Pa 


M.  M.  Cullen 

The  Marquet  Coal  Coal- 
The  Marquet  Coal  Co. .. 
The  Marquet  Coal  Co. . . 


XewCumberl'd 
New  Oumberl'd 
XewCumberl'd 
NewOumberl'd 


Federal  No-  1. 

Stafford 

Kilarm 

/■Powell  

/-Big  Falls  .... 
Parker  Run... 


Monongalia   County 

Opekiska 

Beechwood  

No.  1 

Deckers  Creek  .. . 


shaft 
haft 


Round  Bottom 

Great  Scott 


shaft 
shaft 
drift 
drift 

drift 
drift 


drift 
drift 
drift 
drift 

drift 
drift 


Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairjnont  Coal  Co 

Fairmont  Goal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

The  Virginia  &  Pittsburg 

Coal  &Ooke  Co 

Georges    Creek    Coal   & 

Iron  Co 

Georges    Creek    Coal    & 

Iron  Co. 

Federal  Coal  &  Coke  Co.. 

New  Central  Coal  Co 

Kilarm  Coal  &  Coke  Co.. 
Powell  Coal  &  Coke  Co. .. 

Big  Falls  Coal  Co 

Parker  Run  Coal  &  Coke 

Co 


Fairmont  . 

Fairmont 

Fairmont  . 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 


Ma rs h a II  Co unty 
Hitchman 


Boggs  Run. 


Benwood.  . . . 
Glendale  .... 

Moundsville 


Glen  Baston  . 


Opekiska  Coal  &  Coke  Co. 

Fairmont  Coal  Co 

Elkins  Coal  &  Coke  Co 
Oonnellsville  Basin  Coke 

Co 

Niagara  Coal  A  Ooke  Co 
The  Great  Scott  Coal    a 

Ooke  Co 


slope  Hitchman  Coal  &  Coke 
Co. 

drift  Boggs  Run  Mining  & 
Manufacturing  Co. . . 

drift  Wheeling  Steel  &  Iron  Co 

shaft  Glendale  Coal  Co 

shaft  Clearfield  &  Ohio  River 
Coal  Oo.  

shaft  Glen  Easton  Coal  &  Ooke 
I    Oo 


Fairmont 

Farmington 

Farmington 
Fairmont  . . . 
Fairmont .. . 

Everson 

Powell 

Fairmont  .. . 


Fairmont 


Opekiska 

P^airmont    •■■ 
Morgantown 


Richard 

Morgantown 


Morgantown 


Wheeling 

Wheeling 
Wheeling 
Glendale  • 


Moundsville  . 
Moundsville. 


First  District,  Edward  V.  Byrne,  Inspector, 
for  the  present. 


«  Idle  since  12-18-05.      l>  Abandoned 


1906] 


Chief  Mine  Inspector. 
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NAME     OF     SUPERINTENDENT,     NAME     OF    MINE     BOSS,     SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent. 


Alexander  Gilchr 
O.  L.  Marquet. 
Elmer  Hough  . 
W.  T.  Lace 
P.  .1 .  Harrigan 
J.  I>.  Orlbbs  . 


M.  M.  Oullen.. 
( '.  P.  Wagoner. 
O.  F.  Wagoner . 
O.  F.  Wagoner  . 


J.  H.  Bainbridge  . 

O.  E.  Gaskill  

J.  J.  Brennen 

H.  O.  Ash 

H.  O.  Ash 

A.  J.  Ruckman  .... 
A.J.  Ruckman  .  .  . 
A.  .1.  Ruckman  . 
A.J.  Ruckman  . 

Rush  Miller 

Rush  Miller 

Rush  Miller 

Rush  Miller 

Rush  Miller . 

Rush  Miller 

G.  W.  Fleming 


R.  M.  Hite  . 
Jas.  Duitch . 


Jas.  Duitch 

M-  F.  Pichard.  . 
Duncan  Sinclair 
O.  E.  Zeek. 


B.  F.  Holdsworth 


W.  S.  Wood..... 
H.  S.  Toothman 
J.  B.  Hanford... 

Win.  O.  Murray. 
U.  R.  Smith 


Name  of  Mine  Boss 


Wm.  T.  Gilchrist Pitts-No 


Wilson  Holmes 
J.  R.  Patrick... 
Dave  Burthoff. . 

A.  Lafferty 

N.  E.  Oooley 


Paul  S.  Oullen. 
Wm.  Gilmore  . 
Wm.  Gilmore  . 
Wm.  Lid  yard  . 


Name  of 
Ooal  Bed 
Worked. 


Ft.  In 


D.  H.  Satterfield  .   .. 

\V.  M.  Gaskill 

S.  R.  Fetty 

('.  H.  Tarleton 

O.  H.  Tarleton 

James  Rogeis 

TW  Killcen  &    Elza    Levcll . 

Thos.  Donlin  

John  McGraw 

John  Riggins   

Henry  Winning 

Milton  Ooburn 

John  Prunty  

Bland  Courtney — 

Claud  Addison 

Thos.  Burlock 


John  Brown  . 
E.  L.  Griffith. 


M.  E.  Quenon.  . 
Maurice  Beedle 
Thos.  Gleason . . 
P.  J.  Rooney    . . 


Alex  H.  Tate,  Mgr 


W.  H.  Koch. 

Philip  Kunz 

Chalk  ley  Dawson 
E.  O.  Pickett 

E.  B.  Truax  

O.  K    Ward 


B.  F.  Holdsworth 

F.  H.  Love 

Walter  Rowe 

O.  T,  Barnard 

R.  S.  LaRue 

U.  R.  Smith 

U.  G.  Swisher 

E.  C  Pickett 

Eugene  Miller. 

Wm.  Turnbull  .... 
O.  E.  McNabe 

Elmer  Russell. .. 

James  Exton 


Pitts.No.8 
Pitts  No. 8 
1'itts. No. s 
Up.Fre'pt 
Pittsburg 


No.  6 

No.  7a... 
No.  7a... 
No.  7a... 


Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 

Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 

Pittsburg 

Pittsburg 


Sewickl'y 
Pittsburg 
Pittsburg 
Pittsburg 
Lo.Fre'pt 
Sewickl'y 

Sewickl'y 


Pittsburg 
Pittsburg 
Up.Fre'pt 

Up.Fre'pt 

Pittsburg 

Pittsburg 


Pitts.No.8 

Pitts  No. 8 
Pitts.No.8 
Pitts.No.8 

Pitts  No. 8 

Pitts.No.8 


8-0. 


6.. 


4  - 


furnace 
furnace 
furnace 

fan 

fan 

fan 


furnace. 

fan 

fan 

furnace. 


natural, 
f  a  n 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

furnace. 

fan 

fan 

fan 

fan 

fan 


fan  . 
fan. 


fan 

fan   

fan 

fan 

fan 

furnace. 


furnace. , 


natural, 
natural, 
fan 


fan 

natural . 


6     fan 

6  fan 
6..  fan 
8..  fan 

8. .  fan 

6..  fan 


—  - 
O  <o 
H 


42 
49 

y; 

295 

IIIS 


94 
202 
171 
234 
12' 
157 
200 
154 
142 
113 

11 
156 
182 

89 
106 

58 

170 

278 

33 


15 


30 
54 
106 

63 
6 


195 


No. 


11 

ia 

13 

14 

15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 

27 

28 

29 
30 
31 
32 
33 
34 

35 
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Annual  Report  of 


[W.  Va. 


DIRECTORY  OF   THE  MINES  IN   THE   STATE   OF  WEST   VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  30th,  1906. 


District 


Name  of  Mine. 


Kind 
ol 

open- 
ing 


Name  of  Company. 


Postoffice 
Address 


First 


-rSecond 


Second 


Ohio  County 

Central 

Richland 

Elm  Grove 

Manchester..  .  . 
Wheeling  Steam. 
<- Whitaker 


Barbour  County 

Colliery  No.  4 

Nos.  1&2 

rNos.  3&4 

</No.  5 

Arden  

Berryburg  


Laurel  Creek  . . 
Century  No.  1  . 
^Century  No.  2 
Lillian  No.  1.  . . 
Lillian  No.  2. . . 
^Lillian  No.  3... 
Adma 


drift 
drift 
shaft 
drift 
drift 
drift 


drift 
2dfts 

2dfts 
drift 
drift 
drift 

drift 
shaft 
drift 
drift 
drift 
drift 
drift 


^"Clements 

Weaver  No.  4 
Weaver  No.  3. 

Sara 

c  Volga  No.  1 . . 

■''Midland 

rValley. 


drift 
slope 
drift 
drift 
shaft 
shaft 
drift 
cOverholt drift 


Harrison  County 

Pinnickinnick 

Fall  Run 

Dixie  

Two  Lick 

Interstate 

O'Neil 

Enterprise 

Viropa 

Ehlen      

Shlnns  Run  No.  3. 

Solon 

Gypsy      

Harbert 

cMaulsby   

Meadowbrook 

Meadovvbrook  No.  2 

Globe 

"Glen  Falls  

Dunham  

Lynch •  ■. 

'-West  Fork 

Reynoldsville 

Columbia 

Ocean    

Riverdale 

Perry 


Jochum  &  Co 

Richland  Coal  Co 

Elm  Grove  Coal  Co 

Reymann  Brewing  Co.  .. 
Wheeling  Steam  Coal  Co. 
W.  H.  Kasley 


Davis  Colliery  Co 

Philippi  Collieries  Co... 
Philippi  Collieries  Co... 
Philippi  Collieries  Co.. 
Tygarts  River  Goal  Oo. 
Southern  Coal  &  Trans 

portation  Co 

Laurel  Creek  Coal  Co. . . 
The  Century  Coal  Go. . . . 
The  Century  Coal  Co.  ... 

Grafton  Fuel  Oo 

Grafton  Fuel  Co 

Grafton  Fuel  Co 

The  Pennsylvania  Coal  & 

Mining  Co 

Clements  Coal  &  Coke  Co 
Davis  Coal  &  Coke  Oo  . . . 
Davis  Coal  &  Ooke  Oo  .. . 
Miller  Coal  &  Ooke  Oo  .. 
Pennsylvania  Fuel  Co  — 
Midland  Coal  &  Ooke  Oo. 
Valley  Coal  &  Coke  Oo. . . . 
Overholt  Coal  &  Coke  Co. 


Wheeling  . . 
Wheeling  . . 
Elm  Grove. 
Wheeling  . . 
Wheeling  .. 
Wheeling  . . 


Coaling  Station  , 
Pooz 


drift 
drift 
drift 
drift 
drift 
4dfts 
slope 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
2dfts 

drift 

drift 


Clarksburg  Fuel  Co 

Clarksburg  Fuel  Co 

Clarksburg  Fuel  Co 

Clarksburg  Fuel  Co 

Clarksburg  Fuel  Oo 

Clarksburg  Fuel  Co 

Fairmont  Goal  Oo 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Go 

Fairmont  Coal  Go 

Fairmont  Goal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Go 

Fairmont  Goal  Oo 

Fairmont  Goal  Oo 

Fairmont  Coal  Oo 

Fairmont  Coal  Co 

Fairmont  Goal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Co 

Fairmont  Coal  Oo 

Fairmont  Goal  Go 

Fairmont  Goal  Oo 

Pittsburg     &     Fairmont 

FuelOo 

Pittsburg     &      Fairmont 

FuelOo 

Pittsburg     &      Fairmont 

FuelOo 


Elkins 

Meriden. . . 
Me  rid  en... 
Meriden... 
Arden    .... 


Fairmont 
Grafton  .. 
Century  .. 
Century . . 
<  I  raft  on  . . 
( trafton  .. 
I :  r:i  ft  on  .. 


Belington    .  . 
Scottdale,  Pa. 

Weaver 

Weaver 

Junior 

Volga 

Philippi 

Lehigh 

Grafton 


Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont . 

Fairmont 

Fairmont  . 

Fairmont  . 

Fairmont  . 

Fairmont  . 

Fairmont 

Fairmont  . 

Fairmont  . 

Fairmont  . 

Fairmont  . 

Fairmont 

Fairmont 

Fairmont 


a  Idle  since  3-31-01.      c  Idle  all  year.      d  Just  being  developed. 
T  Second  District,  Frank  E.  Parsons,  Inspector. 


e  Reopened  11-05. 


1906] 


Chief  Mine  Inspector. 
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NAME     OF     SUPERINTENDENT,     NAME     OF     MINE     BOSS,     SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent. 


John  Jocnum.. . 
Paul  Leonard  .. 

J.  B.  Chambers 
O.  O.  Schmidt.., 
Paul  Leonard   . . 


Name  of  Mine  Boss. 


John  Joe  hum  . . 
Wm.  Wallace  ... 
Jerry  Westlake  . 
John  Donahue  .. 
Albert  Rose 


A.   O.    Finley H.  O.  Haskins 


J.  E.  Hamilton  . 
J.  E,  Hamilton 
J.  E.  Hamilton 
Ohas.  A.  Cook.. 


W.  W.  Ferguson. 
W-  S.  Brydon.  ... 

J.  O.  Ward 

J.  O.  Ward 

W.  S.  Brydon.. 
W.  S.  Brydon.  ... 
W.  S.  Brydon.... 


J.  M.  Gal!aher&   H.  M.  Welzci 

W.  P.  Hurst  

M.  L.  Garvey 

M.  L.  Garvey 

J.  W.  S.  Miller 

W.  S.  Schrader 

H .  M .  Crawford 

F.  A.  Coleman 

O.E.  Conaway  Gen.  Mgr 


J.  H.  Nuzum 

H.  H.  Watson... 
G.  W.  Eliason.... 
Lowell  Ohilds.... 

Lowell  Ohilds 

J.  R.  Elsess 

G.  W.  Fleming... 
G.  W.  Fleming... 
Thos.  Jarrett,  Jr. 
Tlios.  Jarrett.  Jr 
Thos.  Iarrett.  Jr 

0.   K.   fee 

0.   F.   lee 

c    K.  Ice 

P.  B.  Robinson 

P.  B.  Robinson 

H.  H.  Watson  .... 
H.  H.  Watson  ... 
H.  H.  Watson  ... 

Lowell  Chi  Ids 

Lowell  Ohilds 

Wm.  Gantz 

J.  H.   Nuzum  

K.  D.  Bailey 

G.  W.  Fleming... 


L.  W.  Smith. 
L.  W.  Smith 
A.  O.  Ice 


R-  Hysell 
R.  Hysell 


Chas.  Oronk. 


Lee  Cottrill 

C.  B.  Trimble  .. 
Patrick  Woods. 


Name  of 

Coal  Bed 
Worked. 


G.  L.  Campbell.. 
G.  L.  Campbell. 
G.  L.  Campbell 


J.  Pitmam 

Wm.  Kooser. .. 
J  L.  Jeffreys  . . 
W.  F.Reeves.. 
Wm.  Kooser.. . 
D.  E.  Brown  .  . 
G.  W.  Dawson 


Thomas  Pollock. . 

E.  G.  Vincent 

G.  W.  Eliason.... 
Chas.  F.  Gandy.. 

L.  O.  Keener 

S.  L.  Schrader... 
B.  PL  Satterfleld 
W.  P.  Wallace  . . . 
H.  S.  Oolburn.... 
H.  S.  Oolburn. 
Geo.  B.  Skinner. 

Bert  Russell 

Bert  Russell. 


Pittsburg 
Pittsburg 

Pittsburg 
Pittsburg 
Pittsburg 

Pitts.  Xo.s 


Up.Fre'pt 
Up.Fre'pt 
Up.Fre'pt 
Bakerst'n 
Up.Fre'pt 

Pittsburg 
Freeport . 
Redstone. 
Redstone. 
Mahoni'g 
Up.Fre'pt 
Lo.  Fre'pt 

Lo.Fre'pt 
Lo. Fre'pt 
Up.  Fre'pt 
Up.Fre'pt 
Up.Fre'pt 
Mahoni'g 
Up.Fre'pt 
Up.Fre'pt 
Up.Fre'pt 


Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 


Ft. In 


i  -  8. 
5-4. 
5-6. 
4-6. 
5-0. 
5-0. 


~  9 


®    . 
TJ  DO 


furnace. 

furnace. 

fan 

fan 

furnace, 
fan 


fan 

[fan.... 

natural . 
fan    


fan 

furnace. 

fan 

(ire  bask't 
lire  bask't 
Are  bask  't 


Bert  Russell (Pittsburg 

Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 


CD.  Powell. 

O.  D.  Powell 

P.  J.  McAndrew 

P.  J.  McAndrew 

S.  W.  Lewis 

A.  L   Hord  and  Wyatt  Roush 

Worthy  Riggs 

Brooks  Patton 

R.  A.  Brown 

U.   B.    Blakesmith... 
S.  O.  Vincent 


Floyd  Gandy  . 
W.  J.  Keefe  .. 
N.  H.  Hacker 


0..  furnace. .. 
2..  fire  bask't 


Pittsburg 
Pittsburg 
Pittsburg 


7  - 


lire  bask't! 
natural 
Ian 
fan ...    . 


fan  . 


fan 

fan '. 

furnace. 

fan 

fan 

fan 

fan 

fan 

2  fans  .   . 

fan 

fan 


fan 


fan 
fan . 
fan . 


fan 

fan 

furnace. 

fan 

fan 

fa  n 

fan 


fan  . 
fan  . 
fan. 


No. 


li:. 


45 

2I() 
19 
186 


is 


2:i 


163 
54 
22 
70 

73 
75 

1 31 1 
58 


58 
112 


18 

4;t 
50 

r.i 

52 
53 


54 
55 
56 
57 
58 

59 
60 
61 
62 
63 
64 
65 

66 

67 
68 
69 
70 
71 
72 
73 
74 


75 
76 

77 
78 
79 
80 
si 
82 
83 
84 
85 
86 
87 


103     97 
37 


100 
101 
102 


124 


Annual  Report  of 


[W.  Va. 


DIRECTORY   OF   THE  MINES  IN   THE  STATE   OF   WEST   VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  30th,  1906. 


District 


Name  of  Mine. 


Second 


Second 


Second 


+Third 


Third 


Ha rrlson  Co.  Cont. 
Lucas 

Fairmore    

Girard  No.  1 

Erie 

Waldo 

Goff 

New  Chieftain 

Randolph 

Cork 

Rosebud 

Hutchinson  No.  1.  .. 
Hutchinson  No.  2. .. 
Phoenix 

Wolf  Summit 

Marshall 

Pitcairn 

Harold 

Girard  No.  2 

Overholt 

Taylor  County 

Sand  Lick 

Flemington 

^Flemington  No.  4.. 

Brydon 

T.  B.  Davis 

New  York  or  No.  41. 

Rosemont 

Wendel 

(/Stone  House 


Upshur  County 
Penco  


Kind 
ol 

open- 
ing 


Red  Rock  

Grant  Count r 

No.  22 

No.  33 

Buffalo  Creek 


drift 

drift 

drift 
drift 

drift 

drift 

drift 

drift 

drift 
drift 
drift 
drift 
slope 

slope 
drift 
drift 
drift 
drift 
drift 


drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
shaft 


slope 
2dfts 


Name  of  Company. 


Mineral  County 

i/No.  14 

No.  20    

No.  9 

No.  6 

No.  19 

Wo.  50 

No.  51 

Smith 

Virginia 

Big  Vein 


shaft 
shaft 
drift 


drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 


Pittsburg     &     Fairmont 

Fuel  Co 

Fairmont    &     Baltimore 

Coal  &  Coke  Co 

Cook  Coal  &  Coke  Co 

Meadow    Brook    Coal    & 

Coke  Co 

Madeira-Hill-Olark  Coal 

Co 

Madeira-Hill-Olark   Coal 

Co 

Madeira-Hill-Clark  Coal 

Co 

Madeira-Hill-Clark  Coal 

Co 

Cook  &  Hart  Coal  Co 

Rose-Bud  Coal  Co 

Hutchinson  Fuel  Co 

Hutchinson  Fuel  Co 

Douglass- Ranch    Coal    & 

Coke  Co 

O'GaraOoal  Mining  Co. 

Marshall  Coal  Co 

Pitcairn  Coal  Co 

Washington  Fuel  Co 

Short  Line  Ooal  Co 

National  Coal  Co 

(irafton  Ooal  &  Coke  Co.. 

Pittsvein  Ooal  Co 

Pittsvein  Coal  Co 

L.  B.  Brydon 

Davis  Coal  Mining  Co  — 
Davis  Ooal  &  Coke  Co.... 

Rosemont  Ooal  Co 

Maryland  Coal  Co 

Mohawk  Smokeless  Ooal 
Co 

Pennsylvania  Oonsoli 

dated  Ooal  Oo 

Red  Rock  Fuel  Oo 


Davis  Coal  &  Coke  Co  .. 

Davis  Coal  &  Coke  Oo.. . 

Buffalo    Creek    Cumber 

land  Coal  Co 


Davis  Coal  &  Coke  Co..., 
Davis  Ooal  &  Coke  Co.... 
Davis  Ooal  &  Coke  Oo. . . 
Davis  Ooal  AOokeOo... 
Davis  Ooal  &  Coke  Co... 
Davis  Ooal  &  Coke  Co. . . 
Davis  Coal  &  Coke  Oo... 

Smith  Coal  Co 

Stafford  Ooal  Mining  Co 

Big  Vein  Coal  Co.  of  W 

Va 


Postofflee 
Address 


Fairmont 

Adamston 

Meadowbrook , 

Fairmont    

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Rosebud 

Fairmont 

Fairmont 

Clarksburg  — 
Wolf  Summit. 

Mt.  Clare 

Clarksburg — 

Grafton 

Dola 

Dola 

Grafton  

Flemington  . 
P'lemington  .. 

Grafton 

(irafton 

Thomas 

(irafton 

Grafton 

Philippi 

Lorentz 

Buckhannon 

Henry 

Henry 

Bayard  


Elk  Garden 
Elk  Garden 
Elk  Garden 
Elk  Garden 

Beryl 

Beryl 

Beryl.     ... 

Blaine 

Oumberl'd,  Md 


Shaw 


c  Idle  all  year.         d  Just  being  developed. 
District,  John  F.  Bratt,  Inspector. 


/'  Re-opened  during  year. 


+  Third 


1906] 


Chief  Mine  Inspectob. 
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NAME     OF     SUPERINTENDENT,     NAME     OF    MINE    BOSS, 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


SEAMS 


Name  of  Superinten- 
dent. 


A.  O.  Ice. 


A.  Lisle  White. 
O.  O.  Lovett... 


L.  L.  Orawford.. 


Name  of  Mine  Boss. 


John  Walters 

T.  J.  Westmoreland. 
O.  O.   Isner 


H.    B.  Olark. 


0.  1  >.  M.  Kramer. 
I A.  G.  Ooburn  


Name  of 
Goal  Bed 
Worked. 


Eh 

Ft.  In 


H.    B.  Olark Wm.  Ashe- raft 

H.  B.  Olark Geo.  Ooburn... 


H.    B.  Olark.    . 

James  P.  Oook 

Samuel  Cromer 

W.  G.   H.  Orawford. 
W.  G.   H.    (.'raw lord 


B.  H.   Monroe 

M .    Mannix 

John  Temple     .   .. . 
James  A.  Jenkins 

Ed.   Olingan.   

Isham  Keith 

H.  F.  Swiger 


Geo.  Ooburn.  .. 
Ohas.  s.   Mills. 

Tony  Starr 

W.  B.  Malone. 
W.  B.  Malone. 


James  Howe. 
D.  J.  Mannix 
Jos.  Metheny.. 
! Robert  Wilson. 
Ed.  Olingan.... 
B.  H.  Stairs.  ... 
H.  F.  Swiger... 


I'l'^' Wm.   J.  Phillips 

J.  W.  Davidson <;.  R.   w.  Johnson....  Pittsburg 

Pittsburg 


w^c/  Davidson G.  R.  W.Johnson.. 

w    I-   ?P'<}on Guy  Lake 

Wt?"^TwS Wm-   Drainer 

?'  w  ^.n!llps Oliver  Jenkins 

n     Uu  FDahey  ■•: J-  P-   MeGraw 

Geo.  S.  Brackett  August  Ricker.... 


Pittsburg 

Pittsburg 

Pittsl)urg 

Pittsburg 

Pittsburg 

Pittsburg 

Pittsburg 

Pittsburg 
Pittsburg    s 
Pittsburg 
Pittsburg 
Pittsburg 

Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 


6  -  5. 

7  -  0. 


9-0. 


> 


fan. 


fan . 
fan. 


fan. 


8-0..  fan 


Geo.    S.  Beckwilh.    Gen.   Mgr. 


W.  D.  McOausland. 
E.   P.  Godecke 


J.  G-  Boyd. 
J.  G.  Boyd. 


Richard  I).  Wad  del  I 


0.    L.  Fortney.... 
W.  E.  Browning. 


F.  A.    Sharpe. 
F.  A.  Sharpe. 


Richard  I).  Waddell. 


8  -  0. 

7-0. 

0. 
0. 
6. 
6. 
0. 

0.. 
0. 
0.. 
6.. 
6. 
0.. 
0.. 


furnace 


fan 


fan 

natural. . 
fire  bask't 

fan 

fan 


Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 

Up.  Free. 


Redstone 
Redstone 


Up.  Free. 
Klttan'ng 


7-4. 
9  -  0. 
9  -  0. 
7-6. 
7  -  6. 

7  -  II. 

8  -  2. 
6  -  8. 


fan 

fan 

fan 

fan 

furnace 
furnace 
furnace 


natural, 
fan 


natural . 
natural. 
furnace 
natural 
fan ' 


-0. 


F.  O.  Patron  .... 
B.   S.  Ooleman... 

J.  E.  Ott 

F.  Wilson ..! 

Joseph  Tibbets 


Lee  Ott 

Lee  Ott 

Lee  Ott 

Lee  Ott 

O.    Tibbets 

9-   E££?*a !Louis"Grant 

O.    Tibbets      Jas.   Tibbets.  . 

w"  a     wmitlT W"    D-  Walker 

F.  A.  Husted e.  R.  Brennan 

O.  F.  Jordan W.  S.  Bever... 


Lo.  Kit  tan    7-6 


Up.  Free. 
Up.  Free. 
Pittsburg 
Pittsburg 
Lo.Kittan 
Four -foot 
Four-foot 
Lo.Kittan 
Lo.Kittan 

Pittsburg 


3.. 
0.. 
6.. 
6 
8 

0.. 
0.. 
0.. 
5  -  6.. 

H  -  0.. 


fan  — 
2.  fans. 


fan . 
fan. 


fan. 


furnace  .. 
furnace 

natural. .. 

fan 

fan 

natural. .. 
Are  bask-'t 

fan 

furnace  .. 

natural . . . 


-  c 

—  a 


48 

102 
•59 

57 

154 

20 


No. 


103 

104 
105 

106 

107 

108 


41      109 


19 
20 
19 
16 
52 

23 

63 

e,: 

89 
83 
(8 
L9 


15 
47 
79 
107 
14 


151 
6 


75 
168 
57 
30 
15 
32 
46 
32 


110 
111 
112 
113 
114 

115 
116 
117 
118 
119 
120 
121 


122 
123 
124 
125 
126 
127 
128 
129 

130 


131 
132 


133 

134 


135 


136 
137 
138 
139 
140 
141 
142 
143 
144 


29      145 


u   Ki  row  of 


[W.  Va. 


DIRECTOR?   OF   Till:  MINBB   IN    THE   STATE   OF    WBBT    VIRGINIA 
FOR  TEE  YEAR  ENDING  ■' I  NE  90th, 


Thlr.i 


Tlilr.l 


Thlr.i 


Till  i-.  1 


tFourth 


\  uii.    of   M  I  no 


Mineral  County  Con, 
Pour-fool 


Taj  lor 
Harapsl 
i  lakmont . 

i  tleason  So  8 
Piedmont 


Kind 

ol 
op»n- 

ing 


N  aim-  .if  <  " « » 1 1 1 1 » .*  1 1 1  > 


Preston  County 

Austen  Nn     1 


Austen  So    I 


Newburg 

( torman  No    l  . 
( lorme  - 

'■l  rono  No   1 

[  rona  No   8 

Tunnelton    No    i 

Tunnelton  Nos   -a  '■> 

» lorlnt  li 

B owes >  ill.' 

Dixie  . 

Vulcan  .... 

»  Victoria  N<>.  1 


■  inn  Big  Vein  Goal  <'o.  of  \v. 
\  a 

drlfl  Taj  lor  <  loal  Oo       

drift    Masteller  Ooal  (  k> 
drift  A. Drams  <  Ireek  <  loal  •  lo. 

drift   i  ,  • 

drift  Qleason  Goal  a  <  loke  « )o 

drlfl    Piedmont    Brick    4    I  oa 

Go  


drift 
drift 


Victoria  \o.  8 

Shrader 


Atlantic  No    L 
(No.  < 


shaft 

drift 
drift 
drift 
drift 

drift 
drift 
8  df  ts 

drift 
drift 
drift 

drift 

drift 

slope 

drift 

drift 
drift 
drift 


The  Austen  Ooal  4  I  ok( 

Oo 
The  Austen  Ooal  4  I  iok< 

l  .. 

Hamilton  Ooal  A  I  - 

i  torman  l  loa 

i  lorman  <  loal  a  <  loke  <  lo 

i  rona  Ooal  Oo 

l  rona  <  loal  Oo 

I  rona  Ooal  Oo       

Merchants  Ooal  •  o 

Merchants  Ooal  <  i 

( lakland  <  loal  &  « loke  <  •  ' 

K  i nnu ood  i  loal  <  ' ' 
oal  a-  Ooke  Oo 

I  >.  i  i  loal  a  l  '■■;  •    Oo 

Manufact  urers    Ooal    a 
Ooke  Oo 

Manufacturers    Ooal    a 
Ooke  Oo  

Pennsj  Ivanla  Consoli- 
dated t  loal  Oo 

Al  lantlc  i  loal  a  i  loke  t  lo 

Biking  i 

ElklnsOoal  4  l  ol 


Randolph  County 

coin,  i  \    \...  l  di  ift  l>;i\  Is  Oolllerj  Oo 

Oolllery  No.  :i .  drift  Davis  Oolllerj  I  lo 

»Grassj  Run.  drift  Davis  Oolllerj  Oo 

i  drift  Davis  coal  a  Oo 

\...  8  drlfl  i>n\  Is  i  loal  &  Ool 

nLelter  drift  Davis  <  loal  4 


\d   : 


Shaw 

Bmorj  villi- 
Keyser 
i  lakmont. 
Avonm. 

Axon  in. 

■it    ..    .. 


X  1 1  ~  t  •  - 1 1 


'i  . 

N  i  rg . 

Au»i.  i 
Austen 
[rona 

I  rona . 

I  rona 

Tunnelton 
Tunnelton 
Oorlnt  h 
Howesvllle 

lllol  1.1 

lliori 


I  mi.  pi  ad  e  nee 
udence. 


<  iraftoti  

Tun  nH  ton 
Moi  trantow  ii 
..town 


Klklns 
Blklns 
EBlklns 
Wea\  er 

\ 

■ 
Mabie 


Klondj  I-.-  drift   w  .  n    i  ireen 

Tucker  County 

drift  l>a\  is  Coal  a  Ool 

No.  26    drift  i>h\  Is  '  oal  4  I  loke  '  lo 

drift  im\  is  coal  a  Ool 

shaft    |ia\  is  (  loal   A   i  lol 

drlfl    Davis  <  loal  a  <  loke  ■  lo. 
drift    i'n\  i-  i  loal  a  Ool 
drift   iMi\  I-  coal  4  i  loke  Oo 
\  o    I  ....  drift  [Oumbe  rland  t  loa  I  Oo 

\o  :i  drift  l  lumberland  <  loal  « '<> 

No.  i  drift  Cumberland  Ooal  Oo 

.1  rift  •  lumberland  « loal  <  lo 
N.,.  i  drift   Beacon  « loal  a  Ooke  <  k> 

•  lay  i  nnnty 

Elk  Manor drift    Dorfee  Ooal  Mining  Oo.      Dorfee 

nhio  drift  Ohio  Ooal  Mining  Oo  dueen  Shoals 

drift  Carter  Ooal  «'<>  Bootford  

drift  Qauley  Consolidated  ("oal 

I    Oo      Bootford 


Thomas 

Thomas 

Thomas 

Thomas 

Thomas 

Thomas 

Thomas 

Albert 

Albert 

Albert 

Albert 

Davis 


n  Abandoned  for  the  present.         ./.lust  being  developed 

abandoned.         i  Fourth  CNtrkt.  BarlA.  ii«nr.v,  inspector 


i  WorUid  out  and 


1906] 


Chief  Mine  Inspectob. 
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NAME     OF     SUPERINTENDENT,     NAME     OF    MINE     BOS^,     SEAMS 
.      WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent. 


O.  F.  Jordan.. . 
Wra.  O.  Larew. 
M.  Masteller... 
A.  P.  Brady. 
John  M.  Davis. 
John  M.   Davis. 


B.  R.  Shultic 


F.  W    Horchler. 


F.  \V.  Horchler... 
John  Humphreys. 
Douglas  Gorman 
Douglas  Gorman. . 


('.   \V.  Sand  rid  tie 
O.  \V.  Sandridge. 
«.t'o.   Oummings 
Geo.    Oummings  . 

S.  H    Jordan 

O.  E.    Gocke. 

R.  M.    Hite 

J.   M.  Orr 


David  Stoddard. 
David  Stoddard. 


F.  W.  Fortney... 
O.  W.  Sandridge. 
J.  B.  Hanford.... 
J.  B.  Hanford.... 


Name  of  Mine  Boss. 


W.  S.  Bever. ... 
Wm.  O.  Larew. 
Henry  Byers... 
Wm    Salmon . . . 


J.  H.  Smith. 
J.  L.   Brown. 


A.   R.   Murphy. 


Geo.  R.  Oook 

John  Humphreys. 
B.  F.  Williams.... 
John  O.  Welch... 


T.  R.  Spencer... 
T.  R.  Spencer. 
W.  B.  Edwards. 
W.  B.  Edwards. 

John  Henry 

Thos.  Mackey. . . 
Alf.  Fortney.... 
F .  E .  Dawson . . . 


A.  O.  Finley.. 
A.  O.  Finley. . 
A.  O.  Finley. . 
M.  L.  Garvey 
M.  L.  Garvey. 
M.  L.  Garvey. 
W-  H.  Green 


D.  R. 
D.  R. 
R.  O. 
D.  R. 
K.  ('. 
R.  O. 
R.  O. 
J.  B. 
J.  B. 
J.  B. 
J.  B. 
W.  O 


Jones.... . . . 

Jones 

Simpson... 

Jones 

Simpson... 

Simpson... 

Simpson.. . 

Jenkins 

Jenkins 

Jenkins 

Jenkins 

.   Patterson. 


Henry  Brooke 
J.  F.  Kilbride. 
Wm.   Tamplin 

L.  D.  Burns.  . 


J.  E.  Grim. 


F.  M.   Fortney. 

F.  Evans 

G.  B.  Miller.... 
J.  G.  Ralston.. . 


Fd.  Williams. 
A.  O.  Davis... 


James  Stewart. 
W.  F.  Reeves.. 


W-  H.  Green. 


A.  R.  Close 

Joseph  Rexroad.   . 

S-   G.  Simpson 

Alfred  E.  Wood. 
George  Ohristifer. 
W.  J.  Ohristifer.. 
G.  J.   Kilroy 


A.  I.  Jenkins. 
A.  I.  Jenkins 
A.  I.  Jenkins. 
Frank  Bell.... 


J.  J.  Murray. 
Ottis  Welsh... 
W.  R.  Oottle. 

Len  Authar.. . 


Name  of 
Goal  Bed 
Worked. 


Four-foot 
Up.  Free. 
Kittan'ng 
Up.  Free 
Lo.  Free. 
Kittan'ng 

Lo.Kittan 


Up.  Free. 

Up.  Free 
Up.  Free 
Up.  Free 
Up.  Free 
Up.  Free 
Freeport 
Freeport 
Up.  Free 
Up.  Free. 
Up.  Free 
Up.  Free 
Freeport 
Up.  Free 

Lo.Kittan 

Lo.Kittan 

Lo.Kittan 
Up.  Free. 
Up.  Free. 
Up.  Free. 


Up.  Free 

Up.  Free 

Up.  Free, 

Up.  Free. 

Up.  Free. 

Up.  Free. 

Up.  Free. 


H 
Ft.  In. 


Free. 

Free. 
.  Free' 
Kit  tan 
Kit  tan 
Kittan 
Kittan 
Kittan 
Kittan 
Kittan 
Kittan 
Kittan 


5  - 


4  -  6. 


°T3 


> 


5  -  0.. 


Winifrede   4 

No.  5 3 

Ooalburg .    4 
5 
Ooalburg.  | 


natural, 
natural. 

fan 

furnace 
natural, 
furnace. 

natural. 


fan 


fan 

fan 

natural, 
fan 


furnace 
fan 


fan 

fan 

furnace, 
furnace. 
fan 


fan. 
fan . 


fan  — 
fan 

fan  — 
2  fans. 


fan . 
fan. 


fan. 
fan. 


furnace. 


fan. 
fan. 
fan . 
fan. 
fan . 
fan  . 
fan . 


natural . 

fan 

fan 

fan 


fan 

natural., 
furnace . . 

Ifurnace.. 


28 


216 
55 
57 
41 
64 


33 

49 
67 

Hi) 


97 


198 
130 

27 
118 

36 
117 
103 


No, 


146 
147 
148 
149 
150 
151 

152 


83  153 


154 
155 
156 
157 
158 
159 
160 
161 
162 
163 
164 
165 
166 

167 

168 

169 
170 
171 
172 


173 
174 
175 
176 

177 
178 
17 


180 
181 
182 
183 
184 
185 
186 
187 
188 
189 
190 
191 


192 
193 
194 

195 
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No. 


196 

Fourth 

197 

1 ' 

198 

1 ' 

199 

' ' 

200 

1 ' 

201 

' ' 

202 

.. 

203 

1  * 

204 

'  • 

205 

1 ' 

206 

1 ' 

207 

1 ' 

208 

' ' 

209 

.< 

210 

' ' 

211 

.. 

212 

..  1 1 

213 

1 ' 

214 

'  * 

215 

" 

216 

217 

218 
219 
220 
221 

222 

223 
224 

225 

226 

227 

228 
229 

2:so 

231 
232 

233 

234 

235 

236 
237 
238 
239 
240 
241 
242 
243 
244 


District. 


+  Fifth 


Name  of  Mine. 


Fayette  County 

No.  Ill 

No. 112 

No.  114 

No.  115 

No.  117 

No.  1 

Kanawha  Gas 

Oakland 

Boomer  No.  1 

Boomer  No.  2  North 
Boomer  No.  2  South 

Boomer  No.  3 

Gauley  Mountain . .. 

Gaymont 

Elmo 

Sunnyside 

Big  Bend 

Michigan 

Fayette  

Newlyn 

Nuttallburg 

Keeneys  Creek 

Boone  

Ballinger  No.  1 

Ballinger  No.  2 

Blume  

Smokeless 

Dubree 

Kohinoor 

Fire  Greek 

Echo 

No.  2.  Gas 

No.  5  Splint 

No.  2  Gas 

No.  5 

Lynchburg  

Victoria  North 

Central 

Victoria  South.  .• 

Elverton 

oEureka  No.   1  .   ... 

Eureka  No.  13 

Eureka  No.  14 

Eagle 

No.  2 

Mecca  No.   2 

Mecca  Block 

No.  2 

No.  3 


Kind 


drift 
drift 
drift 
drift 
drift 
drift 

drift 
drift 
drift 
drift 
drift 
drift 
drift 

drift 
drift 

drift 
drift 
drift 
drift 

drift 

drift 

drift 

drift 
drift 
drift 
drift 
drift 

drift 
drift 

drift 

drift 

drift 
drift 
drift 
drift 
drift 
drift 

drift 

drift 

drift 

drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 


Name  of  Company. 


Sunday  Creek  Co 

Sunday  Greek  Co 

Sunday  Creek  Co 

Sunday  Creek  Co 

Sunday  Creek  Co 

Columbus    Iron    &    Steel 

Co 

Kanawha  Gas  Coal  Co 

W.  R.  Johnson  &  Co 

Boomer  Coal  &  Coke  Co.. 
Boomer  Coal  &  Coke  Co.. 
Boomer  Coal  <fc  Coke  Co 
Boomer  Coal  &  Coke  Co.. 
The    Gauley    Mountain 

Coal  Co 

Gaymont  Colliery  Co 

Beury  -  New    River    Coal 

Co 

Sunbeury  Coal  &  Coke  Co. 

Big  Bend  Coal  Co 

Michigan  Coal  Co 

Fayette  Coal  &  Coke  Go- 
Manufacturers    &  Con- 
sumers Coal  Co 

Nuttallburg  Coal  &  Coke 

Go 

Nuttallburg  Coal  &  Coke 

Go 

Boone  Coal  &  Coke  Go 

Ballinger  Goal  Co 

Ballinger  Goal  Go 

Blume  Goal  &  Ooke  Co. .. 
Keeneys    Greek    Colliery 

Go 

Rothwtsll  Goal  Co 

Pennsylvania     &     New 

River  Goal  Go 

Fire  Greek  Goal  &  Ooke 

Go 

Beury    Brothers    Goal    & 

Ooke  Oo 

Gamoca  Coal  Oo 

Gamoca  Coal  Oo 

Deitz  Colliery  Oo 

Deitz  Colliery  Oo 

Lynchburg  Colliery  Co.  .. 
Chapman    Iron,    Coal    & 

Ooke  Oo    

Chapman    Iron,    Coal    & 

Ooke  Oo 

Chapman    Iron,    Coal   & 

Ooke  Oo 

Chapman    Iron,    Coal    & 

Ooke  Oo 

The  Eureka  Colliery  Oo.. 
The  Eureka  Colliery  Oo. . 
The  Eureka  Colliery  Co.. 
St.  Clair  Colliery  Oo.     ... 

St.  Clair  Colliery  Oo 

Mecca  Goal  &  Ooke  Oo . . . . 

Mecca  Ooal  &  Ooke  Oo 

The  Carver  Brothers  Oo. 
The  Oarver  Brothers  Oo. 


Postofflce 

Address 


Longacre 

Longacre 

Longacre 

Longacre 

Longacre 

Marting 

Smithers 

Smithers 

Boomer  

Boomer  

Boomer 

Boomer 

Ansted 

Gaymont 

Elmo 

Elmo 

Dim  mock 

Fayette  

Fayette  

Fayette  

Nuttallburg  . 

Nuttallburg  . 

Boone  

Nuttallburg  . 
Nuttallburg  . 
Lookout 

Winona  

Dubree 

Pennbrook. . . 

Fire  Greek . . . 

Beury  

Gamoca 

Gamoca 

Wyndal 

Wyndal 

Vanetta 

Caperton.     .. 

Oaperton 

Elverton  

Elverton.     .. 

Don  wood 

Don  wood 

Donwood 

Eagle 

Eagle 

Montgomery 
Montgomery 

Eagle 

Eagle 


a  Abandoned. 

f  Fifth  District,  Edward  Pinkney  &  John  I.  Absalom,  Inspectors. 


L906] 


Chief  Mine   Inspector. 
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\.\mi:    or    sci>i;in.x'n:\ i>i:\T,   name    of    mine   boss,    seams 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


Name  erf  Superinten-    Name  o(  Mine  Boss. 


Name  of 
Coal  Bed 
Worked. 


T. 

E. 

Roan 

T. 

K. 

Roan 

T. 

!•: 

Roan 

T. 

E. 

Roan 

T. 

B. 

Roan 

M     B.    Welch  N<>.  -'i  ins 

R.  B.  Cobb No.  2  Gas 

Robert  Taylor no.  2  i  ..-.- 

Robert  Taylor No.  2 Gas 

H.  J.  Patrick   No.  2  Gas. 


John  Phillips Kenton  Olendenin.        No.2Gas. 


T.  A  Bartlam. 
T.  A.  Bartlam 
W.  M.  Gillie.  .. 
W.  M.  Gillie.... 
\v.  m.  Gillie. 
VV.  M.  Gillie. 


John  F.  Titlow No.  2 Gas 

Benj.    Hill No.  2Gas. 

Ed.   Littlejohn No.  2  Gas. 

Henry    Deem  No.  1  or  Eagle 

Henry    Deem   No.  1  or  Eagle 

J.  w.  Ellswick         ...  No.  2Gas. 


R.  ('.  Taylor James  A.  Martin. 

James   Heather  man..  Thomas  Toler 


John    P.  Vaughan.   Gen.  Mgr..  J.    M.     Ross 

John   P.  Vaughan.  Gen.  Mgr..  Richard  Seymour. 

J.  H.  Dempsey —         W.  <>.  Rowe 

James  D.  Boone.  0-    E.  Sims  

E.G.   P.hinie Mike   Z  willing  ... . 


P.  H.  Henry 
L.O.    Beirne. 


James  Sims 
.!.<;.    Edwards. 


No.  2  Gas.    5-0     fan&furn. 

Seweli  ....    2  -  8..  fan 


Seweli 

Seweli 

FireOre'h 

Seweli 

Seweli  — 


Se  we  1 1 

Seweli 

Seweli 
Seweli 

Seweli . 

Seweli 


3  -  <>. 
3  -  0. 
4-0. 
3-2. 
3-3. 


fan 

fan  — 
natural, 
fa  n 
furnace. 

furnace. 


fan 


I..  o.  Beirne O.    McHoiliday. 

\v.  K.    Boone  P.  A.  Ohlinger. 

Geo.  Holland John  Ohlinger. 

Geo.  Holland  Fred    Ohlinger 

D.  W.    Boone Thomas  stead Seweli.... 

S.  E.    Turner R.  M.  Wood Seweli.. 

H.  H.  I  tot  hwell ('has.  Higgins He  we  II 

JamesH.Boyd Andrew  Eastman FireOre'k 


(J.  H.  Oaperton. 


II.   it.    Beurj 

.1.    M.   Campbell 

J.  M.  Campbell 

T.  A.  Deitz 

T.  A.    Deitz  

T.  A.    licit/. 


L.  « '.  Hppett 
L.  ('.  Tippet t 
I.,  c  Tippetl 


Zeb  Arrington Fire Ore'k 

W.    0.    Howe FireCr.'k 

Win.  Duncan  No.  2 Gas. 

J.  H.  Tasker,  Sr No.5spl't 

L.  I).  Mora n No.  2 Gas. 

I..   1 1.  Moran No.5Spl'1 

Wm.  Whitlock No.  2  Gas. 


3  -11. 
3-8. 
3  -10. 
3  -  8. 

3-8. 


fa  1 1 

natural . 
furnace, 
natural  . 
fan 


II 


natural. 

furnace 


3-6..  natural . . . 
3-3.    natural . .. 


4  -  0. 
4-0. 
6      n 

3  -10. 

5  -10 

4  -  0. 


Ed     Littlejohn Seweli....    4-0 

t,  0.  Butt. FireOre'k    3-4 

B.  F.   Ellis Seweli.         4-0 


fan 

furnace. . 
furnace. . 

furnace, 
furnace, 
furnace. 

natural    . 


r..  c.  Tippett 

Win.  Brown,  Gen.  Mgr 

Morris  Hansford 

Morris  Hansford 

Louis  W.  Atkinson 
Louis  w.  Atkinson- 
John  Carve 


Fred  Steinherirer Seweli  ... 

No.  2  Gas. 

D.  B.  Howery No.  2  Gas. 

D.   B.    Howery No.  oSpl't 

P.  T.  Walker Fagle 

Charles   Blake No.  2  Gas. 

John  Frazier No.  2 Gas. 

John  Oarver.  John  Armetrout  No.  5 

Enoch"  Carver.         —  John    E.  Oarver No.  2 

Enoch  Oarver John   E.  Oarver No.  2 


natural, 
fan  A  nut. 
3-6..  fan 


4-6 
6-0. 

4  -10. 
.->  -  II 

5  -  0. 
6-0. 
4-6. 
4  -  6. 


fan 

natural , 
fan 

fan 
fan 
natural  . 

j-  f  an . . . 


295 

27 

:t2 
34 
24 
12 
47 

52 


lit 


53 

125 

42 
1.-. 
51 

35 

47 


142 


70 

Hi 
Ms 
32 
64 
44 

100 


201 
202 

:.'(»:{ 
-.'in 
205 
206 
207 


209 

210 
211 
212 
213 
214 

215 

216 

217 
218 


80  219 

18   22() 


221 

222 
223 

224 

225 

227 
228 
229 
230 
231 


78  232 

28  2:;:; 


'.15  234 


235 

236 
237 

238 
239 
240 
241 
242 
243 
244 
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No 


245 
246 
247 
248 
249 
250 
251 
252 

253 

254 

255 
256 
257 

258 

259 

260 

261 

262 
263 
264 
265 
266 
267 
268 

269 

270 
271 

272 
273 

274 

275 

276 

277 

278 

279 

280 
281 

282 

283 
284 

285 

286 
287 


District. 


Fifth 


Xnme  of  Mine. 


Fayette  County,Qon 

Eagle 

No.  1 

California 

No.  5 

Diamond 

/'Economy 

Eagle  No.  1 

No.  2  Gas 

Nos.  5&6  ..: 

Vulcan 


Soutn 

/'Excelsior 
aDigby.  ... 


Brewster. 
Edwardes 
Rhinolas .  . 
<iNo.  5 


Kimberly 

( lolumbia  

Elk  Ridge  No.  1  . 
Elk  Ridge  No.  2. 

Ansted 

Eagle 

Kay  Moor  No.  1 . 

Kay  Moor  No.  2. 

Whitney 

/•Fort  Detiance  .  . 


Brown  . 
Ounard . 


Brooklyn 
Red  Ash. 
Rush  Run 
Sun  No.  1 
Sun  No.  2 
.Sun  No.  3 


Thurmond  No.  1 
Thurmond  No.  2 
Stone (Miff 


Beechwood  No.  1. 
Beech  wood  No.  2. 


Rid  Review 
A  laska 
Buffalo 


Kind 

o( 
open- 


drift 
drift 
drift 
drift 
drift 
slope 
drift 
drift 

2dfts 

drift 

drift 
drift 

drift 

drift 

drift 

drift 

drift 

2dfts 
drift 
drift 
drift 
drift 
drift 
drift 

drift 

drift 
drift 

drift 

drift 

drift 
drift 

drift 
slope 
shaft 
slope 


drift 
drift 

drift 

drift 

drift 

drift 
drift 
gdfts 


Name  of  Company. 


The  Carver  Brothers  Co.. 
The  Carver  Brothers  Co.. 
The  Carver  Brothers  Co.. 
The  Carver  Brothers  Co 
The  Carver  Brothers  Co.. 

Economy  Fuel  Co  

W.R.Johnson 

W.  R.  Johnson  ....'. 

W    R.  Johnson 

The  Mt.  Carbon  Co.  Ltd. 

The  Mt.  Carbon  Co.  Ltd. 

The  Mt.  Carbon  Co.  Ltd. 

Great  Kanawha  Colliery 
Co 

Great  Kanawha  Colliery 
Go 

Great  Kanawha  Colliery 
Co 

Great  Kanawha  Colliery 
Co 

Great  Kanawha  Colliery 
Co 

Cardiff  Coal  Co 

Cardiff  Coal  Co 

Cardiff  Coal  Co 

Cardiff  Coal  Co 

Loup  Creek  Colliery  Co  . 

Loup  Creek  Colliery  Co 

The  Low  Moor  Iron  Co. 
of  Va 

The  Low  Moor  Iron  Co. 
of  Va 

Cataract  Colliery  Co 

Kanawha  Falls  Colliery 
Co 

Brown  Coal  Co 

The  New  River  Smoke- 
less Coal  Co 

The  New  River  Smoke- 
less Coal  Co  

The  New  River  Smoke- 
less Coal  Co 

The  New  River  Smoke- 
less Coal  Co 

The  New  River  Smoke- 
Coal  Co 

The  New  River  Smoke- 
less Coal  Co 

The  New  River  Smoke- 
less Coal  Co 

The  Thurmond  Coal  Co.. 

The  Thurmond  Coal  Co.. 

Stone  Cliff  Coal  &  Coke 
Co 

Beechwood  Coal  &  Coke 
Co 

Beechwood  Coal  &  Coke 
Co 

Ridgeview  Coal  Co 

Alaska  Coal  &  Coke  Co... 

Ephraim  Creek  Coal  & 
Coke  Co 


Postomce 
Address 


Eagle 

Eagle 

Eagle 

Eagle 

Eagle 

Montgomery  .. 

I  Irescent 

<  Irescent  

Crescent 

Powellton 

Powellton 

Powellton  

Mt.  Carbon 

Mt.  Carbon 

Mt.  Carbon  . . . . 

Mt.  Carbon 

Mt.  Carbon 

Charleston 

Charleston 

Charleston 

Charleston 

Page 

Page 

Kay  Moor 

Kay  Moor 

Kanawha  Falls 

Kanawha  Falls 
Nuttallburg  . 

Rush  Run 

Rush  Run 

Rush  Run  

Rush  Run 

Rush  Run 

Rush  Run     

Rush  Run 

Concho. 

Concho 

Stone  (Miff 

Olaremont 

Olaremont 

Thayer. 

t  llaremont 

Thayer 


a  Abandoned.      b  Idle  all  year 


1906] 


Chief  Mink   [nspectok. 
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NAME     OF     SUPERIZ  TENDENT,     NAME     OF     MINE     BOSS,     SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten 

dent . 


Enoch  Carver. , 
Enoch  Oarver. 
Enoch  Oarver. 
Enoch  Carver. 
Enoch  Oarver. 


Name  <>f  M  ine  Boss. 


Henry  Jackson .. 

Henry  Jackson.. 
Henry  Jackson.. 
A.  B.  Phillips... 
.John  E.    Carver. 


T.  A.  Bartlam L.  M.    Waters. . 

T.  A.   Bartlam Robert  Harris- 


T.  A.  Bartlam Ilez.  Webster 

D.  T.    Evans. lohn   I     Absalom  and 

.lames  Yonell 

D.  T.    Evans lames  Youell 

D.  T.   Evans 


Win.  Brown,  Gen.  Mgr 

Wm.  Brown.  Gen. Mgr  John  Ends. 
Win.  Brown,  Gen. Mgr  John  Eads. 
Wm.  Brown, Gen. Mgr! John  Eads. 


Wm.  Brown,  Gen.  Mgr 

A.  B.  Oasto Ed.    Forbes 

A.  B.  Oasto   W.  Gill 

A.  B.  Casto S.O.  Rigs... 


A.  B.  Oasto 

F.  P.  Mills.  Gen.  Mgr 
F.  P.  Mills.  Gen.  Mgr 

E.  1).  Wickes 


E.  D.  Wickes 
E.  E.  Farley. 


T.  R.  Ragland,  Gen.  Mgr. 

J.  A.  Boone 


John  Eaing.  . . . 
John  Laing 
John  Laing 
John  Laing.   . 
John  B.  Laing. 
John  B.  Laing . 


John  B.  Laing. 
H.  L.  Atkinson. 
H.  L.    Atkinson. 


W.  Massie  Warwick. 
O.  O.  Beury 


c.  c.  Beury... 

J  .  H.  Kempsey 
Geo.  Lawton  . . 


Geo.  F rase i 


P,  Kincaid . . 

1).    S.    Dooley. 
I).   S.   Dooley. 

A.  R.  .Tone-     . 


.T.N.    Fink.  ... 
John  Sheaves. 


Name  of 

Coal    Bed 
Worked. 


No.  I  

No.  1 

No.  1 

No.  5 . . : . . . 
No.  2     ... 

No.  1 

No.  1 

No.  2 Gas 

(No.  5.... 

i  No.  fi   . 


Eh 
Ft.  In. 


Povvellt  'n 
Powellt  'n 

Hplint 

No  2  Gas. 
No  2  Gas 
No.  1 
No.  1 


—  j= 


fan 


No.  5 

No.  2  Gas. ! 
No.  2  Gas. 
Powellt 'n 
Powellt 'n 
No.  2  Gas. 
No.  1 


W.  A .  Jones. 
John  Perfader. 
John    Dower. 
James  Raisbick. 

John  King 

R.  J.   Martin    ... 
Zack  Evans 


Sewell 


Sewell 

Sewell  . 


No.  2  Gas 
Sewell ... 


W.  E.  Morton. 
Thomas  Boyd . . 
John  Price 


(ieo.   Mc  Daniel 
K.    B.  Hanna. . . 


R.  B.  Hanna. 
John  Harris. . 
8.  M.  Peters.  . 


John  Filbin. 


Sewell 

Sewell  — 
Fire  Ore'k 
Fire  C re' k 

Sewell 

Sewell 

Sewell 

Sewell... 

Fire  Ore'k 

Fire  Ore'k 

Fire  Ore'k 

Fire  Ore'k 
Fire  Ore'k 
Fire  Ore'k 

Fire  Ore'k 


s 

furnace. . 

natural  .  . 
furnace, 
fan 
na1  ura  I 

natural  • 


nat  .  &  fan 
nat .  &  fan 
natural . 


fan 

natural . 
natural . 


fan 
fan 

fan 

furnace, 
furnace, 
furnace. 

fan 


furnace, 
furnace. 


fan 

natural . 
fan  — 

fan 

fan 

I. 


fan 


fan 

fan  A-  nat. 
furnace. . . 

natural, .. 

fa  n    


3  -10. 


fan 

natural . 
natural . 

fan 


No. 


30 
13 

60 

Kid 


t;:j 
46 

70 

170 


120 

45 

56 

104 

84 

301 


50 
35 
52 

146 


245 
246 
247 
248 
249 
250 
251 
252 

253 


255 
256 

257 

258 

259 

260 

261 
262 

263 
264 

265 
266 
267 

268 

269 

270 

271 

272 

273 
274 
275 
276 
277 
278 

279 

280 
281 

282 

283 

284 
285 
286 

287 
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No.      District. 


288 
289 
290 
291 
292 
293 
294 
295 
296 
297 
298 
299 
300 
301 
302 
303 
304 
305 
306 

307 

308 
309 
310 

311 
312 

313 
314 
315 
316 
317 
318 
319 
320 
321 
322 
323 
324 

325 

326 
327 
328 
329 
330 
331 

332 

333 
334 
335 
336 


Name  of  Mine. 


Fifth 


vSixth 
Fourth 


Faj  'ette  County,  Co  n 

Harvey  No.  1 

Harvey  No.  2 

Prudence    

Lyman 

Jones 

Star. 

Collins  No.  1 

Collins  No.  2 

Price  Hill 

Sherwood    

Whipple 

Bcarbro  

Wingrove 

Carlisle 

Oakwood 

Decry  hale 

Kilsyth 

Laura 

Dunn  Loop  No.  1  — 

Dunn  Loop  No.  2  — 


Newly n  

Dunglen  . 
Turkey  Knob 

Macdonald 
Sugar  Creek. 


(iMt.  Hope 

Parral     

Beech  Creek 

Stuart 

Big  Q 

fiick  Branch 

/■Robins 

Glendale 

Laurel  Creek    

Greenwood  No  1. 
Greenwood  No.  ~. 
Hemlock 


<Lay  land 

Minden  No.  1 

Minden  No.  2 

Minden  No.  3 

Minden  No.  4 

Minden  No.  5 

Hickory  Camp 

Kanawha.  County 

•Jones 


Kind 


open- 
ing 


Name  of  Company. 


drift 
drift 
drift 
drift 
drift 
drift 
drift- 
drift 
shaft 
shaft 
shall 
shaft 
shaft 
shaft 
shaft 
drift 
drift 
drift 
drift 

drift 

drift 
drift 
drift 

drift 
slope 


Graham 

Queen  Shoals 

Turner 

Lucas-  Kay 


drift 

shaft 
drift 
•shaft 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 

3dfts 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 
drift 
drift 
drift 


Harvey  Coal  &  Coke  Co.. 
Harvey  Coal  &  Coke  Co.. 

Prudence  Coal  Co 

Prudence  Coal  Co 

Prudence  Coal  Co 

The  Star  Coal  &  Coke  Co. 

Collins  Colliery  Co 

Collins  Colliery  Co 

Price  Hill  Fuel  Co 

Price  Hill  Fuel  Co 

The  White  Oak  Fuel  Co 
The  White  Oak  Fuel  Co. 
The  White  Oak  Fuel  Co.. 
The  White  Oak  Fuel  Co.. 
The  White  Oak  Fuel  Co.. 
McKell  Coal  &  Coke  Co.. 
McKell  Coal  &  Coke  Co.  .. 

Laura  Mining  Co 

Dunn  Loop  Coal  &  Coke 

Co 

Dunn   Loop  Coal  <fc  Coke 

Co 

Newly n  Coal  Co 

The  Dunglen  Coal  Co 

The    Turkey    Knob    Coal 

Co 

Macdonald  Colliery  Co. 
Sugar  Creek  Coal  &  Coke 

Co 

Mt.  Hope  Coal  &  Coke  Co. 

Stuart  Colliery  Co 

Stuart  Colliery  Co 

Stuart  Colliery  Co 

Quinnimont  Coal  Co 

Quinnimont  Coal  Co 

Robins  Coal  Co 

Glendale  Colliery  Co 

Laurel  Creek  Coal  Co 

Greenwood  Coal  Co 

Greenwood  Coal  Co 

The     Hemlock    Hollow 

Coal  &  Coke  Co     

New  Rive  &  Pocahontas 

Consolidated  Coal  Co. 
New  River  &  Pocahontas 

Consolidated  Coal  Co. .. 
New  River  &  Pocahontas 

Consolidated  Coal  Co. .. 
New  River  &  Pocahontas 

Consolidated  Coal  Co.  .. 
New  River  &  Pocahontas 

Consolidated  Coal  Co.  .. 
New  River  &  Pocahontas 

Consolidated  Coal  Co.  .. 
Paint  Creek  Collieries  Co. 


Falling  Rock  Oannel  < toal 

(Jo 

W.  W.  Graham  Co 

The    Elk  Coal  Co 

The  Elk  Coal  Co 

Lucas  Kay  Coal  Co  


Postottice 
Address. 


Harvey 

Harvey 

Prudence  

Prudence  

Prudence  

Red  Star 

Glen  Jean 

Glen  Jean 

Macdonald 

Macdonald  • 

Scarbro  

Scarbro 

Scarbro 

Scarbro 

Scarbro 

Glen  Jean 

Glen  Jean 

Red  Star 

Dunloop 

Dunloop 

Newly n  

Dunglen  

Macdonald 

Macdonald. 

Macdonald . 

Mt.  Hope 

Parral     

Parral 

Parral 

Quinnimont .  •• 
Quinnimont  ■ 
Quinnimont  • 

Lawton 

Quinnimont  . .. 

Lawton 

Lawton 

Lawton 

Gentry 

Minden 

Minden  

Minden  

M  inden     

Minden  

Charleston 

Weir 

Graham  Mines 

( lharleston 

Charleston 

Heathennan 


a   Waiting  on  side  track.        h  Abandoned  for  the  present. 
t  Sixth  District,  Bonner  H.  Hill,  Inspector. 


Just  being  developed. 


1906] 


Cb  hi    Mink    I  nspe<  TOB. 
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NAME     OF     SUPERINTENDENT,     NAME     OF     MINE     BOSS, 
WORKED  AND   THICKNESS,  AND  TOTAL   NUMBER 
OF  INSIDE  EMPLOYES. 


SEAMS 


Nanu'  <>f  Superinten 

dent . 


John  E.   Miner.. 
John  E.   Miner 
<;.    E.    Dixon  .... 

G    E.    Dixon 

G.  E.  Dixon.  . .., 
(  ieo.    W.  .lone.-. . 

Win.   Farrel 

\Vm.    Farrel 

H.  H.  Pinkney.. 
H.  H.  Pinkney. 
James  <  liark. 
.1.  w.  Wilson.  . 
J.  W.  Wilson.... 
K.   M .  Lee 

F.    M.  Dee 

<  Hlbert  Smith. . . 
J.  0.  Galbreath. 
E.  A.  Trenor. 

John  E.   Miner.. 


John  E.  Miner.. . 
Edward  Thomas 
J.  O.  Fenimore. 


W.  S.  Blake. ... 
A.  P.  Bailey... 
Fred  Dixon.  Jr. 
Fred  Dixon.  Jr. 
Fred  Dixon.  Jr. 
C  B.  Helwig  . 
O.  B.    Helwig... 


J.N.  Schweitzer 
J.N.  Schweitzer 


.1-  N.  Schweitzer 
Quin   Morton 


D.  F.    Settle John  Ord. 

James    Davis        Robert  Tweddle.. 


Name  of  M  ine  Boss. 


Name  or 

Coal    lied 
Work.'. I. 


c- 


John    McAllister Sewell. 

.lolin    McAllister  Sewell. 

W.    S.  Williams, ,n  s,  well 

W.  S.  Williamson  Sewell 
W.  s.  Williamson  Sewell 
David    Evandoll  Sewell  . 

Sidney    Hilditch  Sewell . 

Sidney    Hilditch Sewell 

V.  E.  Sullivan Sewell 

]'..  F.    Horsey Sewell . 

Matt   Charlton         ....  Sewell  . 
Ralph  Brabban  sewell 

Win.  Brabban.  Sewell 

E.  J.   Robertson Sewell. 

J.  W.    Montgomery..  Sewell. 

Thos.  A.   Lewis         Sewell  . 

Thos.  T.  Lewis  Sewell. 

P.  B.  Evandoll Sewell 


Ft.  In. 


5-0. 
5-0 
5-6. 
5  -  6 
5-6. 
5-0 
5  -  6. 

5  -  6. 
(5  -  0. 

6  •  0. 
4  -  «. 
A  fi 
5-0. 
4-6. 
4  -  6. 
5-6. 
5-6. 
5-6. 


C.   M.    Morris 


James  Barr 

P.   McQuade.    . . 
J.  O.  Fenimore. 


sewell.... 

Sewell.... 
Fire  Ore'k 
Sewell 


Joseph  H.  Boyd.  . 
James  P.    Beury. 

W.  A.  Brown 

W.  A.  Brown 


J.   A.    Brown 

W.  M.  Bertolet. 
J.  N.  Schweitzer     . . 
J.  N.  Schweitzer  — 


F.  L.  Ramey. 


Thomas  Davis 

Samuel  Crawford. 
Adam  Lindley  . . . . 

D.    F.    Johnson 

D.    F.  Johnson... 


J.  E.  Le  Sueur 
Peter  Wolf  ... 
Henry  Wood  . 
H.   C.    Peters. 

D.  S.  Brown... 


A  .   Me  Daniel  . . . 
C.    W.  Carman 
J.   L.   Huffman 
B.  F.  Tedow. .   . 


H.  G.    Young 

W.  W.  Graham. 

Henry    Davis 

Henry    Davis  ....  \v.    D.    Davis 

Samuel  Simpkins  James  Lucas. 


J.  T.  Shearer 

R.  F.   Townsend 


R.  B.  Young. 
N.  C.  Boston 
(t.     Power- 


Sewed  1 

Sewell 


Sewell 

Sewell.... 
Sewell 
Nol  Eagle 
Se  we  II  — 
Fire  Cre'k 
Fire  Ore'k 
Fire  I  h  e'k 
Fire ( 're'k 
Fire  Ore'k 
Fire  Cre'k 
Fire  Ore'k 

Fire  Cre'k 

Fire  Ore'k 

Fire  Cre'k 

Sewell .... 

Sewell  ... 

Sewell... 


fan 
fan 
fan 


fan 


5  -10 


i 

fan 

fan 

fan 

natural .    . 
nat  ural 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

furnace.  .. 

natural . .. 


fan 

furnace.  .. 
fur.  &  nat 


5  - 


sewell  . 
Eagle  Nol   6 


Oaunel ...  2-0. 
N.Coallig  3  -  li. 
No.  6...         4-0 

No.  5 3-6. 

No.  5 '  3-8. 


fa  n 
natural . 


fan 


fan 

natural . 

fan 

natural . 
natural. 


natural . .. 
natural . . . 
natural .  .. 
fa  n 


fan . . 


fan 
fan.. 

fan    . 
fan  . . 


fan 

furnace. 


fan 

furnace. 

furnace. 

fan 

furnace. 


a    - 

—  5 


135 

135 
150 

28 

38 

154 


288 
289 
290 
291 
292 
2113 
294 
295 
296 
297 
298 


168  L".*9 
89  300 
126   301 


84 


295 
46 


302 
303 
304 
305 

306 

307 

308 
809 


80  '  310 

185  311 


115  312 

313 


53  314 

18  :(15 

83  :U6 

••>->  317 

,JJ  318 
319 

14  320 

50  321 

14-  :;~- 

ii'  323 

39  :;L'4 


....  325 

42  326 

139  327 

137  328 


130 


12s 
44 


40 


329 


330 

331 


332 
333 
334 


33   335 
14   336 
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DIRECTORY  OF   THE  MINES  IN    THE   STATE   OF   WEST   VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  30th,  1906. 


No. 

District. 

337 

Fourth 

338 

339 

•' 

340 

" 

341 

1 ' 

342 

'  • 

343 

344 

345 

" 

346 

" 

347 

" 

348 

1  * 

349 

■  ' 

350 

" 

351 

' ' 

352 

■ ' 

353 

' ' 

354 

' ' 

355 

' ' 

356 

' ' 

357 

' ' 

358 

' ' 

359 

360 

' ' 

361 

" 

362 

" 

363 

364 

' ' 

365 

■ ' 

366 

' ' 

367 

'  ■ 

368 

" 

369 

" 

370 

" 

371 

" 

372 

•• 

373 

" 

374 

" 

375 

•• 

376 

Sixth 

377 

378 

' ' 

379 

•  ' 

380 

' ' 

381 

' ' 

382 

' ' 

383 

' ' 

384 

' ' 

385 

'  • 

386 

'  ' 

Name  of  Mine 


Kanawha  Co.,   Con. 

Jefferson  No.  2 

Pen  Mar  No.  1 

Peacock  Nos.  1,2,3,4 
A  5 

Taggart  

rfOlendenin 

'Gaghan 

Mill  Creek 

Oalderwood  

Putney'No.  1 

Putney  No.  2 

Diamond. 

Bell. 

Burning  Springs. . . . 

Quincy  No.  1 

Quincy  No.  2 

switcher. 

No.  101     

c/No.  103 

,Wo    104 

No.  105 

No.  106 

,/No.  108 

No.  109 

No.  110 

Boyd  

No.  1 

No.  3 

No.  4 

Hugheston  No.  2  — 
Hugheston  No.  3  — 

No.  2  Gas 

Shrader  No.  1 

Shrader  No.  2 

Shrader  No.  3 

Wills   Hollow  No.   1 

Wills   Hollow  No.  2 

Pond  Fork  No.  3... 

Pond  Fork  No.  4 . ... 

Monarch 

Butler 

Gas 

South 

North  Pick 

North  Machine  

West  

Honda  &  Klondike.. 

Acme 

Keystone    

Empire 

Shamrock 


drift 
drift 


odfts 

drift 
drift 
drift 
drift 

drift 


drift 


Name  of  Company. 


drift 
drift 
drift 
drift 
drift 
drift 
drift 

drift 

drift 

drift 

/rift 

drift 

drift 

drift 
drift 
drift 
d  rift 
drift 
drift 
drift 
dfts 
drift 
drift 
drift 
drift 


Jefferson  Coal  &  Coke  Co. 
Pen  Mar  Mining  Co 

Kanawha-Elk  Coal  Co... 

Clendenin  Mining  Co 

Clendenin  Coal  Co 

Clay  Coal  Go 

Mill    Creek  Oannel    Coal 

Co 

The    Campbells    Creek 

Coal  Co 

The    Campbells    Creek 

Coal  Co 

The    Campbells    Creek 

Coal  Co 

New  Diamond  Coal  Co.  .. 
Kanawha  Block  Coal  Co.. 
Burning  Springs  Coal  Co. 

Quincy  Coal  Co 

Quincy  Coal  Co 

Witcher  Goal  Co 

Sunday  Creek  Go 

Sunday  Greek  Co 

Sunday  Creek  Co 

Sunday  Creek  Co 

Sunday  Greek  Go 

Sunday  Greek  Co 

Sunday  Greek  Go 

Sunday  Creek  Co 

The    New   Cedar    Grove 

Coal  &  Brick  Co 

Kelly s  Creek  Colliery  Go. 
Kellys  Creek  Colliery  Go. 
Kellys  Creek  Colliery  Co. 
Hughes  Greek  Coal  Co. 
Hughes  Creek  Goal  Co... 

Cannelton  Coal  Co 

Columbia    Coal    Mining 

Co 

Columbia    Goal    Mining 

Go 

Columbia   Goal    Mining 

Co 

Blue   Greek  Coal  ifc  Land 

Co 

Blue  Creek  Coal  &  Land 

Co 

Blue  Greek  Coal  &  Land 

Co 

Blue  Creek  Coal  &  Land 

Co.     ■■•   

The  Marmet  Coal  Co 

The  Marmet  Coal  Co 

Winifrede  Goal  Co 

Winifrede  Coal  Co 

Winifrede  Coal  Co 

Winifrede  Coal  Co   

Winifrede  Coal  Co 

Ooalburg  Colliery  Co 

Stevens  Coal  Co 

Stevens  Coal  Go 

Stevens  Coal  Co 

Shamrock  Coal  (Jo 


Postotfict 
Address 


Heatherman 
Graham   Mines 

Graham   Mines 

Charleston. ... 
Queen  Shoals. 
Queen  Shoals.. 

Charleston 

Dana 

Dana 

Dana 

Diamond 

Charleston 

Maiden 

Quincy  

Quincy  . ..    

Diamond 

( ledar  Grove. .. 
Cedar  Grove. .. 
Cedar  Grove. .. 
Cedar  Grove.  .. 
Oedar  Grove. .. 
Cedar  Grove.  . 
Oedar  Grove. 
Cedar  Grove.    . 

Oedar  Grove. .. 

Ward 

Ward 

Ward 

Hugheston 

Hugheston 

Cannelton 

Blue  Creek 

Blue  Creek.   ... 

Blue  Creek 

Charleston 

Charleston 

Charleston 

Charleston 

Monarch 

Marmet 

Winifrede 

Winifrede 

Winifrede 

Winifrede 

Winifrede 

Ronda 

Acme 

Acme 

Acme 

Kayford 


d  Idle  all  year 


Just  being  developed. 


L906J 


Ciin  i    Mini    I  s  spe<  roR. 
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NAME     OF     SUPERINTENDENT,     NAME     OF     MINE     BOSS,     SEAMS 

WORKED  AND   THICKNESS,  AND   TOTAL   NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten 
dent  ■ 


\V.   V. 
Arthu 
.1.    B. 
Henrj 
Win. 
Win. 
M.  F. 
W.  F. 
W.  F. 
\Y.  V. 
W.  F. 
W.   K. 
W.  F. 
W.   K. 
W.   F. 


ford 
r   Robinson 
Ramage 

Zimmerman 
Dickinson  . .  . 
!  iii-  kin  son 

Harral 

Mandl 

Mandt 

Mandl 

Mandt 

Mandt 

Mandt 

Mandt 

Mandt 


Tkos.  Boyd,  ( ten.  Mgr 

H.   T.   Smarr 

II .    T.  Smarr 

H.    T.   Smarr 

.! .  w.  Moore 
.1 .  \\  .  Moore 
Langdon   I  i  a 

W.  F.  Harvej 

W.  F.    Harv.  y 

W.  F.  Harvej 

.1.  S.    Miller 

J.  s.   Miller        

.1.  S.  Miller 

J.  8.  Miller. 

Alfred   Redd ing ton. , 

Alfred  Reddington 

J.  A.  Willis  

J.  A.  Willis 

.1.  A.  Willis 

J.  A.  Willis 

.1  .  A.  Willis   

Fred    N      Moore 

E.  H.    Shonk 

E.  H.    Shonk 

E.  11.    Shonk   

T.  A.    Kay 


W.  s.  Ecker 

W.  s.  Eckers 

W.  S.  Eckers 

William    Hornsby 

William    Hornsby 

Andrew   Ad  kins 

And  rew  Adkins  .  .  . 
R.   A.  Snead 

W.  H.  Stuart    

.lames  Hemmings. 
John  s.  Williams. . 
John  w.  Gay      — 

John  W.  (iay Win'frede 

John  W.  Gaj  Win'frede 

Dan    Morris Ooalburg. 

W.  H.  Shonk  ....  Ooalburg. 

John  W.  Branham         No.2Gas. 

W.  11.  Shonk No.  2  Gas. 

John   Kay  |No.  2  Gas. 
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DIRECTORY  OF   THE   MIXES   IX    THE   STATE   OF   WEST    VIRGINIA 
FOR  THE  YEAR  EXDIXG  JUNE  80th,   1906. 


No. 


3$i 
388 

389 

390 
391 
382 
393 
394 
395 
396 
397 
398 
399 
400 
401 
403 
403 

404 

40'. 

406 

407 
408 

409 
410 
411 
412 
413 
414 
415 
410 
417 
418 

419 

420 


421 

422 
423 

424 

425 
426 

427 
428 
429 
430 
431 
432 
433 

434 
435 

436 
437 

438 
439 


District. 


Sixth 


Name  of  Mine. 


Kanawha    Co..  Con. 

Peerless 

Belmont 

( toalburg 

Belleclare  

Kuh.v  

Decota  .  

Oakley     

Climax 

r  Horton  No-  1 

Horton  No.  2 

Wilton 

Holly 

Quarrler 

Bed  Warrior 

Cherokee 

Wake  Forest 

No.  2 


Kind 

ol 
open- 
ing 


No.  5.  . 

<X«.  1. 


.  ( loalburg . 


Davis 

Caledonia 


drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 
drifl 
drift 
drift 
drift 

drift 

drift 

drift 

drift 
drift 


Xmiic  of  Company. 


Postoffice 
Address 


Thistle drift 

«La   Mont  Nos.  1  &  2»dfts 

La  Mont  No.  3 drift 

South drift 

North drift 

No   5 drift 

No.  1 drift 

No    2  drift 

rNo.  •6.........   .'.'.'.'.'..  drift 

No.  1 drift 


No    2 

i  Nos.  3  &  4. 


drift 
2dfts 


Dry  Bra  no  h  Coal  Co Dry  Branch.. 

Dry  Branch  Coal  Co Dry  Branch.. 

Drj   Branch  Goal  Co Dry  Branch!. 

Belleclare  Goal  Co I  t ta  

Belleclare  Coal  Co    Decota  

Belleclare  Coal  Co Decota  

Cardiff  Coal  Co Charleston. 

CardilTCoal  Co Charleston... 

Cardiff  Coal  Co  Chariot  on. 

Cardiff  Coal  Co Charleston... 

Persinger  Coal  Co Miami 

Holly  Coal  Co Leewood 

Quarrler  Coal  Co  Wake  Foresl 

Red  Warrior  Coal  Co..       Warrior 

Cherokee  ( )oal  Co Leewood 

Wake  Forest  Mining  Co.  Wake  Forest. 
The  Holly  &  Stephenson 

Coal  &  Coke  Co Eskdale 

The  Holly  &  Stephenson 

Coal  &  Coke  Co Eskdale 

The   Holly  &  Stephenson 

Coal  &  Coke  Co Eskdale  .... 

The   Holly  &  Stephenson 

Coal  &  Coke  Co Eskdale 

M.  T.  Davis  Coal  Co Oh  ley 

Caledonian  Coal   &   Coke 

Co  Warrio     

Thistle  Coal  Co Kay  ford 

La  Mont  Mining  Co Beth 

La  Mont  Mining  Co Beth 

Carl  ion  Coal  Co Carbon 

Carbon  Coal  Co Car  I  ion 

Carbon  Coal  Co  Car  lion 

Republic  Coal  Co Carbon 

Republic  Coal  Co Carbon 

Republic  Coal  Co Carbon 

West     Virginia     Colliery 

Co Wevaco 

West     Virginia    Colliery 

Co Wevaco 

West    Virginia     Colliery 

Co ...     Wevaco  — 


Baccoon  Fork  . 
United  (his  .... 
<l'nited  Splint 

Cabin  Creek  . .. 

i  Royal  Splint 

Klondike 

INo.  5 

Blue  Hole    .   ... 

Lewiston 

Belmont  No.  3. 
New  Ooalburg  . 
Equitable  No.  i 
Black  Cat 


Scrantbn  Splint... 

Paint  Creek 

( rrose  No.  1 

Grose  No.  2 

Greenbrier  No.  2. . 
'Greenbrier  No.  3.. 


drift   Baccoon  Fork  Coal  Co..    Kayford 

drift   United  Colliery  Co  Wevaco 

drift   United  Colliery  Co Wevaco 

drift  ('!!hin  '■  reeb  Mining  Co..  Kayford. 
drift  Cabin  Greek  Mining  Co.. 

drift   Robinson  Coal  Co. 

d  rift    B obi n son  Coal  Co 

drift    Robinson  Coal  Co 

drift  Belmont  Goal  Co  

drift    Belmont  Goal  Go 

drift    Belmont  Coal  Co 

drift   Equitable  Coal  Co 

drift  Southwestern     Splint 

Fuel  Co 

d  rift  Paint  Creek  Collieries  Co. 
drift  Paint  Greek  Collieries  Co. 
drifl  Paint  Creek  Collieries  <  Jo. 
drift  Paint  Creek  Collieries  Co. 
drift  Paint  Creek  Collieries  Co. 
drift    Paint  Creek  Collieries  Co. 


Kayford 
Coalbui  g... 
t  loalbu 
t  loalbu  i  k  . . . 
< Irown  Hill. 
Crown  Hill. 
t Irown  Hill. 
Crown  Hill. 

Crown  Hill 
Charleston . 
Charleston 
Charleston . 
» lharleston  . 
( lharleston  • 
( lharleston . 


v  Temporarily  abandoned  on  account  of  mine  fire. 
n  Abandoned. 


<  .lust  being  developed. 


1906] 


Chief  Mine  Inspectob. 
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NAME     OF     SUPERINTENDENT,     NAME     OF     MINE     BOSS,     SEAMS 

WORKED  AND  THICKNESS,  AND   TOTAL    STMIil-Ji; 

OF  INSIDE  EMPLOYES. 


Name  <>f  Superinten- 
dent- 


Name  of  Mine  Boss. 


i:.  0.  Lewis      

R.  0.  Lewis  

R.  c  Lewis     

Fred  0.  Prichard. ... 
Fred  C.   Prichard. 
Fred  c.  Prichard.... 

.1 .  Simmonds 

J.  W.  st  raughan, .. . 

Thos.  Nun  ley 

Thos.  Nunley 

J.  T.    McAlister. 

[ra  F.  Davis,  Gen.  Mgi 

A.  P.  Sherer.        ..... 

0.  IF   Mead      

J.  ( '.  ( lilmour 

T.    A.    Bart  lam 


F.  H.  McOlung. 
F.  H.  McOlung. 
F.  H.  McOlung. 


Henry  Yoi'ei's. .  . 
R.   M.   ( )del  I 

R.  M.  Odell 
Joseph   Filkins. 

.losepli    Filkins 


J.  Simmonds 

I  .    \V.     Bowers.  .. 

Thos.  Nunley 

Thos.  Nunley 

W.  A.  McAlister. 


Name  of 
Coal  Bed 

Worked. 


Peerless  . 

Belmont. 

Ooalburg. 

No   2  ( Jas. 

I  loalburg. 

....  Eagle  or  No.  1 

Lewiston. 
No.  2  Gas. 

—  Ooalburg. 

—  ( loalburg. 
( led  <  .'rove 


Eh 
Ft.   In 


Henry  L.    Fisher No.  2  Gas. 


I.  V.  Totten. 
« »wen  Meadow  s 
Thomas  Gosney. 
fesse  ( tardner.. . . 


Ohas.  F.  Showen. 
Win.    Hardy 


Oharles  Parcell. 


F.  H.  McOlung. 
M.  W.  Murphy. 

W.  R.  Kay 

T.  A.  Kay 

Baul  L.  James.. 
Paul  B.  James. . 
K.  I).  Quarrier. 
K.  D  Quarrier. 
K.  D.  Quarrier. 
Frank  Soman 
Frank  Eoman 
Frank  Honian 


Wm.    Hardy 

Robert  EC.  Thompson. 

J.  O.   Bastham 

M.    Darby  


No.  2 Gas. 
No.  2  Gas. 
No.  2  Gas. 
No.  2 Gas. 


4-0. 
5-0. 
5  -  o 
6-0. 
6-0. 
3-6 
5-0. 
6-0. 
4-8. 
4-8. 
3-4. 
5  -  0. 
5  -  0. 
5  -  0. 
5  -  0. 
5-0 


John  Holmes 
John   Holmes. 


John  Holmes 

Kay 

Etherly 

Ktherly 

Kay 

Kay   

Woold  redge 
Wool  dredge. 
Wooldredge. 

Morrison 

Morrison 

Morrison 

■    Browne 


No.  2  Gas.    4  -11.. 
Lewiston.    6  -  (). . 


No.  2  Gas. 

Ooalburg. 

Lewiston. 

No.  2  Gas. 

No.  2  Gas. 

Eagle  or  No.  1 
Coal  burg-. 
No.  2  Gas. 
No.  2  Gas. 


3-9. 
5-0. 


4-6 
5-0. 


Logan  Lin vi lie 

Lee  Jenkins 

Tom  Baldwin 

Lee  Jenkins Ooalbu 

Wm.    Nicholson No.  2 Gas. 

Wm.    Nicholson  No.  2 Gas. 

W.  D.  Lewis No.  2  Gas. 


<  ieo.  Buckley 

Han    Workman. 


T 

A. 

A 

n. 

A 

D. 

T. 

A. 

T. 

A. 

A 

M. 

A 

M. 

A 

M. 

J. 

O. 

.1. 

O. 

J. 

O. 

<;. 

w 

W.  E.  Dial 

W.  W.    Mucklow.    Gen.    Mgr.. 
W.  W.    Mucklow.    Gen.    Mgr.. 

Quiu   Morton 

Quiii   Morton  

Quin   Morton   

Uuin  Morton 


<••    L.   Petty 

John  W.  Rhodes... 
Ban   Holmes. 

.1.  A.  Bragg 

Geo.   W.   Eastham 


Thos.    Foster  ... 
John  Johnson. 
John   Johnson. 
W.  F.  Harvey. 
W.  F.  Harvey.  . 
W.  F.    Harvey.. 
Ed.   Brewer 


6  -  2 

5  -  4 . 

6  -  0. 
5  -10. 
5  -10. 
.">  -  6. 


fan 

fan 

furnace. 
fan 

fan 

fan 

fan 

fan 

fan 

fan    .. 


fan 

furnace. 
furnace. 


furnace. 

fan 


3  furnaces 

fan 


furnace. 
3  fans... 

fa  n   . . 

fan 

fan 

fan 


No.  2  Gas.;  6-0..  fan 

No.  2  i  ;as.    5-2     furnace. 


S  No. 2  (4a s 
i  Ooalb'rg 
No.  2  Gas. 
No.  2  Gas 
Ooalburg. 

No.  2  Gas. 


6 


6..  fan 

2.     fan 

0      natural 

0..  fan 


D.  H.  Hudnall 

John  Cox    

Thos.  Burke 

James  Jackson 
J.  O.  Grissinger. 
P.  T.   Berry  ..   .. 
P.  T.  Berry 


Ooalburg. 
Oed  Grove 

Ooalburg. 
Lewiston.  I  3 
Lewiston.  3 
( loalburg.  !  6 
« loalburg.  !  6 
Ooalburg.    4 

Lewiston.  4 
Ooalburg.  5 
Ooalburg.    7 

Eagle   or  No.  1     3 

Powellt'n    6 

No.  2  Gas.  4 
Win'frede    6 


2  furnaces 
!'..  furnace.  .. 
8..  furnace. . 
6..  furnace. . 

9..  fan 

0  natural  . 
0..  fan  ..  .. 
8 . .  f  a  n 


-  0 


fan 
2..  fan . 
6...  fan 


furnace. 

furnace, 
furnace.  . . 
furnace.  . 


—  5 


fan 

fan i 

natural.        f 

fan 

natural 


28 


64 


No. 


39     381! 

83     389 
45     390 


393 
394 
395 
396 


399 
100 

401 
402 

403 


12       404 


405 

406 

4o7 

4  OS 
409 
410 
411 
412 
413 
414 
415 
4  hi 
417 

418 


54      41!) 


420 


100 

421 

53 

422 

6 

423 

163 

424 

425 

15 

426 

38 

427 
428 

429 

85 

430 

431 

97 

432 

73 

433 

81 

434 

97 

435 

32 

436 

9 

437 

87 

438 

439 
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No. 


440 
441 
442 
443 
444 
445 
446 


449 
45(1 
451 
452 
453 
454 
455 
456 

457 

458 

459 

460 

461 

462 

463 
464 

465 

466 
467 


468 
46!  I 


til) 


471 
472 


474 
475 
476 


477 

478 
479 
480 

481 


District. 


Name  of  Mine. 


Kind 

ol 
open- 
ing 


Sixth 


Fifth 

Fourth 


Fourth 


Kanawha   Co. 
Wacomah 

Morton  No.  1  .. 
"Morton  No.  2. 

Nuckolls 

Banner  No.  1. 
/Banner  No.  2. 
('Detroit  No.  1. 

/'Detroit  No.  2, 

Standard 


Con. 


Name  of  Company. 


No.  1 

No.  2 

No.  3 

Chesapeake  No.  1. . 
Chesapeake  No.  2. . 
'•Chesapeake  No.  3. 

Montgomery 

No.  1 


No.  2 

No.  2%... 

No.  3 

&Garkin  . 

Oleott     .. 
Reynold? 


Knickerbocker . 

Glenalice 

Caney  Fork 


'Davis  Creek 

Damascus 

Mason  County 

Hope 

Linden  


Jackson  Furnace. 


Hartford 

/-New  Oastle. 


Camden 


Klondike 

Beech  Grove. 
Harris 


Nicholas    County 

Bell  Creek 

Vaughan  No.   1  . . . . 

/'Vaughan  No.  2 

Cambria 

Mt.  Oarmel 


drift 

drift 

drift! 

drift 

drift 

drift 

drift 

drift 

drift 

drift 
drift 
drift 
drift 
drift 
drift 
drift 
drift 

drift 

drift 

drift 

drift 

drift 

drift 

5dfts 
drift 
drift 

drift 
drift 


drift 
drift 


drift 


slope 
drift 


Postoffice 
Address 


l'aint  Creek  Collieries  Co 
PaintCreek  Collieries  Oo. 
Paint  Creek  Collieries  <  Jo. 
Paint  Creek  Collieries  Oo. 
Paint  ( 'reck  Collieries  ( '<> 
Paint  Creek  Collieries  ( )o. 
Detroit  &  Kanawha  Coal 

Co 

Detroit  &  Kanawha  Coal 

Co 

Standard     Splint    &    Gas 

Coal  Co 

Imperial  Colliery  Co 

Imperial  Colliery  Co 

Imperial  Colliery  Oo 
Chesapeake  Mining  Co. .. 
Chesapeake  Mining  Co. .. 
Chesapeake  Mining  Co... 

Montgomery  Coal  Oo 

Black   Band  Coal  &  Coke 

Co 

Black  Band  Coal  &  Coke 

Co 

Black  Band  Coal  &  Coke 

Oo 

Black   Band  Coal  &  Coke 

Oo 

Black   Band  Coal  &  Coke 

Co 

Coal    River    Lumber    & 

OoalOo 

Reynolds    Black    Band 

Coal  Oo 

Knickerbocker  Coal  Co.. 
Oleott  Coal  &  Iron  Co 
Caney  Fork  Coal  Mining 

Oo 

Davis  Creek  Mining  Oo.. 
Morris  Creek  Coal  Oo 


( lharleston. 
<  lharleston. 
( Miarleston. 
Charleston. 
Charleston. 
Charleston. 

Ash  Camp  . 

Ash  Camp  . 


National 


drift 

drift 
drift 
drift 


drift 

drift 
drift 
drift 
drift 

drift 


Standard 

Burnwell.   ... 
Bu ni we  11...   . 

Burnwell 

Hand  ley 

Hand  ley  . 

Hand  ley 

Montgomery 

Spring  Hill 

Spring  Hill  .. 

Spring  Hill  .. 

Spring  Hill 

Spring  Hill 

Oleott 


Hope  Salt  &  Coal  Oo 

Mason  City  Coal  Mining 
Oo 

The  Liverpool  Salt  A  Goal 
Oo 

Hartford  City  Salt  Co. ... 

Consumers  Coal  &  Mining 
Oo 

Consumers  Coal  &  Mining- 
Co 

Hanging  Rock  Coal  Oo. .. 

Beech  Grove  Coal  Oo 

Thos.  D.  Harris 


Oleott 
Oleott 
Oleott 


Charleston.  . . 

(lharleston. 

Montgomery 


Mason 

Mason 


Hartford  . 
Hartford. 


Spilinaii 

Spilman  . 
Hartford 
Mason 
Hartford 


Be  11  C  reek  Coal  Co  ...  Be  1  va . 

The  Columbus  Coal  Co    •■■  Vaughan. 
The  Columbus  Coal  Oo.  .    Vaughan. 
The  Cambria  Mining  Co.  Cambria 
Mi.  Oarmel  Ooal  <&  Ooke 

Oo Cambria 

The  National  Coal  A  Coke 

Co Cambria 


n  Abandoned,    a  Not  operated  since  Jan.  18,  1908,  on  account  of  question  of  owner- 
ship of  lease,    b  Idle  all  year,     c  Just  being  developed. 
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\.\Mt:    of    sipi:in.\Ti:\i)i'j\T,    name    of   mine    boss,    seams 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


Name  of  Superinten 
dent. 


W.  W.   Mucklow,   Gen.    Mgr. 

Quin   Morton 

Quia   Morton 

Q,uin    Morton      

W.  W.   Mucklow,    Gen    Mgr. 
W.   W.    Mucklow.    Gen.    Mgr. 


John    K.   Miner. 
John    E.   Miner 


J    A  .   Straughan 

Lee  Long. . .     

Lee  Loom' 

Lee  Long 

.1.    H.   Garter 

.1.    H.   Carter 

J.    H.   Garter 

s.  H .  Montgomery. 


('.    W.    lie j 

c.  \V.  Rogers.. 

O.    \V.    EtOg<   :- 

0.  W.  Rogers 
0.  W.   Rogers 

F.    H.   Palmer. 


H.  F.  Hanks  . 
H.  F.  Hanks  . 
F.  H.  Palmer.. 

F.  H.    Alcott 
F.  H.  Alcott  - 
James    !-  rasier 


D.  0.   Davies. 
c   J.   Ryan.. 


H.   F.  Smith. 
D.  B.  Newton. 

Hairy  Hart 


H.  E.  Spilman 
Howard   Robinson.. 

J.  Icenhower 

Thos.   D.  Harris 


c.  i,.  Wood 

Taylor  Hays.. 
Taylor  lla.\  -. 
Sllvanus  .lone- 


Name  of  M  ine  BOSS- 


Harry  .loll  n son 
.1  .    R.  Davis  .    .. 


John    I  Hum 

l>.   I..    Waters. 


R.   F.  Townsend 

R.   F.  'Townsend 

Edward  Foster... 

Joe  Seacrlst 

Thos.   Seacrlst .. . 

W.  A.  Otey 

Alex.  Thompson 

<  Jeo.  Walker 

Geo.  Walker. 
S.   P.  Johnson... 


Xante  of 

coal  Bed 

Worked. 


( loalburg. 

Eagle 

No.  2  Gas. 

No.  2.  (J as 
Coal  burs.'. 
Lewiston. 


W.   L.   Brady.. 
E.    G.  Sanford 
\V.   L.   Brady 
Thomas  Rogers 


Bl'k  Band 
Bl'kBand 
Bl'k  Band 
Bl'kBand 
Peerless 

E.  F.  Griffith Bl'kBand 

Win.  Olendenin. Bl'kBand 


Eagle 

No.  2  (ins. 

Goal  burg. 

Eagle. 

Eagle 

Eagle 

Kanawha 

No.  2 

Coal  burg. 
Kanawha 


Ft.  In 


4-0 

7-6. 
6  -  6 . 

3  -11. 


li  - 


furnace   .. 
2  Furnaces 


—  a 


3  fu  rnaces 
2  furnaces. 
furnace 


fan  . 


Thos.  Young-. 
B.  F.  Thome 


.lohn  Barker. 


F.    W.    Magrady 

Charles  Jasper.. 


H.    H.    Williams 
Bill   Potts 


Samuel  Edwards. 
Richard  Jenkins 


Frank   Wright 


James  Smith   . . 
Kobert   K  night . 

P.  F.  Daley 

John   Harris 


Bl'kBand 
Bl'kBand 

Bl'kBand 
Bl'kBand 
Kanawha 


Pittsburg 

Pittsburg 

Pit  tsburg 
Pittsburg 


4  - 
4  - 


4  furnaces 

fan 

fan 

fan 

fan 

fan 


fan   . 
fan  . . 

fan  . . 
fan 
fan    . 


furnace    .. 

furnace 
5  furnaces 
furnace. 

furnace. 


fan 


furnace. 
fan 


fan 

fan 


Pittsburg    4-6. 


Pittsburg  4-8 

Pittsburg  4  -  8 

Pittsburg  •">  -  0 

Pittsburg  4-6 


M.   S.  Taylor.. 
S.  H.    Patrick. 


A  .  J.  Boggs .  . . 
Charles  Green. 
L.  O.  Smith.    . 


( 'oalbtirg.  4-6 
No.  2  Gas.  4-6 
Coal  burg, 
Coal  burg. 


Ooalburg.    4  -  it. 
Ooalburg.    3-10. 


furnace. 

fan 

furnace, 
furnace. 

shaft.... 


fan 

furnace. 


furnace. 

fan 

furnace. 


'.ill 
58 
51 
lit 
106 
.VI 


No. 


440 
441 
442 
443 
444 
445 

446 

447 

448 
449 
450 
451 
452 
453 
454 
455 

456 

457 

458 

459 

460 

461 

462 
463 
464 

465 

466 
467 

468 

469 

470 
471 


473 

471 
475 

476 


477 
478 
479 


20 

32   481 


13   4 


82 
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No. 


483 

484 


485 

486 
487 
488 
489 
490 
4!tl 
492 
493 

493^ 

494 
495 


497 
498 
499 
500 
501 

502 

503 
504 
505 
5% 
507 

508 

509 

510 

511 

512 
513 
514 
515 
516 
517 
518 
519 


District. 


Fourth 


Fourth 


Fifth 


Fifth 


Name  of  Mine. 


Nicholas  Co. .  Con. 

Arminius 

Greendale 


Putnam  County 

Plymouth 


Manilla  

California 

Poeatalieo 

Big  Otto  No.  1. 

Big  ottoNo.s.  2  a  ;; 

Black  Betsey 

Oak  Forest 

Alpha ... 


Greenbrier  County 

Lost  Flat 


Raleigh  County 
Royal 


Lanark  No.  1 
Lanark  No.  2 


No.  3 

No.  1  

No.  2 

No.  4 

Wright  No.  1 


Kind 


drift 
drift 


drift 
drift 
drift 
drift 
drift 
2dfts 
drift 
slope 
drift 


Name   of  Company . 


Post office 
Address 


Arminius  Coal  Co. 
The  Gauley  Oo  — 


Scotford  . 
Vaughan. 


Plymouth  Ooal  &  Mining 

Oo Plymouth 

Plymouth  Coal  &  Mining 

Oo ]  Plymouth  

Plymouth  Coal  A  Mining 

Oo I  Plymouth 

The  Otto  Marmet  Ooal  A 

Mining  Co Raymond   City 

The  Otto  Marmet  Coal  & 

Mining  Co Raymond   City 

The  Otto  Marmet  Coal  & 

Mining   Oo Raymond   City 

Black  Betsey  Coal  &  Min-j 

ing  Co 'Black  Betsey  .. 

The    Oak    Forest    Coal    & 

Mining  Co Oak  Forest 

Alpha  Coal  Mining  Co —  Plymouth 


drift   Elk  Lick  Coal  Co .Rich wood 


Pack  No.  2. 


drift 

drift 

drift 

drift 
drift 
drift 
drift 
drift 

drift 


Piney  No.  1 drift 

Piney  No.  2 drift 

Piney  No.  3 idrift 

cPiney  No.  4 drift 

/'Stonewall  No.  1 — drift 

Stonewall drift 


Terry , 


Beckley 


Mabscott  — 

Oswald 

Sidney 

<  irnliam 

«C  ran  berry 
(/Prosperity 
Skelton  .... 
Sprague 


drift 

slope 

drift 
drift 
drift 
drift 
shaft 
shaft 
slope 
drift 


The  New  River  Smoke- 
less ( loal  <  'o 

The  New  River  Smoke- 
less Ooal  Co   

The  New  River  Smoke- 
less Ooal  Oo 

Raleigh  Coal  &  Coke  Co.. 

Raleigh  Coal  A:  Coke  Co. 

Raleigh  Coal  A  Coke  Co.. 

Raleigh  Coal  <&  Coke  Co.. 

The  Wright  Coal  &  Coke 
Co 

The  Wright  Coal  &  Coke 
Oo 

Piney  Coal  &  Coke  Oo  .... 

Piney  Coal  &  Coke  Oo  . . . 

Piney  Coal  &  Coke  Oo  .... 

Piney  Coal  &  Coke  Oo  — 

Stonewall  Coal  A  Coke 
Co 

Stonewall  Coal  A  Coke 
Co 

Stonewall  Coal  &  Ooke 
Oo. 

The  Beckley  Coal  A  Ooke 
Oo 

Mabscott  Ooal  &  Coke  Co. 

McKell  Coal   A  Coke  Co.. 

McKell  Ooal  &  Ooke  Oo.. 

McKell  Coal  A  Coke  Co.. 

Cranberry  Fuel  Oo 

Cranberry  Fuel  Oo 

Cranberry  Fuel  Co 

Cranberry  Fuel  Oo 

«The  Micajah  Ooal  &  Coke 
Oo 


Prince 

Lanark. .  .  . 

Lanark 

Raleigh — 
Raleigh.... 
Raleigh  . . . 

Raleigh 

Wright.    .  . 

Wright. . .. 
Stanaford  . 
Stanaford  . 
Stanaford . 
Stanaford 

Stonewall . 

Stonewall 

Stonewall . 

Wickham 
Mabscott  . 
Glen  Jean. 
Glen  .lean . 
Glen  Jean. 
Beckley  .. . 
Beckley  . . 
Skelton 
Skelton  . . . 

Beckley  .. . 


«  Just  being  developed.       b  Idle  all  year 
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NAME     OF     SUPERINTENDENT.     NAME     OF     M I \  E     BOSS,     SEAMS 

WORKED   AND  THICKNESS,  AND   TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent- 


( ,.  E.  Smith. 
.1.  Roy  Sharp 


\V.  0.  Mitchell 

W.  0.   Mitchell 

\V.  C.  Mitchell  ..... 
Edward  Schonebaum 
Edward  Schonebaum 
Edward  Schonebaum 
0.  B.  Worrell 


1).  L.    Thomas. 
Robert   G.  Gill 


\V.  \V.  Arms!  rong. 


John  B.   Laing 
John  Idling 


John  Laing 

R.  A.  McOlure.... 
R.  A.  McOlure.... 
R.  A.  McOlure... 
R.  A.   McOlure.... 


W.  Gaston  Caperton. 

W.  <  Jaston  < 'aperton. 

W.  W.  Mucklow 

W     W.   Mucklow 

W    W.  Mucklow 

\V.  W.    Mucklow 


I).  H.  Morton. 
1).  H.  Morton. 
I).  H.  Morton. 


W.  J.  Elgin.  ... 
F.  E.  Walker 
John  Maurice.. 
John  Maurice.  . 
John  Maurice. 
V.  A.  Miller.  ... 
V.  A.  Miller.  ... 
A.  I).  Oallihan. 
F.  K.  Walker... 


Name  of  M  ine   Boss. 


S.  W.  Smith. 
John  Kirby 


Joseph   Yirpin.  .. 

Joseph  Virgin  .. 

Joseph  Virgin. .. 

David    Santrock 

Andrew  Utt 

Robert   Fields... 

Geo.  W.  Oowley 

W'm.  Thomas   .. 
W.  H.  Kirk 


John  Burns 


David  Laing. 


Name  of 
Coal  Heel 
Worked. 


Ft.  In. 


-a 

2s 


Ooalburg, 
Ooalburg. 


Pittsburg 

Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 

Pittsburg 

Pittsburg 

Pittsburg 
Pittsburg 

Fire  ( 're'k 

Fire  Cre'k 
FireOre'k 


David  Laing. Sewell... 

Edward    Zwilling....     Beckley 
E.  B.  Thompson  . 
E.  B.  Thompson  . 
E.  B.   Thompson 


Win.    Hurt 


J.  A.   Davis.     . 

John  Hunt 

Win.  Orickmer. 
M    L.  McGuire. 


John  Lindley. 
Frank  Beard  . 


Frank  McHugh.  . 
David   Lindsey... 

Geo.  Olark 

(ieo.  (Mark. 
Geo.  B.  Smedley. 
D.  H.   Phelps 


Wm.  Jamison. 

W.  S.    Fink... 


4-1). 
3  -  6. 


;>  -  b. 

5-6. 

.".  -  6. 

5  -  8. 

6-0 

6-0. 

5  -10. 

3  -10 
6-0. 


0.. 


4-6. 
5  -  0. 

5  -  0. 
5  -  0 
5  -  0- 

3-8. 


Beckley 
Keck  ley 
Beckley 

Fire  ( 're'k 


FireOre'k;  3-4. 
Beckley  ..  4-6. 
Beckley  .  4-6. 
Sewell  —  4-6. 
Beckley  ..  


FireOre'k 

Sewell  — 

FireOre'k 

Sewell . . 
Sswell 
Sewell    . 
Sewell.. 

Sewell     . 

Sewell .. 
Sewell 
Beckley 
Beckley 


5-6. 
4-6. 

4  -  0. 
4-5. 
4-8. 

5  -  0. 
5  -  0. 

3  -10. 

4  -  J . 
3-8 
4  -  0. 


furnace, 
fan 


fan 

fan 

furnace, 
furnace. 

fan 

furnace, 
fan 


fan 
fan  . 


natural . 

natural. 

natural. 

fan 

fan 

fan 

fan 


fan 


furnace. 

fan 

furnace, 
fa  n 


furnace, 
furnace. 


fan 

fan 

furnace, 
furnace, 
furnace, 
natural  . 
natural, 
natural, 
natura.l . 


-  - 

—  ■*. 

-  o 

—  a 
55 


18 

■■z 

96 
-'3 

U8 

340 

l 

220 

24 
35 


69 
110 

55 


No. 


4s:i 
484 


485 

486 

487 

488 

489 

490 

491 

492 
193 

VS.;  .. 


5W   49  4 


495 

496 
497 
498 
499 
500 

501 

502 
503 
504 
505 
506 

507 

508 


510 
511 

512 
513 
514 

515 
516 
517 

518 

519 


142 


An  \  i   \i     liii'cnd    OF 


W.  Va. 


DIRECTORY  OF   THE    W/.\7>    /\    THE   STATE   OF    WEST    VIRGINIA 
FOR  THE  YE  VR  r.\  DING  71  \  E  80th,  ' 


No. 


.'.-.'i 


524 

525 

529 
531 

'    i 
- 


540 
54J 
542 

543 

544 

546 

546 

54; 
548 
549 

551 
552 
558 
554 

55; 

559 
560 
56] 

564 

570 
57] 


District 


c.r  Mine. 


Kind 


open- 
ing 


Sixth 


Sixth 


Sixth 


Lincoln   County 
Rochester  drift 

Lincoln  No.  I....        drifl 
Brown  Oitj 
Eden  Park  drift 


Logan    County 
Monitor  a     i. 

\\  •  ><  i«  I  

Gay 

Big  Greek 
island  t I  reek  No    1 
I  Bland  ( Ireek  No.  2 
Stone  Branch 

Logan 

oYuma  . 

Fort    Branch 

</  I'rudriit  ial 

./( lora  — 

■  1 ;  •  ■  \      

<?Odd  

oBthel  


Mingo  1  'ounty 

<  lam |i  Bra nch    ... 
H  agger  tj 

Alma 

lint  her  ford 


i:>  d  Jacket 
Marit  Ime. 
Lick  Fork.. 
1  irapi  \  in' 


No.  2 

No   -■•■: 

No.  3 

No.  l" 

Lynn 

Glen  A  In  m  No.  l 

Glen   Hum  No.  2 

No  1  an  N  o .  ] 

War  Eagle 

Pappoose 

Mephlsto 

Nns.  1  and  ~ 

Jackson 
(Jackson  N<>.  - 
No.  1 

No.  ~" 


2dfts 
drift 
drift 
drift 
drift 
drifJ 
drift 
drift 
drift 
drift 
drift 
drift 
drifl 
drifl 
drift 


Nam.  cf  1  loin  pa  II J 


iffice 
Addn 


Ftochester  Goal  Oo  Bran  shland  - 

( luyandotte  <  )qal  <  '"•  Branchland 

1  .ii.\  h  ii'ii't  te  <  '"a  I  Oo  Branchland 

Eden  Park  Ooal  1  lo  Huntington 


The  Monitor  Ooal  a  i  loke 

Oo 

The  '  ay  <  loal  a  Ooke  <«, 
1  naper  ( loal  a  1  loke  1  lo 

1  k  Ooal  <  lo 
U.  S.  Ooal  a  Oil  Oo 
1      S    '  loal  a  OllOo 
Stone  Bra  nch  1  '<>a  I  1  lo 
The  1  iOga  11  OoalOo       — 
The  Yuma  ( loal  a  ( loket  )o 

Fork  1  [ranch  Ooal  <  '<> 

Prudential  Coal  Min'g  Oo 
1  lora  1  loa I  a  Oi iki  Oo  .. 
Rex<  loal  Do 

Odd  Ooal  Co  

El  he!  Ooal  Oo 


Marvin     drift 


No.  1 
No    •' 

star 

Oedar  — 

Nos.  la nd  '-' 
( loallng  Stat  Ion.    , 
Williamson  No.  1  . 

^Williamson  No.  2 


drift    Pearl  < loal  M  Ining  « lo 
(i  rifl    Pearl  Coal  Mining  <  '•>... 
drift   Bel\  edere  1  las  <  loal  <  lo 
drift    Red  Jacket  1  lonsolldated 

1  loal  a  Ooke  Oo 
drift    Red  Jacket  1  lonsolldated 

1  loal  a  1  loke  Oo  

Led  Jacket  <  lonsolldated 

1  loa  1  a  1  loke  Oo         

drift    Red  Jackel   <  lonsolldated 

i  loal  a  1  loke  1  lo 
drift   Red  Jacket  Consolidated 

1  loal  a  Ooke  Oo 
drift  Thacker  Ooal  <S  <  oke  Oo 
drift   ThackerOoal  a  Ooke  Oo.. 
drift  Thacker  Ooal  &  Ooke  <  lo 
drift   Thacker  Fuel  <  lo 
drift    i,\  mi  ( loal  a  ( loke  I  >>. 

drift  <  Hen  Alum  Ooal  <  lo 

drift  1  Hen  \  lum  I  loal  '  'o 
.1  1  ill  Big  Splint  (  loal  1  lo 
drifl  War  Eagle  t  '<>ai  <  lo 
drifl  War  Eagle  Ooal  1  lo. 
drift    War  Eagle  Coal  00  . 

2dfts  Hatfield  Colliery  

drift  Oulross  Ooal  <  lo    

drift  1  lulross  ( loal  « lo 

Mate  Creek  Ooal  <  !o 
M  at<    1  reek  I  loal  t  lo 
Ma  r\  i  n  1  loal  Oo 
Ma  rga  ret   Mini  m-r  » lo. 
Margaret  Mining)  lo 

ll .  A.  Shaffer 

drift   1  ledar  I  loal  Oo 
2dfts  Merrimac  1  loal  a  i  loke  <  lo 
drift    Merrimac  '  loal  d  <  loke  Oo 
drift    WilliamM.n   Ooal   a    Ooke 

Oo 

Williamson    Coal   A   Coke 
Oo.  


i 

Logan 

Branch. 
Holden 

Hold-  11. 
Ston<   Branch. 
I  iOga  n 
Logan 
Logan 

ek  ... 
Logan 
Logan 

Logan  

Logan  


Dingess. 
Dingess 
Sprigg.. 


Red  Jacket 
Red  .1  1 
Thacki 


drift 
ilrift 


drift 

drift 

drift 


drift 


Thacker 

Edgarton  

Thacker  Mines 
Thacker  Mines 
Thacker  Mines 
Thacker  Mines 
Sheppard 
i  Men  A  lit  >  1 1 
Glen  Alum. ... 
Solan 

War  Eagle  •••   • 
War  Eagle 
War  Eagle. 
Borderland 

N  olan  

Nolan  

Mai.1  wan 

Ma  tewan 

Mat.  wan 
War  Eagle. 
War  Eagle. 

Wa  r  Eagle 

. 
mac 
Mi    rlmac 

Williamson  — 

Williamson 


a  .1  nst  be! ml'  deveh iped 


/  1. 11.  all  yea 
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NAME     OF     SUPERINTENDENT,     NAME     OF     MIXE     BOSS,     SEAMS 

WORKED  AND  THICKNESS.  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent. 


Name  of  Mine  Boss. 


P.  H.  delle Charles  Estep 

.1.  \V.  Lockwood,  Jr..  Lon  Reeves  .. 
.1.  W.  Lockwood.  .Jr..  Lou  Reeves 
F.  I).  Caldwell,  Pits. 


M 


gr- 


J.  E.  Barlow 
H.  S.  (Jay 
H.T.  Wilson.  Gf 

W.T.  Oliver. 

Paul  Hardy 

Paul  Hardy 

JoeLT.  Adams 

M.  Hall 

W.  H.  Barlow.     . 

O.  E.  Stafford 

S.  O.  Fisher 

O.  W.  Jones  . 
O.  E.  Kinzer 
Henry  Bowlen  .... 
Matthew  Hall. 


J.  F.  Kent 

.1.  F.  Kent 

Thos.  Thompson. 

\Y.  R.  Wilburn... 


W.  H.  Wilburn 
E.  C-  Lambert 


F.  O.  Lambert. 


E.  O.  Lambert. 

Samuel  Evans 

Samuel  Evans. 
Samuel  Fvans.  . . . 

Samuel  Evans 

Samuel  Evans. 

P.  P.  Flanagan.  Gen.  Mgr. 
Frank  McClo-kv 

W.  D.  Waltz 

Geo.  W.  Coffey.... 
Ceo.  W.  Coffey.... 
Ceo.  W.  Ooffey... 
John  F.  Williams. 

W.  J.  Fry    

W.  J.  Fry 

S.  T.  Lambert 

S.  T.  Lambert 

J.  A.  "Williams 
S.  W.  Perry  . 

S.  W.  Perry 

H.  A.  Shaffer 

J.  W.  Mitchell .... 
John  E.  Williams. 
John  E.  Williams. 


E.  M.  Stephens. 
Fred  KeHerman 
Arthur  Evans. 


T.  Kitchen. 
M.  Moore 

W.  Lax 

W.  Ooyle 
.  M.  White.. 


W.  Stephens. . 
.1.  R.  cassell.  . 


A.  Mitchell ... 
Ceo.  Castle. 
W.  H.  Adams, 


Wm.  Musser 


0.  J.  Adams . 
Elihu  Boggs  ■ 


A  ■  <  lopley  . 


.las.  Gent 

II    O.  Boyd 

Win.  Pontious.. . 

Wm    Pontious 

Leander Cox. 

I).  J.  Stump 

James  Hall 

T.  J.  Connelly.   .. 
Joseph  H.  ( Irav  . 

M.  F.  Booth 

J .  K .  ( loffey  . 

John  Earnest 

Coon  Ohilders 

Lee  Banfleld 

F.  J.  Rudy 

Joseph  Parks 

Joseph  Parks  . 
Ceo.  T.  Booth.  ... 
A.  O.  Williams... 
A.  C.  Williams  .. 
James  McBrayer. 
R.  Mitchell.... 
John  Newcom.  . . 
John  Newcom. ... 


W.  T.  Poole... Lee  Adkins 


Name  of 
Coal  Bed 
Worked. 


Ft.   In. 


Stockton.  7-0. 

Kanawha.  5  -  0. 

Kanawha-  5  -  0. 

Kanawha  3  -  0. 


Winifrede 
Winifrede 
Winifrede 
Kanawha. 
Winifrede 
Winifrede 
No.  2  Gas . 
Winifrede 
Winifrede 
Winifrede 
Kanawha. 
Winifrede 
Winifrede 
Winifrede 
Winifrede 


+L.  Kittan 
Lo.  Kittan 
Brownstown 

tThacker. 

Thacker.. 

Thacker.. 

Thacker. 


Thacker 
Thacker.. 
Thacker.. 
Thacker.. 
Thacker  .. 
Thacker 
Thacker. 
Thacker.. 
Winifrede 
Kittan  'ng 
Kittan  'ng 
Kittan  'ng 
Winifrede 
Winifrede 
Coal  burg  . 
M.  Kit  tan 
Thacker  .. 

Brownstown 
Thacker.. 
Thacker.. 
Lo.  Kittan 
Lo.  Kittan 
Lo.  Kittan 
Brownstown 


6-6 
5  -  8 
5  -  0. 

4  -  0. 

7  -  (». 
7  -  (t. 
4-2. 

5  -  II. 
7-0. 
4-8. 


W.  T.  Poole I Lo.  Kit  tan 


M.  Kittan 


•3  — 


furnace 
[ furnace. 

shafts 


furnace. 
furnace. 

furnace . 
furnace 
fan 

fan  — 
furnace, 
furnace . 
natural . 
furnace. 


4   -  6. 
4  -10. 


6  -10. 


furnace 

fan  —  . 

furnace 

fan 


fan 

fa  a 

furnace. 

furnace, 
fan  . . . 
furnace. 

fan 

furnace. 
natural . 

fan 

fan 

furnace. 

natural . 

natural. 

furnace. 

furnace 

furnace. 


furnace. 
furnace. 
furnace. 

fan 

natural, 
furnace, 
furnace. 
furnace, 
furnace. 

furnace, 
furnace, 


"5 
—  5 


°H 


No. 


61 

28 
72 
31 
72 
17H 
7.") 
in 
14 
12 


10 
33 
30 

134 

218 


97 

87 
116 

25 
152 

45 
30 

120 

23 

285 

19 
18 


10  520 

r,  :,:-'1 

522 
!■">  623 


524 
525 
526 
527 
528 
529 
530 
531 
532 
533 
534 
535 
536 
537 
538 


539 
540 
541 

542 

543 

544 

545 

546 
547 
548 
549 
550 
551 
552 
553 
554 
555 
556 
557 
558 
559 
560 
561 
562 
563 
.MU 
565 
566 
567 
568 
569 

570 

571 


+  Lo.  Kittanning  and  Thacker  are  the  same  seam. 
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No 


572 
573 

574 
575 
576 

577 
578 
579 

580 
581 


582 


583 
584 

585 
586 

587 
588 
589 
590 
591 
592 
593 
594 
595 
596 
597 

598 
599 

600 
601 
602 
603 
604 

605 
606 
607 
608 
609 
610 
611 
612 

613 

614 

615 

616 

617 
618 


District. 


Sixth 


Sixth 
rSeventh 


Name  of  Mine. 


Mingo  Co.,  Cont'd. 

Winif  rede 

SOoalburg 

Howard 

Ohattaroy 

Buffalo 


drift 
drift 
drift 
drift 
No.  1  ..        |d  rift 


Kind 

ol 
open- 
ing. 


Name  of  Company. 


Postoffiee 
Address 


No.  2 

Walnut  Hills  No.  1. 


Lingohocken 
"Warfield 


Wayne  County 
Nos.  1,  2  A- 3 

McDowell  County. 

Tidewater 

Bottom  Creek  — 


drift  |Goodman  Coal  it  (Joke  Co  Goodman. 

Goodman 
Ohattaroy 

Ohattaroy 
Ohattaroy 

Rawl 

Bawl 


drift 
drift 


drift 

shaft 


3dfts 


Peerless 
Empire. . 


Shawnee drift 

Eureka drift 

Pulaski .".  drift 

Keystone  No.  1 drift 

Keystone  No.  2 drift 

Big  Four drift 

Piney drift 

North  Fork drift 

Gilliam drift 

Roanoke drift 

Indian  Ridge drift 


drift 
drift 


drift 
drift 


Goodman  (Joal  &  Ooke  do 

Howard  Colliery  Go ' 

Ohattaroy  Oolliery  Oo j 

The  Buffalo  Collieries  Oo. 

Rawl  Coal  &  Ooke  Oo 

Rawl  Coal  &  Ooke  Oo 

The  Walnut   Hills  OoaKt! 

Mining  Oo ! 

liingohocken  Coal  Oo 

Wartield  Coal  Oo 


Naugatuck 

( 'hattaroy 
Kermit 


East  Lynn  <  loal  <  lo 


Arlington . . 
Greenbrier. 


Me  Dowel  I 
Ashland  No.  1. 
Ashland  No.  2. 

Elk  Ridge 

Lynchburg.     . 


Powhatan  — 
Upland  No.  1 . 
Upland  No.  2 jdrift 


drift 
drift 

drift 
drift 
drift 
drift 
drift 

drift 
drift 


Houston  No 
Houston  No. 
Orozer  No.  1 
Oro/.er  No.  2 
Turkey  Gap 


1 Idrift 

drift 
drift 
drift 
drift 


Norfolk 


Angle 

Lick  Branch 


Delta 

Sh  amok  in 
/'Rolfe 


drift 
drift 
» rift 


d  ri  i  i: 
drift 
drift 


Tidewater  Coab&  Ooke  Oo 

BoitomOreekOoal  &  ( loke 
Oo  

Peerless  Coal  &  Ooke  Oo  . 

The  Empire  Coal  &  Ooke 

I     Oo 

jShawnee  Coal  &  Ooke  Oo. 

Eureka  Coal  <fe  Ooke  Oo  .. 

Pulaski  Iron  Oo.    ... 

Keystone  Goal  it  OOke  Oo 

Keystone  Coal  &  Ooke  Oo 

Algoma  Ooal  A  Coke  Co 

Algonia  Coal  &  Ooke  Oo 

Algoma  Coal  it  Ooke  Oo 

Gilliam  Coal  it  Ooke  Co.. 

Roanoke  Ooal  A  Coke  Oo. 

Indian  Ridge  Ooai  &  Ooke 
Oo 

Arlington  Coal&  Coke  Co 

Greenbrier  Coal  it  Ooke 
Co 

McDowell  Ooal  A  Coke  Co 

Ashland  Coal  it  Ooke  Co.. 

Ashland  Coal  A  Coke  Oo. 

Elk  Ridge  Coal  A  Coke  Oo 

Lynchburg  Ooal  &  Ooke 
Oo 

Powhatan  Ooal  it  Ooke  Oo 

Upland  Ooal  &  Ooke  Oo 

Upland  Coal  &  Ooke  Oo  .. 

Houston  Coal  A  Ooke  Oo. 

Houston  Ooal  it  Ooke  Oo. 

Orozer  Ooal  &  Ooke  Oo  . .. 

Orozer  Ooal  &  Coke  Co      . 

Turkey  Gap  Ooal  &  Ooke 
Oo 

The  Pocahontas  Consoli- 
dated Oo 

The  Pocahontas  Consoli- 
dated Oo 

The  Pocahontas  Consoli- 
dated Co 

The  Pocahontas  Oonsoli- 
lated  Oo     

The  Pccrhontas  Consoli- 
dated Co 

The  Pocahontas  Consoli- 
dated  Co 


East  Lynn. . 

Vivian 

Vivian 

Vivian 

Landgraf 

Bckman 

iEckman 

Bckman 

Keystone.. . . 
Keystone.     . 

Algoma 

Algoma 

Algoma 

( Jilliam 

Worth     

Worth    

McDowell   . . 

McDowell. . . 
McDowell.. . 

Ashland 

Ashland 
Kyle 

Kyle 

Powhatan     . 

Elkhorn 

Elk  horn  .... 

Elkhorn 

Elkhorn 

Elkhorn 

Elkhorn 

Ennis 

Switchback 

Switchback 

Switchback. 

Switchback 

Switchback. 

Swi  tc!i  back 


/>  Idle  all  year.      "  .fust  being  developed. 
rSeventh  District,  S.  S.  Cooper,    Inspector. 
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NAME     OF     SUPERINTENDENT,    NAME     OF    MINE    BOSS, 
WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 
OF  INSIDE  EMPLOYES. 


SEAMS 


Name  of  Superinten- 
dent. 


Name  of  Mine  Boss. 


S .  V.  Harvey 

8.  V.   Harvey 

F.  L.  Schoew 

0.  F. .  Taber 

8.  V.  Preston  . ... 
Ohas.  S.  Trauson. 
Ohas.  s.  Trauson., 


A.  T.  Massey 

W.  P.  Buekwalker... 
W.  W.  cook. 


L.  A.  Garden . 


Samuel  Campbell 


S.  W.  Patterson. 
R.  Y.  Luther  .... 


Wm. 
P.  P. 
L.  K. 
Perci 

J.  K. 
J.  K. 
Wm. 
Wm. 
Wm . 
P.  P. 
W.  0 


D.  Ord 

Flanagan 

Tierney 

val  Johnson: 

F.  Steele  .... 
F.  Steele    ... 

J.  Beury 

J.  Beury 

J.  Beury 

Flanagan . ... 
.  Fas  ley  .   . . 


A.    D.  Rice 

P.  P.  Flanagan. 


.Tairus  Collins . 
T.  H.  Cooper. 
T.  J.  O'Neil... 
T.  J.  O'Neil... 

L.  E.  Tierney. 


L.  E.  Tierney 

L.  E.  Tierney 
John  J.  Lincoln. 
John  J.  Lincoln.  . 
Benjamin  Lewis. 
Benjamin  Lewis. 
James  R.  Bailey. 
James  R.  Bailey. 

W.  H.  McQuail.. 

James  E.  Jones.. 


James  E.  Jones. 


James  E.  Jones.. , 
James  E.  Jones.. . 
James  E.  Jones.. . 
James  E.  Jones.. . 


S.  V.  Harvey. 


R.  G.  Clayton.. 

E.  Burk 

C.  D.  Jefferson 
T.  W.  Phillips.. 
T.  W.  Phillips.. 


Albert  McKinney. 
Lee  Honaker 

O.   M.   Price 


L.  A.  Garden . 


Samuel  Campbell. 


F.  S.  carroll... 
Thos.  Weldon. 


T.  R.  Barnett... 
J.  P.  Mead  well, 
c.  < '.  Hughes... 
J.  M.  Shank.... 
John  Murray.. . 
John  Murray.  . . 
M.  F.  Hensley.. 
M.  F.  Hensley. 
M.  F.  Hensley. 

John  Yost 

Wm.  Marshall.. 


H.  Taylor 

.I.e.  Campbell  ... 

( '.  W.  Atkinson.  . 
James  Devenny. . 
T.  N.  Daugherty. 
T.  N.  Daugherty 
James  Hudson. . . 


Thos.  Fitzimmons. 

A   J.  Dalton 

J.  A.  Grantham. . . . 
J.  A.  Grantham. . . . 

t ).  Kershaw 

J.  S.  Woodyard 

J.  F.  Terry 

George  Guy 


J.  P.  Johnson 

R.  S.  Whitehead 
R.  S.  Whitehead. 
J.  K.  Whitehead. 
J.  K.  Whitehead. 
A.  O.  Cooper 


Name  of 
Coal  Bed 
Worked. 


Winifrede 
Coalburg . 
Winifrede 
Winifrede 
Winifrede 
Lo.  Kittan 
Brownstown 

Lo.  Free.. 
Winifrede 
Lo.  Kittan 


Winifrede 


Poca.  No.3 


Poca.  No.3 
Poca.  No.3 


Poca.  No. 
Poca.  No, 
Poca.  No. 
Poca.  No, 
Poca.  No. 
Poca.  No. 
Poca.  No. 
Poca.  No. 
Poca.  No. 
Poca.  No. 
Poca.  No. 


Ft.  fn, 


Poca.  No.3 
Poca.  No.3 

Poca.  No.3 
Poca-  No.3 
Poca.  No.:) 
Poca.  No.:; 
Poca.  No.3 


Poca.  No  3 
Poca.  No.3 
Poca.  No.3 

Poca.  No.3 

Poca.  No.3 

Poca.  No  3 

Poca.  No- 3 

Poca.  No.3 

Poca.  No.3 

Poca.  No.|3 


6  -  2. 


6  -  0. 
6-0. 
4  -  9. 
4  -6. 
3-8. 


3  -  C». 


6  -  0. 


6  -  0. 

6  -  0. 


5  - 


5  c 

> 


furnace. .. 
furnace. 
furnace. .. 
furnace. .. 
furnace. 
furnace.  , 
furnace. .. 

furnace.. . 
furnace. .. 


furnace. 


3  fans. 


fan . 
fan . 

fan . 
fan . 
fan  . 
fan . 
fan. 
fan  . 
fan 
fan  . 
fan . 
fa  n . 
fan  . 

fan  . 

,  fan . 


Poca-  No- 3  7 

Poca.  No.3  7 

Poca.  No.3  7 

Poca.  No.3  7 

Poca.  No.3  8 


8  - 


fan.... 
3  fans. 
fan  — 

fan 

fan  . ... 


8  -  0. 
7-6. 
7  -  6. 
7-6. 
7-6. 
7  -  6. 
5  -  6. 


fan. 
fan. 
fan  . 
fan . 
fan . 
fan . 
fan . 
fan. 

fan. 

fan. 

fan. 

fan. 

fan. 

fan. 


y  o 
-,  a 

—  - 

S3 


No. 


U 


110 

105 

100 

220 
103 
130 
220 

170 


150 

110 

75 

129 
90 

105 

242 

223 

120 

140 
103 

120 
190 
174 

275 

450 

250 
225 

250 


572 
573 

m  i 

575 
576 
577 
578 

579 
580 
581 


582 

583 

584 
585 

586 
5S7 
588 
589 
590 
591 
592 
593 
594 
595 
596 

597 

598 

599 

600 
601 
602 
603 

604 
605 
606 
607 
608 
609 
610 
611 

612 

613 

614 

615 

616 

617 

618 
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No. 


District 


Name  of  Mine. 


Kind 
ol 

open- 
ing 


of  Company, 


Add 


619 
620 
021 

624 

630 
631 

634 
635 
636 


64J 
642 

644 

645 

646 
647 

649 

65] 
652 

654 

655 

656 
651 

658 


Seventh 


McDowell  Co  ,   Cob. 

ee drlfl 

Elkhorn drlfl 

Olrrus slope 

Big  Bandy drlfl 

Marytown    drift 

.1.  B.  B.  No.  1 drift 

J.  B.  B  ...  drift 

-.1.  B.  B    No  '■' drift 

.......  drift 

anch  drifl 

Oambrid    ■  <  1  ii r i 

No.  1   or  Blackstone  drift 

drift 

drift 

drift 

drift 

drift 


Maybeury. 
Big   Four. 
Big  Sandy. 
Marytown 


No.   2    or    Davy   Crockett 
No.  3  or  Helena 

.   - 

SHenritz    

i  reek 


Antler. 

Xo.  1 .  .. 


drift 
drift 

-haft 


No.  4  .. 
No.  •") 
i 

No.  3 
No.  8... 


Mohawk    

Welch  .... 
Hemphill  

!  inn  oi-  No.  1 

Met  llaren  i 

/•  ii  i  i  h   NO.  1 

Zenith   No.  3 

No.  l  

Elkhorn  


cDixon- . 


No.  l 


No 


Marytown  . 

Twin  Bram 

Marytown 

Twin  Branch.. 
Twin  Branch.. 
Rodenfleld 


Hall 

jville. 
Halls1 
Hallsville. 
Hallsville 


The   Pocahonta  i  Oo 

dated  Oo Switchback. 

Elkhorn    <  loa  I    &  Oo  k  e 

Oo.. 
t  llrrus  Goal  &  Ook< 

■  ial  &  Ooket  lo 
dy  Coal  &Ooke  Oo 
Jewett,  Bigelowd  I 

Oolllefiea  Oo 

Jewel  I  Brooks 

( 'ol  l  leries  <  lo 
jewett,  Bigelow  & 

Oollie 
Maher  Goal  &  <  lo]  ■ 

iranch   M  Ining  <  )o. 
Vaughan  Coal  <S  < 
Superior-  Pocahontas  (  oa ! 

lor-  PocahontasOoal 

Oo 

ir-Pocahon 

Superior-Pocahontast  loal 

ir  Pocahontas)  loal 

OO...! 

Short  Greek  Goal  &  Ooke 

Oo  

Pocahontas  « lollii 
Antler  Ooal  • 
United  States  Ooal&  Ooke 
. 
drift    United  StatesOoal  &Ooke 

drifl    United  States)  loal  &Ook< 

ited  StatesOoal  &Ooke 

Oo  

drifl    United  StatesOoal  AOoke 

Oo 
drift   United  StatesOoal*  Goke 

Oo 
drlfl    i  nited  States  Coal  &  Ooke 

Oo  

drlfl    I   nited  Stati  sOoal&Ooke 

i    ■ 
drift    Mohawk  Ooal  &  OokeOo. 
drifl    Welch  Ooal  «  Ooke  I  o. 

.  elch  coal   a  Ooke  Oo. , 

drift   '  >regon  Ooal  Oo  

drift   i  irepron  I  loal  Oo 

drift    Zenll  h  Goal  &  Ooh     Oo  . 

drifl   Zenith  Ooal  &  « loke  Go.. 

oal&OokeOo    , 
- 1 1 : 1 1 1  The   M  i.i.i  I.-  Stat 



H xon  -  Pocahontas    Fuel 

Oo 

o 
diiii    Virginia  Pocahontas*  lea! 



drift    Virginia- Pocahontas  ( loal 

Oo  


Lawre 

-  Va 


Gary  .. 
( lary 
Gary . . 
<  lary 

i  .ary 




Mohawk.. 
Welch  ... 
Welch  ... 
Hemphill 
Hemphill 
t  Irumpler 
( Irumpler 
I 


( tlmsted 


Vivian 


<  loal  wood. 
i  loal  wood 


a  id  le  all  yean 


loned. 


Jusl  b  oped. 


1906] 


Chief  Mine   ' 
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NAME     OF    SUPERINTENDENT,     NAME     OF     MINE     B(  IMS 

WORKED  AND  THICKNESS,  AND  TOTAL   NUMBER 

OF  INSIDE  EMPLOYES. 


Name  °de8ntPerlnten" 


James  E.  Jones. 


R.  S.  Ord. 
James  F.   Brophy 
D.  M.  Wood 

D.    M.   Woody 


D.   M.   Woody 

J.  E.   Rhodemyre. 


Ellis  Shi  'oca.  No 

L.  IS.   Holliday...    -  Poca.  No. 

James  II.  Brumfleld  ..  Poca.  No. 

John  Short Welch  ... 

. '.  P.  Woody We] 


Mall • 

M,  J.  Brogan Welch 

D.  M.  Wood  v \\ 

.1 .  E.  Rhodemyre.         Wm.  McBrayer V 

.1.   K.  Rhodemyre r.  T.  Woody \\ 

M.  Hall II.  O.    Hall \V 

W.  B.  Honaker s.  s.  Harris Welch 

P.J.Riley Lane  Hubbard Welc 

0.  W.  Klester Laf.  MeGuire Welch 




James  Johnston rohn  R.  Brown Welch  .., 

Wm    Leckie :..  Edwin  Jones- Poc 

JamesA.  Henchey..      II.  Shephard.. \\  • 

M.  McParland. Peter  McLinden v  !' 

'   Pi 

Michael  Connelly —    J.J.  Sharfeneker. 

F.  E.  King M.  P.  Bra 

.Tames   Home G    Cameron 

.lames   Eorne     0.   Reedy... 


J.  V.  Rhodes.. 
A.  j.  Stewarl 


J.  L.  Mullen 
i  Jastle 


M.  TT.  Listen Morris Nearis 

w.  T.    Hetherman         Wm    Farney 

0.  A.  Devenny To.'in  Perdue. 

W.  T.  Spice 

W.  B.  Honaker s.  s.  Harris.. 

W.  B.  Honaker s.  S.  Harris 

s.  s.  i  loffman I.  M.  Watt 

s.  s.  Ooffman I.  M.  Watt 

Wm.  A.  Moore        ....  J.  A.  Gallimore 

(   .   K.  F.  Burnley     ... 


J.  P.  Davis. 
Pease  Wells. 


Aaron  Collier 


Frank  Yost 


Pease  Wells 
J.  W.  Alley 


Aaron  Collier .1 .  W.  Alley 


148 


Annual  Report  of 


[W.  Va. 


DIRECTORY  OF   THE  MINES  IN   THE   STATE   OF  WEST   VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  30th,  1906. 


No 


659 
660 
661 
662 
663 
664 
665 

666 
66r 
668 
669 

670 

671 


673 
674 
675 

676 


678 
679 
680 

681 
682 

683 


685 


686 

687 


District 


Seventh 


Seventh 


Name  of  Mine 


McDowell  Co. 
No.  3 


Con. 


No.  4... 
No.  1... 
No.  1% . 
No.  2... 
No.  3  .. 
"Jed  . . . 


Mercer  County 
Mill  Creek... 

Ooaldale   

Buckeye  

Oaswell  Oreek 


SSagamore  . 

Reliance  .  ... 


1, 


Louisville  Nos 

&3 

Goodwill 

Pinnacle  North. .. . 
Pinnacle  South.  .  . 
Crane  Oreek  No.  1 

Crane  Creek  No.  2. 


Kind 


open- 
ing 


drift 
drift 
drift 
drift 
drift 
drift 
shaft 


2dfts 

drift 
drift 

(ifts 

drift 


Name  of  Company. 


Virginia-  Pocahontas  Ooal 

Oo 

Virginia-  PocahontasOoal 

Oo 

New  River  &  Pocahontas 

Consolidated  Coal  Co.. 
New  River  &  Pocahontas 

Consolidated  Ooal  Co.. 
New  River  &  Pocahontas 

Consolidated  Ooal  Oo. . 
New  River  &  Pocahontas 

Consolidated  Ooal  Co.. 
Jed  Ooal  &  Ooke  Co 


Cry. still 
Thomas    .  . 
Weyanoke 


Spring. . . . 
Piedmont . 
No.  1....     . 


Hiawatha  . 
Smokeless 


Pawama 
<  lephu  ■ . 


3dfts 
drift 
drift 
drift 
drift 

drift 

drift 
drift 
drift 

drift 
drift 
drift 

drift 

drift 


drift 
drift 


Mill  Creek  ( 'oal  &  Coke  Co  Coopers. 
Mill  Creek  Coal  &  CokeOo  Coopers. 
Buckeye  Coal  &  Coke  Oo.  Bramwell 
The  Pocahontas  Oonsoli 

dated   Co —  Switchback. 

The  Pocahontas  Oonsoli 

dated  Oo Switchback. 

Booth-Bowen  Ooal  &  Coke 

Co Freeman 


Postoffice 
Address 


Ooalwood. 
Coalwood. 
Berwind .. 
Be  r  wind.. 
Berwind.. 


Berwind. 
Welch  ... 


Louisville  Coal  &  Coke  Co 
Louisville  Coal  &  CokeOo 
Pinnacle  Coal  &  Coke  Oo 
Pinnacle  Coal  &  Coke  Oo 
Orar«3  Creek   Coal  &  Coke 

Co. 

Orane  Creek  Coal  &  Ooke 

Co.     

Crystal  ('oal  A:  Coke  Co.. 

Thomas  Coal  Oo 

Weyanoke  Ooal    &   Coke 

Co 

Spring  Coal  Mining  Oo. .. 

Piedmont  Colliery     

Wenonah  Coal   &    Ooke 

Co 

Hiawatha  Ooal  &  OokeOo 
The  Smokeless  0  oa  1    & 

Ooke  Oo ... 

Pawama  Coal  &  Ooke  Co. 
Oephus  Coal  Co 


Goodwill  . 
Goodwill . 
MoOomas. 
McOomas. 


McOomas. 


McOomas. 

Godfrey 

McOomas. 


Giatto  

Springton.. . 
Widemouth. 


Dott 

Hiawatha 

Hiawatha. 
Matoaka.. 
Godfrey 


i  Just  being  developed.        l>  idle  all  year. 


190G] 


Chief  Mine   [nspi  i 
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NAME    OF    SUPERINTENDENT,     NAME     OF    MINE     BOSS,     SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL   NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent . 


Aaron  <  lollier 
Aaron  Collier 
I.  Epperly  — 
L.  Epperly. .. . 
T..  Epperly.   . 


L.  Epperly.  .. 
i  teo.  Brymer. 


.lame-  i-:.  Jones 

.lames  E.  Jones. 


Harry  Bo  wen  — 

Jairus  ( 'oil ins 

Jairus  Oollins. . . 

Calvin  Shoekey.. 
Oalvln  shoekey. 

Calvin  Shoekey. 

Calvin  Shoekey.. 
R.  E.  Baldwin... 
W.  .1.  Pritchard. 

R.  D.  Patterson. 
Roger  Martin.. 

Jairus  Collins  . .. 


T.  J.  Vandegrift 
J.  0.  Lovern.. 

<  ).   N     Moomau  . . . 

J  .  C.  Stras 

YV.   A.   Thornhill. 


Name  of  .Mine  BOSS. 


J.  W.  Alley 

J.  W.  Alley 

H.J.  Reid 

H   J.  Reid 

James  Johnson, 
.lame-  .Johnson. 


Name  of 
Coal  Bed 
Worked. 


II .  W.  Rawson <;.  s.  Smith. 

H.  W.  Rawson Thomas  Williams. 

JO.  Pack.. T.  II.  William>  .... 


Thos.   Brazeal. 


Benny  Bray 


Poca  No.3 
Poca.  No  3 
Poca  No.3 

I 'oca  No.3 
I 'oca.  No.3 
Poca.  No.3 


Poca.  No.3 
I'oea.  No.3 
Poca.  No.3 

I'oea.  No.3 

Poca.  No.3 

Poca.  No.3 


Ed.  Buchanan Poca.  No.3 

Ed.  Buchanan Poca.  No  3 

I  ■  L.  Dewese. I'oea.  No.3 


Ft.   In. 


5  -  0.. 

6  6 

5  -  0.. 
5  -  ().. 
5  -  0.. 
5-0.. 


4  -  6. 


J.  L.  Dewese. 


5.. 


-  cj 


furnace, 
furnace. 
Furnace. 

furnace, 
furnace. 


~     P, 


SH 


3  fans. 
2  fans. 
fan ... . 


fan  .. 


fan. 


I'oea    No.3    4 


fan  . 
5  fan . 
8 . .  fan . 

8..  fan  . 


J.  II.  Frankenfleld...   Poca.No.3    l  -  I 


J.  H.  Frankenfleld. 

(ieo.  Foster 

Jane,  Hughes 


Poca.  No.3 

I'oea  No.3 

•  Poca.  No,3 


James  Barrowman . . . .  Poc'a.No.3 

M    H.  Honaker I'oea. No.3 

!■:■  0,  Ring Poca.  No-3 


J.  H.  Bragg.. 

J. O.  Love ru 


W  s.  Munsley  .. 
J  .  W.  Young-.  . .. 
W   A.  Thornhill. 


Poca- No.3 

I'oea.  No.3 

I'oea.  No  3 
I'oea.  No.3 
I'oea  No.o 


8.    fan. 
8..  fan 
6..  fan. 

8  fan. 
4  fan. 
4     fan. 


4  -  0. 


fan . 
fan  . 


'>■    stack 

<>..   furnace.  . . 
5     furnace. 


145 
175 

115 

275 


133 


135 
L42 


14'J 

82 
'J5 

75 

56 

31 

37 

22 
30 
13 


No, 


659 

660 
titil 

663 

664 
665 


667 
668 


670 

671 

672 
673 
674 
675 

676 


680 
681 
682 

683 
684 

685 
686 


ACCIDENTS. 


1906] 


Chief  Mink  Inspector. 
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FATAL  ACCIDENTS,  BY  CAUSES,  IN  WEST  VIRGINIA,  18S8  TO  1906, 

INCLUSIVE. 


Year 

2°°' 
*  ?  -.o 

6 

ending 

co 

Year  ending  June  30th. 

CAUSES. 

De<;.  31st 

+?m 

to  oj 

N 

•     £ 

d 

o 

<* 

.-j 

SO 

i^- 

.*> 

33 

■N 

Z-: 

.- 

C3 

30 

j 

j. 

x 

X 

30 

a 

X 

A 

X 

i. 

X 

33 

Eh 

Dlh 

Falls  of    roof, 

coal,  etc 

17 

Ifi 

4 

27 

It 

31 

22 

27 

.VI 

49 

51 

48 

47 

6. 

64 

61 

76 

vo 

96 

95 

Ki.. 

99 

1,134 

59.59 

3 

4 

2 

2 

2 

4 

6 

8 

6 

12 

8 

7 

12 

i;; 

15 

20 

23 

19 

23 

28 

26 

24iJ 

12.77 

3 
23 

39 
3 

|s 

2 
31 

4 

13 

g 
2 

27 

5 

5 

3i; 

o 
1 

36 

5 
5 

72 

4 
59 

12 

8 

83 

1 

8 

65 

2 
6 

62 

2 
6 

4 

8 

89 

57 

8 

29 
5 

i 
11 

32 
12 

12 
10 

39 

lit 
29 

367 
159 

19.29 

Other 

30 

8.35 

Totals 

141 

13(1 

120 

L59 

L40 

194 

268 

1.903 

100.00 

*  No  report. 

f  No  report  for  1st  mining  district. 


FATAL    ACCIDENTS    INS  WE    AND    OUTSIDE    FROM    1S83    TO    1892. 

INCLUSIVE. 

Inside. 


CAUSES. 

03 
X 

17 
2 

<co 

X 

z 
a 

.0 

X) 

X 

16 

1 
3 

to 

X 

X 

4 

1 

39 

X 

X 

t- 

CO 
X 

•  >- 
•> 

- 

- 

X 
X 

9 

- 

r. 

X 

21 

1 

2 

24 

3! 
X 

22 
2 
4 
1 

29 

N 

~. 

X 

27 
5 
1 
1 

1 

35 

■x 

-^> 

0 

S  § 

0  CO 
Cm 

143 
14 

47 
4 

5 

67.14 

6.57 

22.07 

1.87 

0 

a 

20 

44 

2 
31 

2 

11 

2  35 

19 

Totals 

213 

100  00 

Outside. 


i 

a 

c<> 

CAUSES. 

^ 

- 

- 

•_  OB 

OS 

x 

CO 

CO 

/ 

/ 

_. 

.--. 

o>  c3 

CO 

/ 

Eh 

9 
g 

10 

Ph 

1 

°4 

3 

1 
1 

2 

1 
1 

1 

2 

2 
5 

1 

42.86 

9.52 

47.62 

Totals 

1 

3 

-1 

9 

:; 

7 

1 

31 

100.00 

*The  accidents  are  for  the  18  months  from  January  1st,  1887 
f  Accidents  reported  for  2nd  District  only. 


to  June  30,  1888. 
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FATAL    ACCIDENTS,    INSIDE  AND   OUTSIDE,    t898    TO    1902,   INCLU- 
SIVE. 
Inside. 


CAUSES. 

CO 
T. 

'. 

54 
5 

— 
r. 
/ 

19 

4 

.- 

r. 
r. 

51 

9 

■z 

X 

(8 

I 

/ 

47 
6 

/ 

S3 

/ 

67 

H 

1 
1 

r. 
c. 
/ 

64 

1 

8 

01 
11 

6 

1 

2 
133 

1 

0 

- 

76 
11 
10 

19 
1 

1 

1 
121 

7;i 
13 

'"7 

"ii 

110 

596 
76 

71.12 

61      7.2* 
60      ■    i« 

B 

15 

1 

1 

2 

2 

1 

7 

33 

838 

"i 

1 

.24 

12 

1  - 
79  58 

2 

a 

60 

1 

1 

- 1 

2 

f,7 

2 

3.93 
100.00 

Totals 

Outside. 


■ 

■-. 
~. 

X 

5 

38 
g 

in 

r. 

3 

•■c 

-. 

X 

35 
A 

2 

30 

— 
J- 

9 

1 

- 
r. 
/- 

6 

1 

5 

CO 

9 

& 

- : 

■J. 

3 

Eh 

i 

a 

I  s 

- 

10 

i 

70 

82.86 
2.84 

1  42 

1 

1 

4 

2 

7 

2 

1 
1! 

1 
:-• 

10 

2  86 

5 

2 

4 

Ki.o 
100.00 

8 

9 

FATAL    ACCIDENTS,    INSIDE   AND    OUTSIDE,    1903    TO    1906,    INCLU- 
SIVE. 

Inside. 


OAl 


Falls  of  coal,  roof  ami  slate 

Mine  ears  

Explosions  of  gas 

Explosions  of  dust,  powder  and  shots 
Mules. 


Mine  machines 

Motors    

Locomol  Lves 
Miscellaneous.   . 


16 

4 
109 

1 
1 
5 

1 
It 

Totals.. ■■ 147    123    176   250 


96     95 
12     12 

24 


56.75 

4.60 
23.56 

.  13 

.43 

1.15 

.43 
4.31 


696    1' 


Outside. 


CAUSES. 

s 

11 
1 
1 
4 

s 
10 
8 

s 

10 

1 

7 

- 

c 
'— 

38 
2 
3 

22 

s  • 
i  * 

9  zf 
i 

- 

Cars  

58.46 

4.62 

33.84 

2 

3 

Miscellaneous 

Totals 12 

17 

18 

is 

65 

100.00 

[\V.   Va. 


WINQ  THi  !  KI1  LED  WS1 

1,0  >&    l\    00 

)HIO  AND   W  l. 
\OINIA   FOR 


*0.     of 

Ins 

li 

Bide 

1  Uvea 

r   1..IKHI 

Knil 

HI 
•      lit 

176 

4 .  T.i 

1.4] 

Year  19 

la 

6.11 

3  - 

-_: 

r  = 
— — 

Total  Ton 

Goal 

,-  - 

v  —-  5 

z  a   ■ 

Prodi 

-- 

•—  i  - 

n  £  O 

y  - 

z  —  - 

T-'t  — 

a  &e 

■2 

378,312 

111 

3,62 

1 

196,074 

196,074 

1 

1 

in 

101,768 

1,199 

1,052 

160 

111,061 

101,768 

. 

5,809 

1 

540  U't 

540,147 

3 

a 

. 

1   142 

569, 143 

1,057,800 

i 

11.36 

66,087 

66,087 

6.91 

117,688 

811 

7,6 

34 

1 

108,420 

896 
891 

798 
868 
687 
780 

4,086.102 

108, 120 

"l 

I.--: 

L55  114 
411,883 

349,888 

15  B0] 

1,719 

1,091 
1,144 

14.914 

Mr  i  lowell 

16 
86 

.',  15 
11  71 

169,701 
77,886 

7,808,684 

8,088,460 

For  i  he  State 

250 

6.11 

14K.M4 

919 

:?7.^t?:?.474 

1906] 


Chief  Mine  Ins  pectob. 
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TABLE  SHOWING   THE  NUMBER  KILLED   INSIDE   OF   THE  Mil 

BY  FALLS  PER  EACH  1,000  PERSONS  EMPLOYED  INSIDE  OF 
THE  MINES  IN  THE  STATES  OF  OHIO,  ILLINOIS,  PENNSYL- 
VANIA AND  WEST  VIRGINIA,  FROM  1897  TO  1905,  INCLUSIVE. 


Ratio  Killed  by  Fulls  of  Goal,  Slate  and  Roof  per  1000 
Inside  Employes . 

YEARS. 

Illii 

Peng 

Bitumi 

nous 

Mine-. 

Anthra- 
cite 
Mim 

West 

inia. 

1897 

1.01 

1.52 
1.52 
1.38 
1  59 
2.13 
2.26 
•1.98 

1 .  52 
1.36 
1.54 
1.41 
1.43 
1 .  12 
1.65 

1.49 

1.50  '             2.13 
L.92               2.04 

2.75 
3.60 



1899  .                                        

2.18 
1.79 
1.95 
2.02 
1.92 

2.19 

2.45 
1.86 

1.18 

2.16 
2.53 

L900    

1901 

:.'  79 
2.95 

1902 

2.90 

1903 

1904 

1905 

1.66 

1.46               1.91               2.08 

2.96 

1906 

DETAIL  OF  LIVES  LOST  PEL'   TONS   OF  PRODUCTION. 

No.  of  mines  Avhere  fatal  accidents  occurred 122 

No.  of  lives  lost    268 

No.    of    lives    lost    inside 250 

No.  of  men  employed  inside  mines  where  fatal  accidents  occu 

inside    12,226 

No.  of  tons  of  coal  produced  where  fatal  accidents  occurred  in- 
side    12,252,672 

Tens  of  coal  produced,  per  each  life  lost,  in  mines  where  fatal 

accidents  occurred   inside    49,011 

Tons  of  coal  produced  per  each  life  lost  in  State,  all  mines  and 

tonnage   included    139,565 
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English  
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A  ust  ralian 

Russian 
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Unknown 

"3 
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NATIONALITIES    OF   PERSONS. KILLED    AND    INJURED— 1906 


NATIONALIT]  KS. 

Fatal 

Non 

Totals 

89 
63 

29 
20 
14 
14 
9 
4 
4 
3 
2 
1 
1 
1 
1 
1 
1 
1 

161 

41 
Vt 

7 
1 

10 

250 

99 

Italian 

Til 

Polish 

21 

15 

11 

14 

4 

Welsh  

;s 

:; 

3 
•> 

T 

5 

1 

4 

3 

g 

Litvltch 

1 

Greek  

i 

1 

11 

1 

French 

a 

i 

10 

21 

268 

•299 

567 

AGEs    OF  PEh'SOXS   KILLED   AX  D   IXJURED—lU'h. 


AGES. 

Fatal 

Non-fatal 

Totals. 

7 

3 

3 

5 

4 

7 

8 

56 

53 

39 

31 

15 

10 

4 

5 

18 

6 
6 
12 
15 

6 
2(1 
51 
59 
38 
24 
23 
13 
8 
o 

9 

14 

L6     "        

9 

\; 

is     "       

19 

19     "        

13 

20     " 

28 

20    "       to  25  years, 

HIT 

25     "        •  ■  30      " 

30 

112 

30     "        "35 

35     "        "40       " 

40     "         "45       " 

35 

40 

45 

<  • 
55 
38 

45     "        "50       " 

50 

23 

50     "         "55       " 

12 

55     "        "60 

60  

Unknown 

o- 

.? 

268 

299 

567 

1G2 
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TABLE     SHOWING     THE     CAUSES     OF     FATAL     AND     NON-FATAL 
ACCIDENTS,  AND   THE  NUMBER  AND  PERCENTAGE 

BY   EACH    CAUSE— Will]. 


CAUSKS. 


Fall  of  roof 

Fall  of  coal 

Fall  of  coal  and  roof 

Mine  cars 

Explosions  of  gas 

Explosions  of  dust 

Explosions  of  powder  .... 

Explosions  of  gas  and  powder 

Explosions  of  gas  and  dust 

Explosions  of  dust  and  powder 

Explosions  of  dynamite 

Powder  smoke  and  gas  combust  ion 

Premature  explosions 

Blown-through  shots 

Blown-out  shots 

Incandescent  lamp  exploded 

Ignition  of  powder  smoke    

Mine  fires 

E  lectrlc  motors 

Electrocuted  

Oven  larry  . . : 

Oage 

Fell  down  shaft  

Lump  of  coal  on  incline 

Animals 

Machinery  on  tipple 

Mine  machines 

Railroad  cars 

Monitors  collided 

Mine  locomotives r 

Clothes  caught  fire 

Mine  pumps 

Endless  rope 

Struck  head  against  roof 

Slate  dump 


Fatal. 


Totals 


Non- 
fatal. 


Totals. 


176 
40 
11 

114 
9 
45 
8 
18 
23 
23 


Per- 
centage- 


31.04 
7.05 
1 .94 

20.11 
1 .  59 
7.94 
1.41 

3.  it 

4.06 

4.06 
.35 
.35 

2.65 
.  53 

1.23 
.18 
.53 

1.11 

1.5! 
.35 
.53 
.35 

1.23 
.35 

1  23 
.18 

1.59 
.35 
.71 
.35 
U 
.53 
.35 
.  35 
.is 

Kill. Illl 


TABLE    SHOWING    NUMBER     OF    FATAL    AND    NON-FATAL     ACCI- 
DENTS.   INSIDE    AND    OUTSIDE,    AND    NUMBER    OF 
PERSONS   KILLED   AND    INJURED— 1906. 

Fatal  Accidents. 


No.  of 

Ac- 
cidents. 

No.  of 

Persons 

Killed. 

148 
17 

250 
18 

Totals 

165 

268 

Non-Fatal  Accidents. 


No.  of 

Ac- 
cidents. 


No.  of 
Persons 
Injured. 
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ACCIDENTS  TABULATED  ACCORDING  TO  THE  DAYS  OF  THE  WEEK 
ON  WHICH  THEY  OCCURRED.— 1906. 

Fatal  Accidents. 
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35 

1 

25 
5 

26 

3 

113 
1 

20 
4 

25 

4 

29 

250 

18 

Totals 

6 

36 

30 

29 

114 

24 

268 

Non-Fatal  Accidents. 
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43 
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57 
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42 

4 

42 
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30 

8 

270 

( >ul  -;cle 

29 

Totals 

1 

58 

51 

59 

46 

46 

38 

299 

Kit  miliar;/   of  Fatal   and   Non-Fatal   Accidents. 
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55 
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LIST  OF  ACCIDENTS    IN   WHICH  MORE    THAN    ONE   PERSON    WAS 

KILLED— 1906. 


COUNTY. 

NAME  OF  MINK. 

DATE 

OF 

ACCIDENT. 

No. 

PB  RSONS 
KILLED. 

CAUSE. 

Barbour 

Fayette    

Century  No.  1 

Shaft   

Carlisle  Shaft 

Central      

March  22.  1906  ... 

July  lti,  1905 

Jan.  9,  1906. 

23 
•> 

;> 

33 

7 
18 
3 

5 

22 

Explosion  of  pow- 
der and  dust  ■ 
Explosion  of  gas. 

,. 

Parral  Shaft 

Red  Ash 

Feb.  8,  1906 

March  2.  1906 

Dec.  4.  1905 

Jan.  18,  1906 

Explosion  of  tras 

and  dusl . 
Mine  cars  I  outside  I 
Mine  tiro. 
Fxplosion  of  dust. 
Explosion  of  dusl  ■ 

Mingo 

•Bald  Knob  t  Red 

Feb.  1,  1906 

July  5,  1905 

Nov.  4,  1905    

Jan.  4,  1906 

Fxplosion  of  pow- 
der and  nas. 

Explosion  of  pow- 
der and  )-ras. 

Explosion  of  dust. 

Ooaldale 

114 

•In  this  explosion  there  were  also  two  persons  non-fatally  injured. 
«In  this  explosion  there  were  also  six  persons  non-fatally  injured. 
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EXPLOSION   AT   THE    TIDEWATER   MINE, 

Vivian,  McDowell  County,  July  5,  1905. 

Keystone,  W.  Va.,  July  7,  1905. 

In  pursuance  with  the  regulations  I  hereby  respectfully  submit  to  you 
my  report  of  an  explosion  which  occurred  July  5th,  at  fifteen  minutes  to 
eight  a.  m.,  at  the  Tidewater  Mine,  belonging  to  the  Tidewater  Coal  and 
Coke  Company,  at  Vivian,  in  which  nine  Italians  were  burned  by  an 
explosion  of  gas  and  powder.  Three  of  them  have  since  died  at  the 
Miners'  hospital  at  Welch. 

In  order  to  enable  myself  to  explain  to  you  and  have  you  understand 
the  condition  and  the  time  and  place,  I  forward  to  you  a  blue  print  of  the 
workings,  in  which  I  have  marked  the  course  of  air  current  and  location 
of  explosion  of  that  part  of  mine. 

These  men  were  working  on  pillars,  27,  28  and  29  Jarrett  entry.  As  soon 
as  I  received  word,  I  went  to  the  mine  and  found  that  the  men  were  all 
out  and  were  sent  to  the  hospital  on  the  9:30  train. 

Upon  examination  for  the  cause  of  explosion  I  found  at  the  face  of 
the  break-through  of  pillar  27,  which  was  being  driven  through  to  28, 
there  were  two  holes  drilled  and  charged  with  too  much  powder.  These 
two  shots  blew  into  28.  One  of  the  man  ran  back  to  see  the  result  of 
shot  and  lit  the  smoke.  This  fire  ignited  a  can  of  powder  and  set  off  the 
gas,  which  had  acumulated  twenty-five  feet  from  the  face  of  break- 
through. 

These  pillars  were  not  examined  the  morning  of  the  5th  by  the  fire 
boss,  and  the  foreman  (Mr.  Campbell)  said  that  there  had  been  no  gas 
found  in  these  places  since  last  December.  I  am  of  the  opinion  that  there 
was  gas  there  that  morning,  for  on  my  examination  I  found  that  there 
had  been  a  large  fall  of  slate  and  the  air  current,  not  being  strong, 
gas  had  accumulated  at  that  point.  I  also  examined  this  place  on  the 
morning  of  the  6th,  but  found  no  gas,  nor  found  any  gas  in  any  part  of 
Jarrett  entry.  There  is  one  thing  certain,  that  there  was  not  enough 
powder  or  dust  without  gas  to  cause  this  explosion,  as  I  had  found  a  keg 
of  powder  and;  a  box  of  squibs  about  150  feet  from  the  haulway  on  28 
pillar  that  had  not  exploded,  also  about  two  gallons  of  powder  on  29 
pillar  that  had  not  exploded.  But  Mr.  Campbell  found  a  two-gallon 
powder  can  that  had  exploded  at  the  break-through  of  No.   27  pillar. 

Having  observed  the  conditions  of  those  places  with  the  assistance  of 
Mr.  Campbell,  we  believe  that  these  nine  men  were  together  near  the 
break-through  at  No.  27  pillar.  This  was  not  a  very  severe  explosion,  as 
it  has- done  but  very  little  damage  in  the  mine.  Eight  of  those  men  that 
wrere  caught  in  the  explosion  were  able  to  walk  out  of  the  mine. 

This  mine  is  ventilated  by  two  fans,  one  18  feet  and  one  6  feet. 

Trusting  you  may  be  able  to  understand  what  I  have  tried  to  explain, 
I  am  very  truly  yours,  S.  S.  COOPER,  Mine  Inspector  7tth  District. 

To  J.  W.  Paul,  Chief  Mine  Inspectoi;  Charleston,  W.  Ya. 
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SEVEN   LIVES  LOST. 
TIDEWATER  COAL  &  COKE  COMPANY 
Mine  Explosion,  November  Jt,  190&r,3  A.  M. 

Tidewater  Mine  operates  the  No.  3,  or  Pocahontas  Coal  at  Vivian,  .Mc- 
Dowell County,  the  main  heading  of  the  mine  being  advanced  7520  feet 
from  the  drift  mouth,  and  going  slightly  to  the  dip. 

On  the  night  of  November  3rd,  a  crew  of  six  miners,  a  driver  and  a 
pumpman  were  in  the  advance  workings  of  the  mine,  constituting  a  night 
shift. 

The  pumpman  was  in  charge  of  the  electric  pump,  in  a  cross  cut 
between  the  main  entry  and  return  air  course  opposite  the  sixth  cross 
entry. 

Two  men  were  at  work  driving  a  cross  cut  near  the  face  of  the  main 
entry,  two  in  .an  air  course  which  was  being  driven  toward  the  King 
Mine  at  a  point  two  hundred  feet  from  the  face  of  the  main  air  course. 

The  driver  was  in  the  main  entry,  having  in  charge  two  mules  for  the 
purpose  of  hauling  the  coal  from  the  miners. 

The  six  miners  and  the  driver,  as  wrell  as  the  two  mules,  were  killed 
by  an  explosion  which  occurred  at  3  o'clock  on  the  morning  of  the  4th  of 
November. 

The  pumpman  was  uninjured,  but  was  a  witness  to  the  strong  current 
and  volume  of  dust  generated  by  the  force  of  the  explosion  rushing  past 
him. 

In  the  Switchback  entry,  leading  toward  the  King  Mine,  at  a  distance 
of  about  7000  feet  from  the  seat  of  the  explosion,  a  night  force  of  men 
felt  the  force  of  the  explosion. 

Tne  mine  was  ventilated  by  means  of  a  force  fan  stationed  on  the 
outside  of  the  mine,  and  on  the  sixth  cross  air  course  was  located  an 
auxiliary  Thayer  fan,  which  was  used  as  a  booster,  operated  by  electricity, 
the  air  through  the  mine  being  one  continuous  current. 

After  the  explosion  this  booster  fan  was  found  to  have  been  badly  broken 
by  reason  of  some  boards  having  been  blown  into  it. 

In  the  ninth  and  tenth  cross  entries  and  at  the  face  of  the  main  entry 
some  explosive  gas  had  been  known  to  be  regularly  given  off.  Since  no 
persons  were  working  in  the  ninth  or  tenth  cross  entries  on  the  night 
of  the  third,  it  is  quite  probable  that  the  door  on  the  main  entry,  located 
between  the  tenth  cross  entry  and  the  tenth  cross  air  course  was  left 
open,  thus  allowing  the  ventilation  on  the  tenth  cross  entries  to  be  cut 
off  and  making  conditions  favorable  for  the  accumulation  of  explosive 
gas  in  these  entries. 

The  doors  of  the  main  entry  used  to  divert  the  air  current  up  the 
eighth  and  ninth  cross  entries  also  appears  to  have  been  open  at  the 
time  of  the  explosion. 

The  condition  of  a  mine  with  respect  to  the  dryness  of  the  dust  is  not 
materially  changed  by  reason  of  an  explosion  visiting  any  part  of  the 
mine.  An  explosive  force  passing  over  a  portion  of  a  mine  where  the 
dust  is  moist  does  not  render  the  dust  dry  by  reason  of  the  heat  of  the 
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explosion.  Observation  of  a  large  number  of  such  conditions  warrants 
this  statement  by  the  writer. 

Upon  examining  this  mine  after  the  explosion  it  was  found  that  the 
main  entry  was  dry  and  dusty  for  the  last  800  feet,  the  dust  being  fine 
coal,  resulting  from  the  mining,  shooting  and  handling  of  the  coal. 

In  the  return  airway,  water  had  accumulated  to  within  150  feet  of  the 
face  of  the  main  air  course. 

Six  loaded  cars  were  wrecked  in  the  main  entry,  between  the  ninth 
eross  and  the  ninth,  cross  air  course,  and  at  the  mouth  of  the  ninth  cross 
air  course  a  loaded  car  on  the  main  entry  was  badly  wrecked.  The 
stoppings  in  the  cross  cuts  between  the  main  entry  and  the  air  course 
were  blown  out  away  from  the  main  entry  as  far  back  as  the  eighth 
•cross  entries. 

On  the  tenth  cross  the  stoppings  were  blown  toward  the  tenth  cross 
entry. 

The  force  of  the  explosion  was  against  the  air  current  at  all  points 
where  evidence  of  force  existed. 

At  the  face  of  the  main  air  course  it  was  found  that  three  shots  had 
been  fired,  —  one  to  the  right  of  the  center,  which  had  broken  the  coal 
down;  a  second  in  the  upper  left  corner,  which  had  blown  out,  and  a 
third  in  a  "gob  hole"  immediately  to  the  left,  which  had  broken  down 
some  coal,  but  part  of  this  hole  remained  in  the  solid  coal.  This  second 
hole  had  been  drilled  partially  into  the  solid  coal  near  the  roof.  In  the 
direct  line  with  the  second  hole  and  about  fifteen  feet  distant  was  found 
.an   exploded   keg. 

Within  this  place  was  a  mine  car,  undisturbed. 

A  cross  cut  connected  the  main  heading  with  the  air  course,  about  ten 
feet  back  from  the  face  of  the  air  course,  and  the  props  in  this  cross  cut 
were  charred  with  coal  dust  on  the  sides  facing  the  air  course,  showing 
that  the  blown-out  shot  had  exploded  the  keg  of  powder  and  inflamed  the 
fine  dry  coal  dust,  which  was  the  medium  by  which  the  flame  was  propa- 
gated and  carried  up  the  tenth  cross  air  course,  and  the  evidence  at  hand 
indicated  that  a  body  of  gas  had  been  ignited  in  this  tenth  cross  air 
course,  which  exploded  and  reacted,  adding  additional  force.  At  the 
mouth  of  this  tenth  cross  air  course  was  a  pile  of  iron  pipe,  part  of  which 
had  been  blown  away  from  the  mouth  of  the  air  course  and  across  the 
main  heading,  one  pipe  having  been  blown  through  a  cross  cut  into  the 
main  return  air  course. 

TUe  factors  contributing  to  the  explosion  were: 
First,  A  blown-out  shot. 
Second,  Explosion  of  powder  in  kegs. 
Third,  Inflaming  of  coal  dust. 
Fourth,  Ignition  of  gas. 

That  there  was  not  sufficient  gas  present  in  the  face  of  the  main 
entry  or  main  air  course  to  form  an  explosion  is  evident,  since  the  miners 
had  been  at  work  in  their  places  for  several  hours,  and  all  were  using 
open  lamps. 

In  the  opinion  of  the  writer,  the  disaster  was  the  result  of  dry  coal 
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dust  in  the  presence  of  a  small   percentage  of  explosive  gas   being  ex- 
ploded by  a  blown-out  shot,  augmented  by  the  powder  keg  exploding. 

Those  killed  in  the  explosion  appear  to  have  died  from  the  effects  of  the 
gases,  and  not  from  violence  or  burns;  although  one  body  showed  evi- 
dence of  heat  and  had  some  deep  burns. 

On  November  6,  1905,  at  Vivian,  in  the  presence  of  Mr.  J.  R.  Green- 
wait,  a  Justice  of  the  Peace  for  Browns  Creek  District,  McDowell  County, 
S.  S.  Cooper,  Inspector  of  the  Seventh  District,  and  J.  W.  Paul,  Chief  Mine 
Inspector',  some  evidence  was  taken  for  the  purpose  of  ascertaining  any 
and  all  information  that  would  aid  in  determining  the  conditions  under 
which  the  explosion  occurred,  and  wherein  any  violation  of  the  mining 
laws  had  contributed  to  the  loss  of  the  seven  lives,  a  copy  of  which  evi- 
dence is  on  file  in  the  office  of  the  Department  of  Mines. 

No  Coroner's  Jury  was  empaneled  and  consequently  no  verdict  ren- 
dered. 

All  witnesses  of  any  infraction  of  the  law  within  the  mine,  if  any, 
were  killed  by  the  explosion;  and,  while  there  appeared  to  have  been 
some  doors  left  open,  no  positive  proof  could  be  had,  other  than  con- 
jecture on  the  part  of  those  who  visited  the  scene  of  the  disaster  after 
the  explosion.    Respectfully, 

JAMES  W.  PAUL.  Chief  Mine  Inspector. 

December   14,   190$. 
<-' 


SEVEN  LIVES  LOST  —  HORTON  MINE  FIRE. 

Deecember  Jf,  1905,  2  P.  M. 

Chelyan,  Kanawha  County,  December  30,  1905. 
Mr.  James  W.  Paul,  Chief  Mine  Inspector,  Charleston,  W.  Va. 

Dear  Sir:  At  your  request,  I  hereby  submit  to  you  a  brief  report  of 
the  disaster  which  occured  December  4,  1905,  at  the  Horton  Mines,  on 
Cabin  Creek  and  in  the  Sixth  Mining  District,  belonging  to  the  Cardiff 
Coal  Company,  resulting  in  the  death  of  J.  H.  Crabtree,  Mose  Chapman, 
S.  F.  Combs,  William  Vass,  John  Gowens,  Robert  Gowens  and  John 
Waterson,  all  white. 

These  men  were  in  their  working  places,  between  one  and  two  o'clock 
r.  m.,  when  the  cross  timbers  in  the  air  course  caught  fire  from  the  fur- 
nace, which  was  used  to  ventilate  the  mine;  the  fire  soon  extended  to  the 
furnace  stack  and  the  wind  was  very  high  and  drove  the  smoke  into  the 
mine;  and,  while  fighting  the  fire,  some  men  left  the  trap  door  open 
between  the  first  and  second  right  entries,  and  this  gave  the  smoke  a 
short  course  to  the  outside,  and  this  mine  has  only  one  opening  except  the 
air  course,  and  the  men  were  forced  to  come  through  the  smoke  to  reach 
the  outside;  but  when  they  reached  the  point  where  the  door  was  left 
open  the  smoke  seemed  to  have  been  very  thick  and  they  suffocated 
before  they  could  reach  pure  air.  Their  bodies  were  found  between  75 
and  300  feet  inside  the  mine. 
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So  far  as  I  could  learn,  these  men  were  not  warned  of  the  danger. 

The  furnace  was  such  as  is  used  throughout  this  district,  and  when  I 
inspected  this  mine,  November  7,  1905,  it  seemed  to  be  in  very  good  con- 
dition. 

Hoping  that  this  will  be  satisfactory,  I  remain  your  truiy, 

BONNER  H.  HILL,  Mine  Inspector  6th  District. 

TESTIMONY  TAKEN  BY  BONNER  H.  HILL,  DISTRICT  MINE  INSPECTOR,  IN  REGARD  TO 
THE  DISASTER  WHICH  OCCURRED  AT  THE  HORTON  MINES  OF  THE  CARDIFF 
COAL  COMPANY  ON   THE  4TH  OF  DECEMBER,  1905: 

After  being  duly  sworn  by  Bonner  H.  Hill,  District  Mine  Inspector, 
R.  A.  Hemmings  deposes  and  says: 

"Between  one  and  two  o'clock,  James  Crabtree,  coal  trimmer  on  the  cars 
under  the  tipple,  came  to  my  place  of  work,  on  third  left  entry,  No.  2 
room,  and  asked  for  the  dinner  buckets  of  the  miners.  I  asked  him 
what  he  wanted  with  them,  and  he  said  that  they  wanted  to  carry  water 
to  put  out  the  fire  that  had  caught  from  the  furnace.  I  said,  'You  had 
better  gather  up  powder  kegs  and  cut  the  heads  out  of  them  and  leave  the 
dnner  buckets.'  He  then  went  on  out  with  two  dinner  buckets  and  I  went 
to  my  work.  I  dug  and  loaded  two  more  cars,  when  I  smelled  a  peculiar 
smell,  which  was  found  to  be  coal  smoke.  I  then  started  for  the  main 
entrance  of  the  mine,  and  when  I  struck  the  body  of  smoke  my  lamp 
went  out.  There  were  men  in  front  of  me  whose  names  are  H.  S.  Combs, 
John  Waterson,  J.  Harvey  Crabtree,  Mose  Chapman,  Robert  and  John 
Gowens,  and  who  were  making  for  the  main  entrance  also.  I'  instructed 
them  to  get  down  and  crawl.  They  paid  no  attention  to  me,  and  I  was 
crawling  at  that  time.  I  crawled  on  within  40  feet  of  the  entrance  of 
the  mine,  and  in  doing  so  I  crawled  over  five  bodies,  who  were  groaning 
and  asking  for  help,  but  I  was  unable  to  help  them.  I  was  exhausted 
when  I  reached  this  point  and  hollowed  for  help,  and  Howard,  my  son,  and 
Will  Wilburn  came  to  my  rescue,  and  I  was  taken  to  the  outside,  when 
I  recovered.  I  then  tol'd  them  where  there  were  some  men  lying,  and 
they  went  back  and  found  Thomas  Gowens  and  brought  him  outside,  and 
he  recovered  also.  All  the  above  names  mentioned  except  Thomas  Gowens 
were  suffocated  in  the  smoke.  The  drum-runner,  Charles  Basham,  was 
supposed  to  look  after  the  furnace,  which  was  within  about  60  feet  of 
the  drum  house.  The  furnace  was  such  as  is  used  through  all  this  mining 
region.  The  stack  was  built  with  wood.  But  so  far  as  being  the  neglect 
of  any  one.,  I  could  not  say." 

(Signed)      R.  A.  HEMMINGS. 

After  being  duly  sworn  by  Bonner  H.  Hill,  District  Mine  Inspector, 
Thomas  Gowens  deposes  and  says: 

"My  son,  Robert,  was  14  years  of  age  last  June,  1905.  His  occupation 
was  helping  me  in  mines  as  a  miner.  I  worked  in  what  is  known  as  the 
third  left  entry,  in  room.  My  son  John  came  into  my  place  and  asked 
me  how  many  more  cars  I  was  going  to  load,  and  afterwards  returned  to 
his  place  of  work,  but  returned  to  my  place  in  about  two  or  three  minutes 
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and  said,  'Oh,  Pa,  get  your  things  and  lets  get  out  of  here,'  and  I  grabbed 
my  things  and  started.  My  son  Robert  grabbed  my  bucket  and  started 
with  me.  My  older  son,  John,  took  Robert  and  told  me  to  go  on.  The 
above  is  all  the  notice  I"  had  of  the  furnace  being  on  fire  and  smoke 
coming  back  in  the  mine."  his 

(Signed)     THOMAS   (X)   GOWENS. 
mark 

After  being  duly  sworn  by  Bonner  H.  Hill,  District  Mine  Inspector, 
A.  W.  Wilburn  deposes  and  says: 

"My  occupation  was  mining,  driving  fourth  and  fifth  left  headings. 
Charles  Basham  came  to  my  place  and  asked  me  to  come  and  help  get 
.a  box  of  water  to  put  out  the  fire  that  had  caught  from  the  furnace. 
When  r  realized  the  condition  of  the  matter  I  said  to  Howard  Hem- 
mings, 'You  had  better  go  in  and  tell  the  men  that  they  had  better  come 
outside  the  mine  as  quick  as  possible.'  Howard  made  the  attempt,  but 
could  not  penetrate  the  mine  for  the  smoke,  and  when  Howard  failed,  I 
made  the  attempt  myself,  but  failed  also.  J.  Harvey  Crabtree  and  Mose 
Chapman,  who  were  suffocated  by  the  smoke,  were  working  for  me  as 
laborers,  and  heard  Basham  ask  me  to  come  and  help  him  get  the  water 
to  put  out  the  fire." 

(Signed)     A.   W.   WILBURN. 

After  being  duly  sworn  by  Bonner  H.  Hill,  District  Mine  Inspector, 
James  Crabtree  deposes  and  says: 

"My  occupation  is  laborer  on  the  tipple.  It  was  about  two  o'clock 
when  Mr.  Thomas,  the  tipple  boss,  told  me  to  go  to  the  mine  on  the 
north  side  of  the  hollow  and  help  put  some  fire  out  which  had  caught 
from  the  furnace.  As  soon  as  I  reached  the  mine,  Jess  Hicks  told  me  to 
go  in  the  mine  and  get  the  miners'  dinner  buckets.  I  first  went  to  R.  A. 
Hemmings'  place  of  work  and  asked  him  for  his  bucket,  and  he  said, 
"Get  powder  kegs  and  cut  out  the  heads  out  of  them.'  I  told  him  that  the 
furnace  was  on  fire,  but  did  not  tell  him  there  was  any  danger.  I  then 
went  to  where  J.  Harvey  Crabtree  and  Most  Chapman  were  at  work  and 
asked  them  for  their  buckets,  which  I  got  and  brought  outside.  I  told 
them  the  furnace  was  on  fire,  but  did  not  tell  them  to  come  outside  the 
mine  or  warn  them  of  any  danger.  After  coming  outside  the  mine,  Mr. 
Thomas  and  I  went  down  the  hill  to  the  tipple.  They  then  'phoned  in 
about  five  minutes  for  us  to  come  back  up  the  hill  and  help  to  get  the 
men  out  of  the  mine,  and  when  we  reached  the  drum  house  the  smoke 
was  coming  out  of  the  bank  mouth  so  bad  it  was  impossible  for  any 
one  to  go  inside." 

(Signed)     JAMBS  CRABTREE. 

After  being  duly  sworn  by  Bonner  H.  Hill,  District  Mine  Inspector, 
H.  L.  Hemmings  deposes  and  says: 

"My  occupation  at  this  time  was  driver.  Some  time  between  one  and 
two  o'clock  p.  m.,  Charles  F.  Basham,  the  drum  runner,  informed  me 
that  the  furnace  had  been  on  fire  and  there  was  danger  of  its  catching 
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again,  and  at  two  o'clock  he  again  said  to  me  that  it  was  on  fire,  and 
asked  me  to  help  him  get  a  car  of  coal  over  the  knuckle  to  pull  some  men 
up  the  hill  to  help  put  the  fire  out;  but  just  at  this  time  two  men  came 
up  and  I  went  in  the  mines  and  got  a  loaded  car  from  my  father,  R.  A. 
Hemmings.  While  in  my  father's  room,  James  Crabtree  came  in  and 
asked  for  his  dinner  buckets  to  carry  water  to  put  the  fire  out,  but  my 
father  told  him  to  get  powder  kegs  and  cut  the  heads  out  to  use  instead 
of  the  buckets.  He  asked  father  and  I  where  his  brother,  J.  Harvey 
Crabtree,  and  Mose  Chapman  worked,  and  we  told  him,  but  whether  he 
went  to  their  places  I  do  not  know.  I  took  the  car  of  coal  to  drum  house 
and  then  went  and  hauled  a  box  of  water  which  Will  Wilburn  had  dipped 
up,  and  when  we  had  switched  it  to  where  we  could,  get  it  to  the  fire  I 
suggested  that  some  one  had  better  go  in  the  mines  and  notify  the  miners 
to  come  out.  I  made  an  effort  to  go  get  them,  but  failed,  owing  to  the 
smoke,  which  at  this  time  was  very  thick.  After  seeing  that  I  could  not 
reach  them,  I  helped  to  fight  the  fire  until  I  heard  my  father  call  for  help, 
and  then  Will  Wilburn  and  myself  helped  him  to  get  out  of  the  mine. 
We  also  got  Thomas  Gowens  out,  who  had  also  fallen. 

"I  was  not  in  any  of  the  miners'  working  places  except  my  father's 
after  the  fire  caught,  neither  do  I  know  whether  they  were  warned  of  the 
danger  or  not.  I  did  not  see  Gus  Means,  the  mine  foreman,  until  it  was 
impossible  to  get  in  the  mines.  If  he  made  any  attempt  to  warn  the  men 
of  the  danger  I  do  not  know  it." 

(Signed)     H.  L.  HEMMINGS. 

After  being  duly  sworn  by  Bonner  H.  Hill,  District  Mine  Inspector, 
C.  F.  Basham  deposes  and  says: 

"My  work  consisted  of  running  the  sheaves  and  firing  the  furnace. 

"I  was  asked  by  Mr.  Clark,  the  Superintendent,  and  Mr.  Gus  Means, 
the  mine  foreman,  to  fire  the  furnace  very  heavy,  as  the  men  would  be 
shooting  and  much  smoke  in  the  mines.  I  informed  them  that  it  was 
not  safe  with  a  big  fire,  for  the  timbers  would  catch  fire  on  the  left  side 
of  the  furnace. 

"About  one  or  two  o'clock  p.  m.,  Z.  Comets  came  out  from  the  furnace 
and  informed  me  that  the  timbers  were  on  fire  and  that  I  had  better  do 
something  to  put  it  out.  I  immediately  called  Mr.  Thomas,  the  tipple 
boss,  and  asked  him  to  send  me  some  help  to  fight  the  fire,  and  in  a  few 
minutes  James  Crabtree  and  Charles  Young  came  up  the  hill,  and  a  few 
minutes  later  Jess  Hicks,  Will  Whitney  and  Mr.  Thomas  came.  Jess 
Hicks  said  to  James  Crabtree,  "Go  in  the  mines,  and  get  some  dinner 
buckets  from  the  miners.'  He  went  and  got  four  buckets,  but  whose  they 
were  I  do  not  know,  neither  do  I  know  whether  he  informed  any  of  the 
miners  of  the  danger.  ' 

"Jess  Hicks  and  James  Crabtree  went  through  the  first  right  trap 
door  and  back  towards  the  furnace,  but  the  smoke  drove  them  back,  and 
as  they  came  back  they  left  the  door  open.  Mr.  Thomas  and  I  tried  to 
pry  the  furnace  stack  over,  but  could  not,  and  about  this  time,  Gus  Means, 
the  mine  foreman,  came  up  and  asked  me  where  the  driver  was,  and  I 
informed  him  that  he  was  inside  the  mines  after  a  car.     He  then  said, 
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'You  go  in  the  mines  and  have  him  haul  a  box  of  water.'  I  went  and 
called  to  him  and  he  said,  'Go  dip  it  up  and  I  will  come  and  get  it  in  a  few 
minutes.'  I  went  and  called  Will  Wilburn  to  help  me  dip  the  water,  and 
he  came  and  dipped  it,  and  in  about  five  minutes  the  driver  came  and 
got  it  and  took  it  outside. 

"As  we  approached  the  drum  house  I  noticed  the  smoke  coming  through 
the  first  right  door,  and  when  we  reached  the  outside,  I  said  to  the  mine 
foreman,  'You  had  better  send  some  one  to  notify  the  miners  that  the 
smoke  is  going  in  the  mine  on  them,'  and  Howard  Hemmings  attempted 
to  go  in  to  notify  them,  but  the  smoke  was  too  thick  for  him  to  get  in. 
It  was  only  a  short  time  until  Mr.  Hemmings  hollowed  for  help,  and  we 
got  him  out,  and  I  assisted  in  getting  the  others  out." 

(Signed)      CHARLES  F.  BASHAM. 

State  of  West  Virginia. 

Kanawha  County,  to-wit.: 

This  day  personally  appeared  before  me,  the  undersigned  authority,  in 
and  for  the  said  County  and  State,  R.  A.  Hemmings,  who  being  by  me 
first  duly  sworn,  deposed  and  said  as  follows:  "I  was  working  in  No.  2, 
in  third  left  entry,  mining  coal,  at  Horton  Mines  on  yesterday,  the  4th 
day  of  December,  1905,  and  soon  after  dinner,  between  1  and  2  o'clock  p.  m., 
James  Crabtree,  a  coal  trimmer  under  tipple,  came  into  my  place  and 
asked  for  my  dinner  bucket  and  said  the  timbers  were  on  fire  at  the 
furnace,  and  with  the  suggestion  to  him  that  he  take  empty  powder  cans 
and  cut  out  tops  and  use  them  instead  of  the  men's  dinner  buckets.  He 
left  the  mine  and  I  thought  nothing  of  it,  but  went  ahead  and  dug  and 
loaded  two  cars  more  of  coal.  I  then  smelled  smoke  and  knew  that  it  was 
coal  smoke.  I  then  started  immediately  for  the  entrance.  Combs,  two 
Gowens  boys,  Chapman,  Crabtree  and  Waterson  and  J.  W.  Vass  were  in 
front  of  me,  going  toward  entrance.  When  I  overtook  them  they  were 
all  walking  upright  and  I  told  them  to  get  down  and  crawl,  but  they  paid 
no  attention  to  me  or  my  directions,  and  soon  they  began  to  fall.  I  passed, 
on  my  hands  and  knees,  over  five  of  them,  and  crawled  to  within  40  feet 
of  the  entrance,  when  I  lost  control  of  myself  and  hollowed.  My  son  and 
Will  Wilburn  came  in  and  rescued  me.  Mr.  Gowens  (old  gent.)  was  also 
rescued  alive.  I  heard  no  other  warning  than  above  detailed.  Charles 
Basham,  the  drum  runner,  builds  the  fire  in  the  ventilating  furnace, 
which  is  situated  about   75  feet  from  the  drum  house. 

"The  seven  men  died  from  suffocation  produced  by  coal  smoke. 

"The  mine  is  now  burning  in  the  air  shaft.  I  do  not  know  of  any  one 
whose  fault  it  was  that  the  fire  caught. 

"There  was  a  wooden  flue,  but  it  is  such  as  is  commonly  used  by  mines 
throughout  West  Virginia." 

And  further  deponent  saith  not. 

R.  A.  HEMMINGS. 

Taken,  sworn  to  and  subscribed  before  me  this  5th  day  of  December, 
1905.  F.  L.   BEARDSLEY,   Notary   Public. 

A  true  copy  from  record. 

Teste:     F.  L.  BEARDSLEY,  Coroner  Kanawha  County,  W.  Va. 
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This  mine  was  provided  with  two  openings,  one  of  which  was  used  for 
the  mine  cars  and  a  traveling  way  for  the  employes,  and  the  other  for  a 
return  air  course,  which  latter  was  provided  at  its  outlet  with  a  furnace 
and  stack,  and  was  free  and  unobstructed,  as  required. by  law,  for  the 
travel  of  the  employes. 

The  law  fails  to  delegate  to  any  official  or  employe  the  duty  of  directing 
the  withdrawal  of  the  employes  in  the  event  of  a  mine  fire,  or  any  other 
unforseen  danger  occurring  in  a  non-gaseous  mine,  and  in  this  respect 
the  law,  unfortunately,  is  lacking. 

From  the  evidence  herewith  furnished  it  appears  that  some  of  the  inside 
employes  had  been  made  aware  of  the  fire  in  the  air  course,  but  they 
continued  at  work  until  they  were  literally  smoked  out.    Respectfully, 

JAMES  W.  PAUL,  Chief  Mine  Inspector. 


TWENTY -TWO  LIVES  LOST  — COALDALE  MINE   EXPLOSION. 
Mercer  County,  11:30  A.  M„  January   'h  1906. 

The  Coaldale  Mine  is  operated  by  the  Coaldale  Coal  &  Coke  Company, 
owned  by  the  Mill  Creek  Coal  &  Coke  Company,  at  Coaldale,  Mercer 
County,  and  operates  the  No.  3,  or  Pocahontas  Coal,  which  has  an  average 
thickness  of  10  feet  5  inches. 

At  11:30  o'clock  on  the  forenoon  of  January  4,  1906,  an  explosion  oc- 
curred in  the  Smoky  Hollow  section,  resulting  in  the  death  of  twenty-two 
persons. 

The  section  of  the  mine  affected  was  in  the  workings  of  the  three  drifts 
known  as  tke  Crackers  Neck,  New  and  Old  Smoky  Hollow. 

At  the  time  of  the  explosion  there  were  only  22  persons  in  these  three 
sections. 

The  Crackers  Neck  section  had  connection  with  the  Old  Smoky  Hollow 
workings  and  the  workings  of  the  main  Coaldale  Mine.  , 

The  Old  and  New  Smoky  sections  were  connected,  and  the  ventilation  of 
these  three  sections  was  dependent  upon  the  same  current  of  air  which 
entered  the  New  Smoky  opening  and  passed  through  these  three  sections 
and  found  its  exit  at  the  fan,  near  the  entranc  to  the  main  Coaldale  open- 
ing, at  which  place  was  located  a  Capell  fan  8  feet  by  16  feet  and  having 
a  capacity  of  250,000  to  300,000  cubic  feet  per  minute. 

The  force  of  the  explosion  was  quite  great  and  disastrous.  The  heavy 
timbers  which  supported  the  material  over  the  drift  mouths  of  the  three 
openings  were  blown  out  and  carried  300  feet,  and,  in  one  instance  the 
timbers  were  blown  across  the  valley,  mowing  down  small  timbers  which 
grew  on  the  side  of  the  mountain.  Mine  cars  were  found  to  be  badly 
broken  and  distorted.  At  a  number  of  places  in  the  mine  the  fine  coal 
dust  was  found  to  be  charred  and  coked,  adhering  to  timbers  and  the  ribs 
of  the  coal. 

With  the  exception  of  the  workings  in  the  New  Smoky  opening,  all  the 
development  had  reached  the  limit  of  the  "first  work"  and  the  workings 
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in  the  New  Smoky  opening  were  in  a  spur  of  the  mountain  and  the  first, 
or  advance  work  had  reached  the  lease  line  of  the  property.  In  the  Old 
Smoky  and  Crackers  Neck  workings  the  advance  workings  had  reached 
their  limit  and  the  pillars  were  being  robbed,  retreating. 

At  no  time  has  explosive  gas  been  reported  in  any  of  these  excavations, 
and  a  careful  examination  along  the  line  of  the  robbings  after  the  ex- 
plosion failed  to  indicate  the  presence  of  any  explosive  gas  (Marsh  gas). 
No  evidence  of  heat  was  found  anywhere  along  the  line  of  the  robbings, 
and  as  men  were  working  along  this  line,  using  open  lights,  the  gas,  if 
any,  came  from  the  robbed-out  section,  would  have  been  fired  and  its 
evidence  made  apparent. 

A  long  section  of  the  Old  Smoky  entry  and  air  course  was  wet,  necessi- 
tating the  use  of  a  pump,  and  the  Elkhorn  entry  and  some  of  the  rooms 
leading  therefrom  were  wet. 

Rooms  3,  4  and  5,  off  Elkhorn  entry,  and  the  Butt-off  entry,  at  the  face 
of  rooms  4  and  5,  were  dry,  as  was  also  Crackers  Neck  entry. 

All  indications  and  evidence  of  force  were  conclusive  that  the  explosive 
force  traveled  from  the  lease  line  Butt-off  entry,  through  the  other  parts 
of  the  workings. 

Having  discerned  the  line  of  travel  of  the  force,  the  point  from  which  it 
originated  was  easily  found.  This  point  was  located  in  the  lease  line 
Butt-off  entry  at  B,  as  indicated  on  the  map.  Here  it  was  found  a  keg 
of  powder  had  exploded,  the  keg  being  in  evidence,  having  the  side  seam 
;blown  open  and  the  heads  of  the  keg  bulged  out. 

About  20  feet  in  by  this  keg  was  found  the  body  of  a  miner,  badly 
burned.  A  prop  had  been  blown  toward  the  face  of  the  entry  and  away 
from  the  keg. 

At  the  other  end  of  this  entry  was  found  a  powder  keg  which  had 
(exploded. 

Although  the  path  of  the  explosion  was  through  the  wet  portion  of  Old 
Smoky  entries,  there  was  sufficient  dust  in  suspension  to  carry  the  flame 
and  heat  to  the  Crackers  Neck  entry,  however,  beyond  the  eighth  room 
in  OJd  Smoky  the  flame  and  heat  abated,  but  the  force  was  sufficient  to 
pick  up  the  mud  along  the  entry  and  plaster  the  ribs  of  the  room  necks 
up  to  the  face  of  the  entry. 

The  writer,  as  well  as  a  number  of  other  experienced  mine  men  who 
visited  and  examined  the  mine  after  the  explosion,  is  of  the  opinion  that 
the  explosion  was  the  result  of  the  keg  of  powder  exploding  and  inflaming 
the  dust  within  the  mine.  This  keg  which  exploded  was  at  B  in  the  lease 
line  Butt-off  at  a  point  775  feet  from  the  drift  mouth. 

None  of  the  working  places  off  Elkhorn  entry  had  sufficient  loose  coal 
to  indicate  that  a  shot  had  been  fired  just  prior  to  the  explosion,  and  there 
was  no  evidence  of  a  shot  having  blown  out. 

Several  powder  kegs  containing  from  10  to  20  pounds  of  powder  were 
found  unexploded  in  different  parts  of  the  mine  where  evidence  of  heat 
was   present. 

The  coal  in  situ  was  not  anywhere  found  to  be  coked  or  charred,  but 
deposited  on  the  ribs  of  the  coal  and  mine  props  was  to  be  found  large 
patches  of  coke  or  partly  charred  dust. 
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At  one  place  in  particular,  at  the  head  of  room  7,  off  Old  Smoky,  and 
on  the  rib  of  Crackers  Neck  air  course  at  "J,"  was  a  large  deposit  of 
charred  dust  adhering  to  the  coal.  A  quantity  of  this  charred  dust  was 
collected  and  an  analysis  made,  giving  the  following  percentages: 

CHARRED   DUST   ANALYSIS: 

Moisture    79<  , 

Volatile  Matter    9.09 

Fixed    Carbon    58.56 

A3h    31.56 


Total     100.00% 

Sulphur    21 

A   sample  of  fine  coal   dust  was  taken   from  along  the  Crackers  Ned; 
entry,  near  room  3,  and  analyzed  as  follows: 
coal  dust  analysis: 

Moisture     74% 

Volatile  Matter   19.92 

Fixed   Carbon 73.38 

Ash    5.96 


Total     - 100.00% 

Sulphur    63 

This  analysis  of  coal  dust  is  practically  the  same  as  the  analysis  of 
coal  taken  in  section  from  the  bed  of  coal. 

It  was  expected  that  the  charred  dust  would  have  resembled  a  coke 
analysis,  but  it  will  be  observed  that  the  fixed  carbon,  ash  and  sulphur 
are  out  of  harmony. 

This  is  accounted  for  by  reason  of  the  force  of  the  explosion  having 
passed  through  a  part  of  the  Old  Smoky  entry,  which  was  wet  and  muddy, 
and  the  force  was  so  great  that  a  part  of  the  mud  was  taken  up  and  car- 
ried along  the  path  of  the  explosion;  and,  being  composed  largely  of  de- 
composed and  ground-up  shale  from  the  roof,  it  added  to  the  percentage 
of  ash  and  contracted  the  percentage  of  fixed  carbon  and  sulphur. 

The  bodies  found  are  indicated  on  the  map  with  numbers  within  a 
circle,  and  had  the  injuries  as  indicated  below: 

No.    1.  Found  under  wrecked  water  car,  crushed  and  burned. 

No.    2.  Burned. 

No.    3.  Burned. 

No.    4.  Burned. 

No.    5.  No  burns  or  bruises.    Had  left  peg  leg  at  pump. 

No.     6.  No  burns  or  bruises. 

No.    7.  Back  burned  by  burning  of  his  clothes,  fired  by  his  torch. 

No.    8.  No  burns  or  bruises. 

No.    9.  No  burns  or  bruises. 

No.  10.  No  burns  or  bruises. 

No.  11.  No  burns  or  bruises. 

No.  12.  Burned  slightly. 

No.  13  Burned  slightly. 

No.  14.  No  burns  or  bruises. 
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No.  15.  Face  and  hands  badly  burned. 
No.  16.  Slight  burns. 

No.  17.  No  burns.     Face  broken  in  badly. 
No.  18.  Hands   burned   slightly. 
No.  19.  No  burns.     Mouth  bruised  badly. 
No.  20.  Face  bruised,  hands  burned  badly. 
No.  21.  Not  burned  or  bruised. 
No.  22.  Not  burned  or  bruised. 

On  January  5,  1906,  a  Coroner's  Jury  was  empaneled  at  Coaldale  and 
the  testimony  of  three  persons  taken  in  reference  to  the  cause  of  the  loss 
of  life  in  this  disaster,  and  the  following  verdict  rendered: 

An  Inquisition  taken  at  Coaldale  in  this  County  of  Mercer,  State  of 
West  Virginia,  on  the  5th  day  of  January,  1906,  before  Thomas  F.  Burke, 
a  Justice  of  said  County,  upon  a  view  of  the  bodies  of  R.  H.  Larew,  W.  L. 
Larew,  J.  D.  Sluss,  Anthony  Bruce,  Alada  Loas,  John  Patterson,  Gus 
Harris,  W.  P.  Sullivan,  Thomas  King,  Walter  Gwynn,  June  Kelly,  William 
Ward,  Jack  Martin,  William  Price,  Sterling  Williamson,  Sip  Gray,  Silas 
Harris,  W.  C.  Conrad,  George  Martin,  Nathan  Hosten.  Stanley  Holland  and 
Albert  Barnum,  there  lying  dead,  the  jurors  sworn  to  inquire  when,  how 
and  by  what  means  the  said  persons  came  to  their  death,  upon  their  oath 
do  say: 

We,  the  jury,'  upon  the  evidence  we  have  heard,  find  that  the  said  per- 
sons, R.  H.  Larew,  W.  L.  Larew,  J.  D.  Sluss,  Anthony  Bruce,  Alada  Loas, 
John  Patterson,  Gus  Harris,  W.  P.  Sullivan,  Thomas  King,  Walter 
Gwynn,  June  Kelly,  William  Ward,  Jack  Martin,  William  Price,  Sterling 
Williamson,,  Sip  Gray,  Silas  Harris,  W.  C.  Conrad,  George  Martin,  Nathan 
Hosten,  Stanley  Holland  and  Albert  Barnum,  came  to  their  death  by  an 
explosion  in  the  mines  of  the  Coaldale  C.  &  C.  Co.  on  January  4,  1906,  the 
cause  of  said  explosion  not  being  known  to  the  jurors. 

Witness  our  hands  and  seals  this  5th  day  of  January,  1906. 

E.  T.  CECIL. 
JOHN    OBCOM    (?) 
A.  J.  WILLIAMS. 
J.  T.  BYRD. 
RUFUS   SHAW. 
W.   STEENBERGEN. 
Given  under  my  hand  this  5th  day  of  January,  1906. 

THOS.    F.   BURKE,   J.    P. 

The  Department  of  Mines  not  having  been  given  an  opportunity  to  be 
present  at  the  inquest,  and  not  being  satisfied  with  the  character  of  the 
witnesses  appearing  before  the  jury,  the  Department  on  the  evening  and 
night  of  January  6,  1906,  at  Coopers,  proceeded  to  conduct  an  investigation 
through  testimony  of  all  available  witnesses. 

In  this  investigation  it  developed  that  powder  in  25-pound  cans  had  been 
permitted  to  be  taken  into  the  mine  in  violation  of  instructions  from  the 
inspection  department,  and  from  the  evidence  it  appeared  that  the  dis- 
aster was  due  to  the  exploding  of  a  keg  of  powder,  which  inflamed  the 
fine,  drv  coal  dust  within  the  mine. 
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With  a  view  of  applying  the  penalty  of  the  Mine  Law,  the  Chief  Mine 
Inspector  appeared  before  the  Grand  Jury  of  Mercer  County  on  July  5, 
1906,  and  presented  the  testimony  as  taken  at  the  investigation,  but  no 
indictment  was   returned.     Respectfully. 

JAMES  W.  PAUL,  Chief  Mine  Inspector. 


EIGHTEEN  LIVES  LOST  — DETROIT  MINE   EXPLOSION. 

Kanawha  County,  January  18,  1906. 

The  most  destructive  mine  disaster  within  the  history  of  coal  mining  in 
Kanawha  County  oecurred  in  the  Detroit  Mine,  on  Paint  Creek,  at  12:28 
noon,  on  January  18,  1906,  resulting  the  the  death  of  eighteen  persons, 
native  born  of  West  Virginia. 

The  Detroit  Mine  was  developed  in  the  (Clarion)  Eagle,  or  No.  1  Gas 
Coal  Bed,  which,  in  this  mine,  had  an  average  thickness  of  forty  inches, 
and  the  coal  has  a  composition  approximately  as  follows: 

Moisture 81% 

Volatile    Matter    32.26 

Fixed  Carbon  60.77 

Ash    6.16 

Total  - 100.00% 

Sulphur    87 

The  Detroit  Mine  had  been  opened  during  the  latter  part  of  1903  and 
had  been  operated  by  the  Detroit  &  Kanawha  Coal  Company  up  to  January 
15,  1906. 

The  mine  is  opened  by  a  drift  in  the  side  of  the  mountain  about  300 
feet  above  the  valley,  and  the  product  of  the  mine  was  conveyed  to  the 
tipple  below  by  an  incline  500  feet  long. 

The  mine  was  developed  on  the  double  entry  system  and  was  ventilated 
l)y  an  exhaust  fan  of  the  Thayer  pattern.  The  workings  of  the  mine  ex- 
tended over  three  and  one-half  acres. 

No  part  of  the  mine  was  advanced  beyond  1350  from  the  entrance  to 
the  mine,  a"nd  the  ventilation  was  good,  there  being  no  explosive  gas 
evolved  from  the  coal  or  adjacent  strata  necessitating  the  use  of  brattices 
within  rooms.     Open  lights  were  used  throughout  the  mine. 

The  coal  was  won  by  the  miners  blasting  it  from  the  solid. 

Only  in  one  place  within  the  mine  was  the  coal  found  to  be  undercut. 

The  District  Mine  Inspector  had  cautioned  the  miners  of  the  danger  of 
this  practice  15  days  prior  to  the  explosion. 

On  January  3,  1906,  the  District  Inspector  visited  this  mine  and  found 
all  conditions  good  excepting  the  presence  of  dry  coal  dust  throughout  the 
mine,  and  in  reference  to  this  he  personally  told  the  superintendent  and 
mine  boss  of  its  danger  and  gave  a  written  certificate  requesting  the  mine 
to  be  made  wet  throughout  and  to  be  kept  wet. 

The  superintendent  of  the  mine  promised  to  provide  temporary  means 
for  wetting  the  mine  until  he  could  secure  a  regular  Vater  car  for  that 
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purpose,  but  no  water  had  been  taken  into  the  mine  for  this  purpose  at 
the,  time  of  the  disastrous  explosion,  on  the  18th  of  January- 
Evidence  of  explosive  gas  has  at  no  time  been  found  to  generate  within 
this  mine. 

DETAILS   OF   EXPLOSION. 

The  explosion  originated  in  room  No.  3,  on  the  first  left  or  butt  heading 
air  course,  about  900  feet  from  the  main  entrance  to  the  mine. 

From  all  evidence  obtainable  it  appears  that  the  miner  working  in  No.  3- 
room  had  been  at  work  all  the  forenoon  and  suceeded  in  getting  very  little 
coal  broken  down,  that  he  had  repeatedly  shot  the  coal  in  the  solid  and 
filled  his  room  with  powder  smoke,  and  his  supply  of  "squibs"  having 
exhausted,  he  came  out  with  a  driver  at  noon  and  borrowed  some  squibs 
and  returned  and  fired  a  shot  in  the  corner  of  his  room,  which  blew  out 
and  inflamed  the  smoke  and  dust  in  his  room,  which  exploded. 

It  appears  that  in  room  No.  2,  adjoining,  a  shot  had  been  fired  simul- 
taneously with  the  shot  in  room  No.  3,  and  which  had  also  blown  out. 

The  explosion  extended  throughout  all  parts  of  the  mine,  being  carried 
by  the  fine,  dry  coal  dust  prevalent  within  the  mine. 

The  path  of  the  explosive  force  was  direct  against  the  direction  of  the 
ventilating  current,  which  in  this  mine  was  one  continuous  current. 

All  persons  within  the  mine  were  killed,  some  by  concussion  and  burns 
and  others  by  suffocation. 

Fortunately,  at  the  time  cf  the  explosion,  a  number  of  the  employes 
were  on  the  outside  of  the  mine  for  their  noon  lunch. 

It  had  been  the  practice  of  fully  95  per  cent,  of  the  miners  to  shoot  the 
coal  from  the  solid,  without  any  attempt  to  undermine  or  shear  the  coal. 

Aside  from  the  rooms  2  and  3  there  was  no  other  place  in  the  mine 
where  a  shot  had  been  fired  just  prior  to  the  explosion.  A  number  of  holes 
were  found  already  drilled,  and  very  little  loose  coal  was  found  in  any  of 
the  working  places. 

The  evidence  at  the  investigation  was  conclusive  that  the  ventilation 
of  the  mine  was  good,  and  this  being  so,  the  explosive  elements  were  fur- 
nished a  sufficiency  of  oxygen  to  create  a  most  violent  explosion. 

The  map  exhibited  gives  the  workings  of  the  mine,  showing  the  location 
of  the  bodies,  direction  of  air  current  and  force  of  the  explosion. 

The  force  of  this  explosion  was  very  great,  characteristic  of  a  dust 
explosion;  two  animals,  a  mule  and  a  pony,  were  blown  from  the  drift 
mouth  to  the  bottom  of  the  incline,  a  distance  of  450  feet,  a  mine  timber 
six  feet  long  by  eight  inches  in  diameter  was  blown  a  distance  of  600  feet 
from  the  drift  mouth.  The  cloud  of  dust  emitted  from  the  drift  mouth 
made  the  atmosphere  of  the  village  below  quite  dark,  and  the  shock  was 
sufficient  to  stop  pendulum  clocks  some  distance  from  the  mine. 

No  mine  accident  within  the  State  has  ever  had  a  more  thorough  investi- 
gation by  the  State  authorities  than  the  Detroit  disaster. 

The  Coroner  of  Kanawha  County,  with  a  jury  and  the  assistance  of  the 
Department  of  Mines,  conducted  an  exhaustive  investigation,  which  re- 
sulted in  the  jury  holding  for  the  Grand  Jury  three  persons  under  the 
following  verdict: 
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State  of  West  Virginia, 

Kanawha  County,  to-wit.: 

An  Inquisition  taken  at  Detroit,  in  the  County  and  State  aforesaid,  on 
the  19th,  22nd,  23rd,  24th,  25th  days  of  January,  1906,  and  on  the  1st  and 
17th  days  of  February,  1906,  at  Pratt,  in  said  County,  before  F.  L.  Beards- 
ley,  Coroner  of  said  County,  upon  a  view  of  the  bodies  of  Edward  Bridge- 
man,  Philip  Bridgeman,  Melvin  Bridgeman,  Peter  Bridgeman,  James  Mc- 
Ardle,  Pat  McArdle,  Steve  McArdle,  James  Miskell,  Charley  Miskell, 
Claude  Saunders,  Patrick  McLaughlin,  James  McLaughlin,  Ben  Snyder, 
Charles  Snyder,  Ike  Snyder,  A.  N.  Sovine,  G.  P.  Neal  and  Issac  Pancake, 
there   lying  dead. 

The  jurors  sworn  to  inquire  where,  how  and  by  what  means  the  said 
named  parties  came  to  their  death,  upon  their  oath  do  say: 

That  the  above  named  Edward  Bridgeman,  Philip  Bridgeman,  Melvin 
Bridgeman,  Peter  Bridgeman,  James  McArdle,  Pat  McArdle,  Steve  Mc- 
Ardle, James  Miskell,  Charles  Miskell,  Claude  Saunders,  Patrick  Mc- 
Laughlin, James  McLaughlin,  Ben  Snyder,  Charles  Snyder,  Ike  Snyder, 
A.  N.  Sovine,  G.  P.  Neal  and  Isaac  Pancake  came  to  their  deaths  as  the- 
result  of  an  explosion  in  the  Detroit  &  Kanawha  Coal  Company's  mines, 
at  Detroit,  West  Virginia,  on  January  the  18th,  1906,  about  12:28  o'clock 
p.  m:;  that  the  jury  believe  from  the  evidence  that  said  explosion  was  due 
to  and  caused  by  the  ignition  of  the  coal  dust  in  said  mines  by  a  shot,  or 
shots,  fired  from  the  "solid"  put  off  in  rooms  number  two  and  three,  second 
left  entry  of  said  mines,  and  that  the  explosion  killed  the  said  parties  by 
reason  of  burns  and  concussions;  that  said  explosion  was  of  terrific  force 
and  affected  the  whole  of  the  mine;  that  the  jury  believe  from  the  evidence 
that  said  explosion  was  caused  by  the  carelessness  and  negligence  of  duty 
of  the  mine  superintendent  of  said  mines,  J.  E.  Miner,  and  the  mine 
boss  of  said  mines,  R.  F.  Townsend,  and  that  said  Miner  and  Townsend 
are  guilty  of  involuntary  manslaughter  of  the  dead  persons  aforesaid;  and 
the  jury  further  believe  from  the  evidence  that  the  Mine  Inspector, 
Bonner  H.  Hill,  is,  by  reason  of  his  neglect  of  duty,  also  guilty  of  invol- 
untary manslaughter  of  the  dead  persons  aforesaid;  and  the  jury  do 
further  find  from  the  evidence  that  said  mines,  located  at  Detroit,  Kan- 
awha County,  West  Virginia,  owned  and  possessed  and  run  by  Detroit 
and  Kanawha  Coal  Company,  a  corporation;  and  that  said  corporation, 
so  run,  has  been  grossly  negligent  in  the  operation  of  said  mines  on  said 
18th  day  of  January,  1906,  and  for  a  long  time  prior  thereto,  to-wit.:  since 
the  3rd  day  of  January,  1906. 

And  we,  the  jury,  do  further  find  from  the  evidence  that  shooting  coal 
from  the  "solid"  is  not  expedient  nor  safe  and  should  be  prohibited  by 
law;  and  we,  the  jury,  do  further  recommend  that  all  Mine  Inspectors 
should  be  vested  with  the  power  and  authority  to  close  any  mine  or  mines 
under  his  supervision,  forthwith,  and  without  applying  to  the  Courts  for  an 
injunction  or  other  process,  in  the  event  that  he  shall  deem  said  mine  or 
mines  to  be  dangerous,  until  the  danger  thereto  has  been  removed. 
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In  testimony  thereof  we  have  hereunto  set  our  hands  this  17th  day  of 
February,  1906. 

F.    L.    BEARDSLEY,   Coroner. 

SEBASTIAN  BELCHER, 

JOS.  W.  DILEY, 

D.  M.  JARRETT, 

MELL  TUCKER, 

R.  R.  HUDDLESTON, 

W.  R.  MERRITT, 

Jury. 

Following  the  findings  of  the  Coroner's  Jury;  the  Judge  of  the  Circuit 
Court,  Hon.  Sam.  C.  Burdett,  called  a  special  Grand  Jury,  which  jury  ex- 
onerated Inspector  B.  H.  Hill,  but  indicted  for  involuntary  manslaughter 
Mr.  John  E.  Miner  and  R.  F.  Townsend,  superintendent  and  mine  boss, 
respectively,  for  the  Detroit  &  Kanawha  Coal  Company. 

Upon  trial  before  a  jury  the  defense  asserted  and  testified  that  on  the 
15th  of  January,  three  days  prior  to  the  explosion,  the  Detroit  Mine  had 
•changed  ownership  and  that  at  the  time  of  the  explosion  the  defendants 
were  not  in  charge  of  the  mine,  that  their  authority  had  been  superceeded 
by  the  representatives  of  the  new  ownership. 

Upon  these  presentations  Mr.  Miner  was  acquitted  and  the  indictment 
.against  Mr.  Townsend  was  nollied,  upon  motion  of  the  Prosecutor. 

Respectfully, 
JAMES  W.  PAUL,  Chief  Mine  Inspector. 

September  29,  1906. 


THREE  LIVES  LOST. 

DUST  EXPLOSION  IN  THE  BALD  KNOB  MINE  NUMBER  TWO. 

At  Red  Jacket,  Mingo  County,  February  1,  1906,  5:Jf0  P.  M. 

Red  Jacket,  W.  Va.,  February  2,  1906. 
Mr.  J.  W.  Paul,  Chief  Mine  Inspector,  Charleston,  W.  Va. 

Dear  Sir:  I  wish  to  report  the  disaster  which  took  place  February  1, 
1906,  at  Bald  Knob,  a  part  of  the  Red  Jacket  Mine,  owned  by  the  Red 
Jacket  Cons.  Coal  &  Coal  Co.,  resulting  in  the  death  of  John  Thornburg, 
William  Gillispie,  each  white,  and  George  Hairston,  colored. 

I  was  in  this  mine  about  three  hours  before  the  explosion  and  found  the 
conditions  all  good.  But  a  few  rooms  were  dry  and  had  some  dust,  while 
others  were  damp  and  some  with  standing  water,  but  in  no  wise  would  it 
be  considered  a  dusty  mine. 

This  section  of  the  mine  was  ventilated  by  a  furnace  and  had  an  outlet 
of  10,640  cubic  feet  and  5000  in  heading. 

I  think  the  cause  was  due  to  a  very  heavy  charge  of  powder  being  placed 
about  two  feet  on  the  solid,  which  caused  a  "windy  shot."  Leonard  Hall 
fired  the  shots,  but  escaped  with  some  bad  burns  on  his  face,  hands  and 
body. 
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John  Thornburg  and  William  Gillispie  were  suffocated  by  afterdamp 
and  did  not  have  a  burn  or  scratch.  George  Hairston  was  killed  by  con- 
cussion and  was  not  scorched. 

.lake  Hairston  was  on  the  outside,  about  100  feet  from  mine  entrance, 
and  his  leg  was  broken  by  flying  debris. 

I  enclose  a  copy  of  the  verdict  of  Coroner's  Jury  with  all  the  evidence 
I  could  get  that  was  of  any  importance.  I  also  mail  you  a  blue  print 
of  the  mine  today  under  separate  cover. 

Hoping  this  will  be  satisfactory,  I  remain  yours  truly, 

BONNER  H.  HILL,  Inspector  6fh  District. 

coroner's  verdict. 

State  of  West  Virginia. 

County  of  Mingo,  to-wit.: 
An  Inquisition  taken  at  Red  Jacket  Mine,  No.  2,  in  the  County  of 
Mingo,  on  the  2nd  day  of  February,  1906,  before  Guy  White,  Justice  of  the 
said  County,  upon  the  view  of  the  bodies  of  George  H.  Hairston,  William 
Gillispie  and  John  Thornburg  there  lying  dead.  The  jurors  sworn  to  in- 
quire when,  how  and  by  what  means  the  said  George  H.  Hairston,  William 
Gillispie  and  John  Thornburg  came  to  their  death,  upon  their  oath  do  say: 
That  they  came  to  their  death  by  a  blown-out  shot  caused  by  improper 
boring  and  shooting  by  Leonard  Hall  and  his  brother,  Ernest  Hall,  in  room 
No.  2,  and  entry  No.  2,  in  the  Bald  Knob  section  of  Red  Jacket  Mine,  on 
the  first  day  of  February,  1906,  which  mine  in  every  other  respect  was  in  a 
very  safe  condition. 

In  testimony  whereof,  the  said  Justice,  and  Jurors  hereto  set  their  hands. 

fT.  G.  BURGESS, 
E,  L.  SPRIEGAL, 
Z.  D.  HOLBROOK, 
3..  J  J.  W.  PALMER, 
TROY  BROWN, 
I W.  T.  CARNS. 

GUY  WHITE,  J.  P. 


TWENTY -THREE    LIVES    LOST  —  PARRAL    MINE    EXPLOSION. 
Fayette  Coun\y,  February  8,  1906. 

The  Parral  Coal  Mine  is  operated  by  the  Stuart  Colliery  Company,  at 
Parral,  by  a  shaft  685  feet  deep. 

The  mine  had,  at  the  time  of  the  explosion,  only  one  opening,  which  was 
partitioned  and  used  as  a  hoisting  shaft  and  an  inlet  and  outlet  for  the 
ventilating  current  of  air.  At  the  time  of  the  explosion  there  were  re- 
ported to  be  working  in  the  mine  35  persons,  of  which  number  23  were 
killed,  the  remaining  12  not  being  injured. 

The  coal  bed  operated  is  the  New  River,  or  Sewell,  4  to  5  feet  thick, 
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which  is  soft,  friable  and  has  a  chemical  analysis  approximately  as  fol- 
lows: 

Moisture 69% 

Volatile  Matter   23.95 

Fixed  Carbon   72.04 

Ash 3.32 

Total     100.00% 

Sulphur    74 

The  workings  of  this  mine  were  of  small  extent,  —  the  development 
being  principally  to  the  east  and  west  of  the  shaft. 

The  workings  to  the  east  were  being  driven  with  the  purpose  of  con- 
necting with  the  workings  of  the  Stuart  shaft,  the  distance  between  the 
workings  at  the  time  of  the  disaster  being  about  4500  feet. 

Ventilation  was  produced  by  a  fan  6  feet  in  diameter,  and  prior  to  the 
explosion  the  inspector  had  reported  the  current  of  air  within  the  mine  as 
being  23,000  cubic  feet  per  minute. 

The  mine  appears  to  have  been  supplied  with  ample  volume  of  air. 

The  mine  produced  small  quantities  of  explosive  gas,  necessitating  the 
use  of  brattices  in  headings  and  rooms.  Open  lamps  were  used  through- 
out the  mine. 

The  mine  was  regularly  examined  by  a  fire  boss  with  a  safety  lamp, 
and  the  mine  boss,  while  not  a  citizen  of  the  State  or  county,  was  con- 
sidered a  man  of  rare  ability  in  mine  matters. 

The  explosion  confined  itself  to  the  east  side  of  the  mine,  killing  all 
persons  within  the  east  side. 

The  explosion  was  the  result  of  a  body  of  gas  being  ignited,  which 
exploded  and  inflamed  the  dust  in  a  part  of  the  mine. 

The  explosive  force,  upon  reaching  the  shaft,  was  relieved  of  its  con- 
finement, and  there  being  considerable  water  near  the  shaft  the  tempera- 
ture of  the  gases  was  reduced  below  their  explosive  point,  and  the  ex- 
plosive force  went  up  the  shaft,  doing  no  damage  on  the  west  side  other 
than  to  wreck  a  door. 

A  careful  examination  of  the  mine  after  the  explosion  revealed  evi- 
dence, which,  with  evidence  as  to  the  condition  of  the  mine  just  prior 
to  the  explosion,  by  persons  who  had  been  in  the  mine  on  the  morning 
of  the  explosion,  enabled  a  decision  to  be  made  as  to  the  cause  of  the 
explosion. 

The  seat  or  origin  of  the  explosion  was  near  the  face  of  the  first  right 
heading,  which  goes  to  the  south  68  degrees  east. 

A  heavy  fall  of  roof  extending  about  100  feet  along  the  first  right  intake 
air  course,  between  the  last  two  break-throughs,  liberated  some  pent  up  gas 
which  was  conducted  by  the  current  into  the  main  first  right  heading  and 
ignited  by  the  open  lamp  of  a  driver  who  happened  to  be  shifting  cars 
near  the  head  of  the  main  first  right  heading. 

The  force  of  the  explosion  followed  the  direction  of  the  return  air  cur- 
rent, as  is  indicated  on  the  map  furnished. 

For  several  days  after  the  explosion  the  gas  in  the  first  right  air  course 
continued  to  be  given  off,  and  for  reason  of  this  gas  it  was  with  some 
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•difficulty  that  the  dead  bodies  were  recovered  from  that  part  of  the  mine. 
On  February  22,  1906,  a  Coroner's  Jury,  under  the  direction  of  Justices 
A.  M.  Kincaid  and  J.  P.  Staten,  took  evidence  at  Parral  relative  to  causes 
which  may  have  resulted  in  the  explosion  and  the  loss  of  life,  and  after 
hearing  the  evidence  of  all  witnesses  rendered  the  following  verdict: 

VEBDICT  OF  CORONER'S  JURY. 

Parral,  W.  Va.,  February  22,  1906. 
We,  the  jury,  empaneled  to  make  inquest  of  the  manner  in  which 
Joseph  R.  Lemley,  James  Hunter  and  others  came  to  their  death  in  the 
mine  disaster  that  occurred  at  Parral,  W.  Va.,  on  the  8th  day  of  February. 
1906,  on  our  oath  find  that  the  said  parties  came  to  their  death  by  an 
explosion  of  gas  in  the  said  mine,  said  explosion  being  an  unavoidable 
incident  to  mining  mines  generating  gas,  and  we  further  find  that  no 
person  is  shown  to  be  in  any  way  responsible  for  the  said  explosion  or 
the  incidental  loss  of  life  of  the  persons  referred  to  herein. 

(Signed)     CHAS.  HILL,  Foreman. 
ALEX  PORLE, 
A.  T.  KNIGHTON, 
S.  B.  BROWNLEE; 
S.   D.  TAYLOR, 
THOS.  WHORTON, 

Jurymen. 

In  view  of  .the  testimony  given  in  the  Coroner's  investigation  revealing 
that  23  lives  were  lost,  and  at  the  time  of  the  explosion  there  were  35 
persons  working  within  the  mine,  which  had  but  one  outlet,  while 
the  law  requires  two  outlets  where  as  many  as  twenty  persons  are  em- 
ployed within  a  mine,  it  was  apparent  to  the  Chief  Mine  Inspector  that, 
had  the  law  been  complied  with,  there  would  have  been  not  more  than 
20  persons  in  the  mine  at  any  time,  and  had  the  law  been  complied  with 
in  this  particular  the  lives  of  three  persons  would  have  been  saved,  —  there 
being  23  persons  killed. 

With  a  view  of  determining  wherein  the  law  had  been  violated,  and 
whether  any  person  or  persons  were  guilty  of  neglect  in  connection  with 
this  disaster,  the  Chief  Mine  Inspector,  in  the  presence  of  the  Prosecuting 
Attorney  of  Fayette  County,  appeared  before  the  Grand  Jury  of  Fayette 
County  on  April  11,  1906,  and  stated  in  substance  the  facts  and  presented 
an  abstract  of  the  evidence  taken  before  the  Coroner's  Jury. 

The  Chief  Mine  Inspector  made  information  that  some  person  had  vio- 
lated the  law  in  permitting  more  than  20  men  to  be  employed  within  the 
mine,  in  the  absence  of  a  second  opening,  and  also  indicated  that  the 
mining  statutes  provided  a  penalty  constituting  a  misdemeanor  for  such 
violation,  and  left  the  matter  to  the  discretion  and  judgment  of  the  Grand 
Jury  as  to  who  might  be  guilty. 

The  Grand  Jury  found  two  indictments  charging  the  general  superin- 
tendent and  superintendent  of  the  Stuart  Colliery  with  voluntary  man- 
slaughter and  also  an  indictment  against  each  for  misdemeanor. 

Nothing  developed  in  the  investigation  of  this  disaster  that  in  any  man- 
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ner  indicated  that  those  charged  with  voluntary  manslaughter  had  volun- 
tarily or  wilfully  contributed  to  the  destruction  of  life,  and  on  April  20th, 
upon  trial  before  the  Criminal  Court,  the  State  was  unable  to  sustain  the 
charge,  the  State's  evidence  being  set  aside  by  the  Court. 

There  still  remain  on  the  Court's  docket  indictment  for  misdemeanor 
against  the  officials  noted  above. 

No  motive  other  than  a  desire  to  impress  the  importance  of  complying 
with  the  law  prompted  the  Chief  Inspector  in  making  the  information 
before  the  Grand  Jury;  and,  while  he  has  been  the  ohject  of  some  cen- 
sure and  criticism  for  his  action,  he  entertains  no  malice  and  feels  justi- 
fied in  the  action  taken,  although  his  information  was  injudiciously  used 
to  the  humiliation  of  two  citizens  who  now  stand  exonerated  of  a  serious 
charge.  Respectfully, 

JAMES  W.  PAUL,  Chief  Mine  Inspector. 


EXPLOSION  — CENTURY  COAL  COMPANY. 
4:30  P.M. 

On  March  22,  1906,  at  4:30  P.  M.  an  explosion  occurred  in  the  No.  1 
Shaft  Mine,  at  Century,  Barbour  County,  owned  and  operated  by  the 
Century  Coal  Company,  resulting  in  the  death  of  twenty-three  (23)  per- 
sons. 

The  Century  Shaft  is  about  156  feet  deep  and  is  located  in  Barbour 
County,  16  miles  by  rail  from  Philippi,  and  operates  a  coal  mine  in  the 
Redstone  coal,  which  coal  appears  about  40  to  65  feet,  vertically,  above  the 
Pittsburg  bed  of  coal. 

The  mine  has  been  in  operation  for  about  five  years,  and  has  a  daily 
production  of  1200  tons.  The  mine  is  developed  on  the  panel  plan,  with 
tripple  and  double  entries.  The  ventilation  is  produced  by  a  14-foot 
Capell  fan,  driven  direct  by  a  250  H.  P.  steam  engine.  Two  shafts  are 
provided,  one  of  which  is  used  for  hoisting  coal  and  the  other  for  venti- 
lating purposes.  A  third  opening  is  had  by  means  of  a  drift  driven  3300 
feet  from  the  bottom  of  the  main  shaft  to  the  outciop,  which  offers 
natural  drainage  and  facilitates  ventilation. 

Few  doors  are  used  within  this  mine  for  ventilating  purposes,  since 
overcasts  and  regulators  are  used  almost  exclusively,  and  the  air  is  split 
for  each  section  of  the  mine.  Brick  and  cement  stoppings  are  used  in  all 
break-throughs  along  all  entries,  except  room  entries,  where  wooden 
stoppings  are  used. 

The  workings  and  ventilation  of  the  mine  have  been  carefully  planned 
with  a  view  of  giving  adequate  ventilation  for  the  need  of  a  gaseous  mine. 

In  the  development  of  this  mine  some  explosive  gas  has  been  discovered 
in  different  parts  of  the  advanced  workings,  and  to  make  sure  of  the  re- 
moval of  any  danger  arising  from  this  source,  a  system  of  daily  and  nightly 
inspections  was  had,  and  daily  written  reports  were  made  by  the  fire 
boss  and  assistant  fire  boss. 

Some  parts  of  this  mine  were  dry  and  dust  accumulated,  and  to  pre- 
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vent  danger  from  this  source  a  sprinkling  car  was  used  to  dampen  the 
entries  and  rooms. 

From  the  aforegoing  one  would  be  led  to  believe  that  this  was  a  mine 
perfect  in  all  of  its  appointments  and  that  an  explosion  within  the  mine 
was  beyond  the  range  of  probability.  However,  conditions  to  be  enumer- 
ated below  may  dispel  such  belief  when  the  physical  condition  of  a  part  of 
the  mine  and  the  practices  of  the  miners  in  that  part  of  the  mine  where 
the  explosion  originated  are  described. 

All  the  indications  within  the  mine  after  the  explosion,  and  evidence 
taken  at  the  investigation,  were  conclusive  that  the  explosion  was  caused 
by  a  blown-out  shot,  which  inflamed  the  dust  and  produced  a  typical  dust 
explosion. 

A  careful  inspection  of  the  workings  in  the  part  of  the  mine  affected 
failed  to  disclose  the  presence  of  any  fire  damp  (explosive  gas),  and  so 
far  as  the  records  of  the  fire  bosses  relative  to  that  part  of  the  mine,  no 
gas  had  ever  been  found,  however,  other  parts  of  the  mine  had  shown  the 
presence  of  gas,  but  those  parts  were  on  a  separate  split  of  air  from  the 
part  affected. 

The  explosion  originated  in  heading  A,  second  section,  southwest,  by  a 
shot  in  the  end  of  the  pillar  between  rooms  18  and  19. 

This  hole  had  been  drilled  6  feet  2  inches  deep,  square  on  the  solid,  about 
18  inches  from  the  bottom,  and  sloped  toward  the  pavement  advancing. 

Two  men,  brothers,  by  the  name  of  James  and  Joe  Majieka,  were  en- 
gaged in  robbing  out  a  pillar  of  coal  20  feet  thick  between  rooms  18  and 
19,  and  they  had  prepared  and  fired  a  shot  on  the  solid  coal  on  the 
end  of  the  pillar.  About  50  feet  back  from  the  end  of  the  pillar  was  a 
cross  cut  through  the  pillar,  and  these  two  men  had  returned  to  this 
cross  cut  for  safety  after  having  lighted  the  squib.  They  had  also  care- 
fully arranged  their  tools  in  a  pile  along  the  rib  near  this  crosscut.  These 
two  men  were  found  lying  dead  in  the  cross  cut,  both  of  whom  were 
badly  burned,  one  having  his  shirt  burned  off. 

Near  the  entrance  to  this  cross  cut  were  found  the  remains  of  two- 
metallic  powder  flasks  which  had  been  damaged  by  the  powder  within 
having  exploded. 

The  hole  in  which  the  charge  had  been  placed  had  not  been  destroyed 
and  no  coal  appears  to  have  been  dislodged  near  it,  unless  a  slab  of  coal 
at  its  mouth  had  been  blown  off.  The  surface  of  the  coal  surrounding  the 
mouth  of  the  hole  was  covered  with  a  deposit  of  charred  coal  dust. 

The  force  of  the  explosion  traveled  in  all  directions  from  this  hole,  but 
the  evidence  of  the  greatest  heat  appeared  to  have  been  confined  to  the 
rooms  and  across  the  ends  of  the  pillars  being  robbed  and  in  the  cross 
cuts  between  the  rooms.  Along  the  course  of  this  force  the  posts  within 
the  rooms  and  the  ribs  of  the  coal  and  mine  cars  had  deposits  of  charred 
dust  adhering.  In  some  instances  this  charred  dust  was  two  inches  thick. 
There  was  little  evidence  of  the  flame  of  the  explosion  having  reached  the 
A  entry,  except  at  the  entrance  to  rooms  20  and  to  23,  and  the  force  came 
down  and  out  these  rooms  and  traveled  along  the  entry  and  then  crossed 
over  into  the  air  course  of  A  entry  and  advanced  in  both  directions  along 
the  air  course,  destroying  a  brick  regulator  near  the  third  section  entries. 
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•On  the  A  entry  there  were  five  pillars  being  robbed  and  ten  men  were 
at  work  at  the  time  of  the  explosion.  In  addition  to  the  ten  men,  a  driver 
and  a  mule  were  in  this  entry,  near  room  No.  20,  when  the  explosion 
occurred. 

These  eleven  (11)  men  were  the  only  persons  who  were  killed  by  the 
•direct  force  of  the  explosion. 

Twelve  others  lost  their  lives  by  reason  of  getting  into  the  after  gases 
of  the  explosion,  two  of  whom  died  after  being  rescued  and  taken  outside. 
-One  of  the  rescued  died  from  "fright  or  acute  insanity,"  but  it  is  most 
probable  that  an  analysis  of  his  venos  blood  would  have  revealed  the 
cause  of  his  death  to  have  been  due  to  carbon  monoxide  gas  poisoning. 
This  subject  had  the  delusion  that  the  roof  was  about  to  fall  upon  him 
.and  constantly  pleaded  to  be  removed  from  this  imaginary  danger.  He 
exercised  his  strength  to  make  an  escape  and  could  only  be  made  to 
remain  indoors  by  the  physical  force  of  his  attendants. 

Another  man  died  after  having  been  removed  to  the  outside,  but  his 
death  was  due  to  the  shock  resulting  from  the  amputation  of  both  legs, 
made  necessary  by  reason  of  his  having  been  run  down  by  an  electric 
motor  and  loaded  mine  cars  within  the  mine  shortly  after  the  explosion 
occurred.  This  unfortunate  circumstance  was  brought  about  by  reason 
of  the  motorman,  who  was  in  another  part  of  the  mine  when  the  explosion 
occurred,  not  knowing  that  an  explosion  had  occurred.  Just  after  the 
explosion  occurred  the  motorman  collected  a  trip  of  16  loaded  cars  in  the 
third  section,  northeast  entries,  and  started  with  the  trip  for  the  bottom 
of  the  shaft,  and  not  until  arriving  into  the  main  east  entry  did  he  know 
anything  unusual  had  happened.  Here  he  encountered  blinding  smoke 
and  hot  suffocating  gases,  and  his  first  thought  was  to  continue  his  trip 
to  the  bottom  of  the  shaft.  This  line  of  travel  is  12  to  14  feet  wide,  and 
is  provided  with  electric  lights  placed  200  feet  apart,  and,  although  the 
electric  lights  were  not  extinguished,  the  smoke  was  so  dense  that  they 
were  of  no  service  to  the  motorman  or  to  those  who  were  traveling  this 
entry  in  an  effort  to  get  out  of  the  mine. 

The  motor  and  its  loaded  cars  continued  some  distance  along  this  main 
entry,  and  three  persons  riding  on  the  front  end  of  the  motor  heard  some 
persons  hollow  and  immediately  the  motor  passed  over  some  obstruction, 
and,  thinking  that  the  track  might  be  blocked,  one  of  the  three  called  to 
the  motorman  to  stop,  which  he  did.  It  was  later  discovered  that  the 
obstruction  passed  over  was  the  man  whose  legs  were  crushed,  the  motor 
and  six  cars  having  passed  over  them.  It  was  also  found  that  the  motor 
had  stopped  immediately  over  another  body  and  half  way  over  a  third 
body;  the  latter  two,  however,  had  not  been  mutilated  other  than  the 
body  under  the  motor  had  a  crushed  foot. 

At  the  time  of  the  explosion  there  were  125  men  in  the  mine;  102  of 
them  esc'aped  without  any  injury  or  ill  effect. 

The  prompt  action  of  the  superintendent  in  reversing  the  current  of 
air  in  the  mine,  no  doubt,  saved  many  lives  in  this  disaster.  The  mine 
boss  happened  to  be  at  the  bottom  of  the  shaft  when  the  explosion  oc- 
curred, and  he  immediately  sent  word  to  the  surface  requesting  the  air 
current  to  be  reversed. 
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In  this  connection  it  may  be  well  to  state  that  the  air  had  been  entering 
the  air  shaft  returning  from  the  mine  by  way  of  the  main  shaft,  as  well 
as  the  drift  opening,  thus  putting  the  vitiated  air  from  the  explosion  into 
the  three  channels  of  escape,  until  the  current  was  reversed. 

The  conditions  favorable  to  an  explosion  existed  within  the  rooms 
affected  by  the  explosion  in  so  far  that  the  rooms  were  dry  and  some 
very  fine  dust  deposited  on  the  pavement  and  ribs.  This  fine  dust,  while 
not  prevalent  in  large  quantities,  was  exceedingly  fine  and  dry.  The  roof 
had  broken  and  fallen  back  to  the  face  of  the  "robbings,"  and  it  is  held 
by  the  writer  that  the  heavy  falls  in  the  robbed  out  parts  materially 
stirred  up  and  drove  quantities  of  fine  coal  dust  into  the  rooms  where  the 
pillars  were  being  robbed.  The  evidence  at  hand  was  to  the  effect  that 
some  time  during  the  day  a  heavy  fall  had  occurred  just  beyond  the  end 
of  the  pillar,  between  rooms  18  and  19,  bust  just  at  what  time  this  occurred 
we  do  not  know.  It  may  have  fallen  just  immediately  preceeding  the 
windy  shot  in  the  end  of  the  pillar  nearby.  In  this  event  the  conditions 
would  have  been  most  favorable  for  a  dust  explosion. 

The  flame  went  principally  against  the  current  of  air  and  was  ex- 
tinguished in  passing  through  the  air  course  of  the  A  entry,  where  a  body 
■of  water  was  prevalent  for  a  distance  of  at  least  100  feet.  The  indica- 
tions were  that  this  water  was  picked  up  by  the  force  and  thrown  into 
the  air  of  the  mine,  since  mud  from  the  pavement  was  found  bespattered 
on  the  roof  and  ribs. 

The  shot  that  proved  fatal  was  charged  with  black  powder,  and  in  the 
placing  of  the  hole  the  miners  neglected  to  exercise  the  judgment  of  prac- 
tical coal  miners,  else  the  shot  would  not  have  been  placd  in  the  solid 
coal,  with  the  line  of  least  resistance  being  the  longitudinal  axis  of  the 
hole.  Respectfully, 

JAMES  W.  PAUL,  Chief  Mine  Inspector. 

Charleston,  W.  Va.,  September  1,  1906. 


Brooke  County. 

July  29,  1905.  Paul  Hover,  Beech  Bottom  No.  1  Mine,  was  attempting 
to  get  coal  enough  from  under  stone  to  finish  loading  last  car.  Stone  fell, 
catching  his  head  and  killing  him  instantly. 

February  6,  1906.  Aureglio  Michele,  Locust  Grove  Mine,  had  been  riding 
on  mine  cars  and  got  caught  between  a  boiler  standing  on  side  track  and 
mine  cars.  Was  not  employed  to  handle  those  cars,  and  should  not  have 
been  there.     Head  crushed. 

May  18,  1906.  John  Sasse,  Beech  Bottom  Mine,  was  off  traveling  entry 
on  haulage  entry,  taking  tools  to  shop,  and  fouled  trolley  wire  on  back 
of  neck  at  base  of  brain  and  instantly  killed. 

Marion  Comity. 

August  25,  1905.  Cosmo  Barnado,  Monongah  No.  3  Mine,  was  shoveling 
coal  when  slate  from  roof  fell  on  him.  He  had  timbers  on  hand  and  was 
instructed  to  use  them,  but  failed  to  keep  the  place  properly  timbered. 
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September  5,  1905;  died  October  7,  1905.  John  Clara,  Middleton  Mine, 
was  loading  car  under  a  piece  of  draw  slate  which  let  go,  knocking  out 
a  post  and  striking  him  on  the  back.  The  slate  men  were  sent  in  a  short 
time  before  to  take  down  the  slate,  but  Clara  said  he  would  post  it  until 
he  loaded  his  coal  out.  He  posted  the  place,  but  not  sufficiently  to  prevent 
one  corner  from  letting  go. 

September  12,  1905;  died  December  29,  1905.  Dom  Chachura,  Monon- 
gah  No.  6  Mine,  was  bringing  loaded  car  up  side  track  to  drop  it  in  on 
loaded  track.  In  some  way  he  was  caught  between  the  car  and  rib  and 
was  rolled  about  one  car  length.  Should  have  been  on  the  left  side  of  car 
coming  out  instead  of  right  side. 

November  18,  1905;  died  November  28,  1905.  Joe  Windos,  Montana 
Mine,  was  working  by  himself.  He  had  lit  the  squib  and  called  out  fire, 
but  the  shot  did  not  go  and  it  is  supposed  he  lit  the  same  squib  again  or 
that  the  shot  went  off  about  the  time  he  got  up  to  it,  which  blew  him  17 
feet  from  the  face  and  knocked  out  five  props. 

December  14,  1905;  died  December  18,  1905.  Charles  Swing,  Shaft 
Mine,  a  driver,  struck  horse  with  his  cap  and  horse  kicked  him  in  the 
stomach. 

December  27,  1905.  Dominick  Beafore,  New  England  Mine,  left  his 
place  of  work  at  12:00  o'clock  and  rode  to  outside  of  mine  to  get  his 
dinner.  Upon  returning  to  his  work  he  got  on  front  end  of  mine  loco- 
motive and  upon  reaching  a  cross-over  of  main  heading  he  jumped  from 
the  motor,  of  his  own  accord,  evidently  intending  to  throw  switch.  In  so 
doing  he  in  some  manner  fell  on  the  track  and  was  run  over  by  the  motor. 

January  2,  190G.  Mike  Madai,  Montana  Mine,  had  the  cross  cut  in  about 
7  feet  and  it  was  between  10  and  11  feet  wide.  He  had  loaded  his  car  and 
sat  down  when  a  piece  of  slate  about  5  feet  square  and  12  inches  thick 
fell  on  him.  The  mine  boss  had  told  him  to  set  a  prop  and  he  said  he 
would,  but  failed  to  do  so. 

January  30,  1906.  Tom  Burdess,  Pennois  Mine,  a  driver,  was  going  in 
the  room  with  empty  car,  the  car  struck  a  post  that  was  supporting  a  cross 
timber,  knocking  it  out  and  letting  down  about  one-quarter  ton  of  slate, 
which  fell  on  him. 

February  15,  190G.  James  Alexander,  Monongah  No.  6  Mine,  after 
tamping  powder,  took  his  lamp  from  cap  and  lit  squib  and  failed  to  get 
away  from  the  place  before  the  powder  exploded.  Had  the  squib  been  lit 
at  the  end  instead  of  back  from  the  end  the  man  would  have  had  suf- 
ficient time  to  have  gotten  into  cross  cut. 

February  26,  1906.  Andy  Chiska,  Montana  Mine,  was  shearing  some 
coal  and  the  slate  man  came  into  his  place  and  pulled  some  loose  slate 
down  and  also  wanted  to  pull  this  piece  down,  which  afterwards  fell.  It 
weighed  about  4  or  5  tons.  Chiska  would  not  let  him;  said  the  slate  was 
not  loose.  The  slate  man  told  him  to  set  a  prop  under  it,  as  it  was  danger- 
ous, but  Chiska  said  he  was  not  afraid  of  its  falling  and  went  back  to 
digging,  and  while  the  slate  man  was  still  arguing  with  him  about  setting 
a  post  the  slate  fell,  catching  Chiska. 

April  9,  1906.  John  Caustic,  Middleton  Mine,  went  to  work  as  usual  in 
the  morning.     When   within   10  feet  of  the  end  of  the  pillar  where   he 
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worked,  sat  down  to  change  his  shoes,  and  while  thus  engaged  about  100 
pounds  of  draw  slate  and  top  coal  fell,  killing  him  instantly.  Place  was 
in  very  good  condition. 

.May  9.  1906.  Oscar  Goff,  Stafford  Shaft,  a  driver,  was  coming  out  of 
heading  with  loaded  trip  of  two  cars.  Seems  that  he  was  riding  between 
cars  and  when  reaching  No.  1  face  heading  he  got  off  to  open  trap  door, 
got  off  on  wrong  side,  and  when  running  ahead  was  caught  between 
car  and  rib. 

June  15,  1906.  V.  O.  Lockhart.  Anderson  Mine,  was  operating  a  small 
friction  drum  that  is  located  under  empty  track  of  tipple,  just  outside  the 
tipple  house.  This  drum  is  used  to  lower  empties  and  hoist  timber  and 
ashes  from  timber  yard  to  mine  track,  at  top  of  hill,  for  use  in  the  mine. 
On  this  occasion  ah  empty  car  was  ready  to  be  lowered  to  timber  yard. 
Lockhart  took  hold  of  friction  lever  and  told  them  to  push  the  car  onto 
the  incline.  When  the  car  was  about  three-fourths  of  the  way  down  the 
incline  a  bolt  came  off  friction  lever,  causing  the  lever  to  catch  on  the 
drum,  stopping  it  instantly,  and  causing  the  lever  to  fly  up,  striking  him 
on  the  chin,  throwing  him  against  the  timbers  above,  crushing  his  skull 
and  killing  him  instantly. 

Monongalia  County. 

September  19,  1905;  died  February  2,  1900.  Andy  Baisi.  Richard  Mine, 
was  killed  by  a  fall  of  bone  coal.  This  accident  was  found  by  the  Mine 
Inspector  to  have  been  caused  by  putting  up  props  without  cap  pieces  on. 

Marshall   County. 

February  4,  1906.  John  Compas,  Hitchman  Mine,  was  digging  some  coal 
down  on  face  of  his  room  where  there  was  a  piece  of  slate  which  extended 
out  about  two  feet  over  edge  of  coal.  When  he  dug  the  loose  coal  from 
back  edge  of  the  stone,  it  let  go  and  fell  on  him. 

Ohio  County. 

April  29,  1906.  Joseph  Grebanoar,  Richland  Mine,  was  working  at  the 
face  of  his  room  when  a  piece  of  draw  slate  fell  on  him,  killing  him  in- 

Barbour  County. 

October  17.  1905;  died  October  29,  1905.  Peter  Vone,  Berryburg  Mine, 
with  two  other  men  were  standing  about  fifty  feet  away  from  face,  in 
cress  cut.  They  had  fired  three  shots  in  close  succession  and  powder 
ignited  unconsumed  smoke.  They  should  have  been  further  away  from 
shot  and  should  have  allowed  smoke  to  clear  away  before  making  another' 
shot.     The  other  two  men  were  injured  non-fatally. 

November  2,  1905.  Burl  Nudge,  Berryburg  Mine,  went  into  the  mine 
for  his  tools  and  became  lost  and  got  into  that  part  of  the  mine  where 
there  was  smoke  from  the  fire  then  raging  in  the  mine,  and  was 
asphyxiated.  Every  effort  had  been  made  by  the  mine  officials  to  keep 
the  men  out  of  the  part  of  the  mine  affected  by  the  fire. 

December  26,  1905;  died  December  31,  1905.  Salvador  Feuror,  Berry- 
burg Mine,   volunteered   to  help  the  mine  foreman  and  some  other  men 
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the  rear  end,  where  they  have  easy  access  to  the  brakes.     Had  he  ridden 
on  The  rear  end  he- would  not  have  been  hurt. 

January  12,  1906.  Antonio  Paolucci,  Ehlen  .Mine,  was  mining  a  shot  of 
coal  on  the  open  end,  about  nine  feet  long  by  five  and  a  half  feet  deep; 
the  shot  was  about  three-fourtbs  mined  and  he  was  lying  with  his  body 
and  his  head  just  under  outer  edge,  evidently  working,  as  he  still  had 
his  pick  in  his  hands  when  taken  from  under  coal. 

March  7,  1906.  John  Sivo,  Viropa  Mine,  had  been  told  by  the  mine  boss 
about  one  hour  before  the  accident  to  set  a  prop,  as  the  roof  looked  to  be 
dangerous,  but  before  prop  was  set  slate  fell  on  him.  This  man  had  been 
discharged  from  this  mine  some  time  before  for  not  timbering  his  place 
and  just  recently  went  to  work  again.  There  were  props  in  this  place 
sufficient  to  make  it  safe  if  they  had  been  set. 

March  19,  1906.  John  Lori,  Solon  Mine,  had  shot  rib  on  right  side  of 
room,  which  did  not  bring  the  coal  down.  He  was  evidently  pulling 
loose  coal  from  underneath  when  about  a  ton  and  a  half  of  coal  fell  from 
top  of  shot,  catching  him,  one  piece  falling  on  his  head,  killing  him  in- 
stantly. 

April  19,  1906.  Joe  Berot,  Gypsy  Mine,  was  standing  at  side  track  with 
empty  car,  waiting  for  another  driver  to  come  down  the  heading.  When 
near  each  other  the  driver  with  the  load  called  to  his  horse,  at  which 
both  horses  started  and  met,  the  horse  turned  off,  the  loaded  car  struck  the 
empty,  knocking  it  off  track,  catching  .the  man  between  car  and  rib. 

June  8,  1906.  Ira  Huffman,  Fall  Run  Mine,  was  cutting  a  pillar  when 
coal  settled  down  on  cutter  head,  and  in  the  attempt  to  back  machine 
out,  threw  the  machine  around  so  front  jack  could  not  be  set.  Machine 
stopped  and  he  took  jack  pipe  7  feet  long  and  braced  against  front  end  of 
machine  to  keep  same  from  turning,  while  his  helper  tried  to  hold  the 
frame.  Machine  was  started  en  back  motion.  Huffman  was  watching  his 
jack  pipe  when  chain  caught  his  helper's  bar  and  pulled  it  into  the  ma- 
chine. He  hollowed  to  Huffman  to  stop  machine,  and  it  appears  Huffman 
turned,  when  in  some  way  the  jack  pipe  gave  way,  striking  him  on  the 
right  side  of  the  head  and  he  fell,  with  the  left  side  of  his  head  striking 
iron  rail. 

Mineral  County. 

August  24,  1905.  William  L.  Roderick,  No.  9  Mine  (Davis  C.  &.  C.  Co.), 
while  going  to  pumping  station,  about  175  feet  from  pit  mouth,  he  met 
a  trip  with  horse  and  four  cars  coming  out.  There  was  plenty  of  space 
on  one  side,  4  feet  clear  of  rail.  It  is  the  opinion  of  all  that  he  became 
confused  and  made  an  attempt  to  run  into  crosscut,  about  10 'feet  farther 
up  the  heading,  and  was  caught  by  the  cars. 

Preston  County. 
July  20,  1905:  dided  July  23,  1905.  J.  Roe,  Victoria  No.  2  Mine,  was 
killed  and  two  other  men  injured  by  a  gas  explosion.  The  following  is 
the  report  of  the  District  Mine  Inspector:  The  main  heading  is  going  to 
the  rise  and  gives  off  considerable  gas,  also  the  air  course.  The  face  of 
the  heading  and  air  course  was  something  over  50  feet  ahead  of  the  air.  . 
They  use  punchers  in  these  places  and  the  power  used  is  compressed  air, 
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and  when  the  machines  were  not  in  use  they  use  the  compressed  air  to 
ventilate  these  places.  They  also  use  air  to  pump  water  out  of  the  mine. 
From  the  best  information  I  could  get,  they  start  this  pump  before  5 
o'  clock  in  the  morning.  The  fire  boss  told  me  he  was  in  these  places  a 
little  after  5  o'clock  on  the  morning  of  the  accident.  The  air  was  shut 
off  at  that  time,  but  he  found  very  little  gas  in  these  places  at  that  time, 
and  so  marked  the  mine  0.  K.,  supposing  the  air  would  be  turned  on 
again  soon.  But  from  the  information  I  got,  the  air  was  not  turned  on 
again  until  7  o'clock,  about  the  time  the  men  went  in  the  mine  to  work. 
It  is  my  opinion  that  when  the  air  was  turned  on  it  drove  the  gas  out  of 
these  places  in  a  body  and  the  men  walked  into  it  with  their  open  lights 
and  fired  it,  for  they  were  back  at  the  break-through,  over  50  feet  from 
the  face,  when  they  fired  the  gas.  When  I  got  there  the  air  was  on  and 
f  could  not  find  any  gas  in  these  places.  I  shut  the  air  off,  and  in  35 
minutes  I  could  find  gas  in  the  air  course  with  the  safety  lamp,  and  in  40 
minutes  gas  showed  in  the  safety  lamp  in  the  heading.  They  are  not  now 
depending  on  compresed  air  for  ventilation. 

April  20,  1906;  died  April  21,  190G.  Edward  Shrout,  Tunnelton  No.  2 
Mine,  after  firing  a  shot  in  bone  coal,  walked  under  where  shot  had  been 
fired,  stooped  to  get  a  pick  that  had  been  partly  covered  over  by  the  coal 
when  a  piece  of  bone  coal  dropped  from  the  roof,  striking  him  on  the  back 
and  doubling  him  together,  face  forward. 

May  29,  1906.  John  Stromalae,  Austin  No.  2  Mine,  was  caught  under  a 
heavy  fall  of  draw  slate  at  face  of  third  left  air  course.  Did  not  appear 
to  be  hurt  much,  but  died  in  half  an  hour. 

Randolph  County. 

November  3,  1905.  John  Mosewich,  Coalton  Mine,  after  making  his 
undercut,  he  shot  one  end,  jarring  whole  breast  of  coal.  He  then  went 
under  the  coal  to  further  loosen  it  when  the  coal  fell  on  him. 

February  17,  1906;  died  March  23,  1906.  Joseph  Metabell,  "Weaver  No.  2 
Mine,  was  breaking  off  a  crosscut  on  a  pillar  and  corner  was  loosened  by 
slip  in  the  seam.     A  lump  of  coal  fell  on  him  while  he  was  working. 

Tucker  County. 

July  1,  1905.  John  Airsmack,  Douglas  No.  3  Mine,  was  killed  by  a  fall 
of  slate  in  room  while  working  to  make  it  safe. 

December  12,  1905.  Steve  Byatis,  No.  37  Mine  (Davis  C.  &  C.  Co.),  was 
mining  back  in  under  a  six-foot  cut  of  coal  when  it  gave  way,  falling  on 
him  and  crushing  head  and  body.  He  had  been  cautioned  to  sprag  his 
coal. 

March  30,  1906.  Moses  Mitchell,  Thomas  No.  23  Mine,  was  drawing 
pillars  when  he  was  caught  by  a  fall  of  slate,  which  broke  his  neck. 

Clay  County. 

October  9,  1905.  Dennis  Shamblin,  Elk  Manor  Mine,  went  in  the  mine 
with  his  brother.  Driver  pulled  his  loaded  car  and  left  an  empty  on 
entry.  Shamblin  must  have  attempted  to  switch  car  off  of  entry  into 
room  and  car  must  have  got  beyond  his  control,  or  else  he  stumbled  and 
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car  passed  upon  his  body,  breaking  his  neck.     He  was  not  in  the  employ 
of  the  company. 

Fayette  County. 

July  7,  1905:  died  July  8,  1905.  Arthur  Taylor,  Eureka  No.  5  Mine, 
was  driving  too  fast,  and  in  dropping  car  in  track  and  jerking  mule  back 
on  him,  mashing  him  through  the  breast  and  stomach.  On  the  following 
day  he  was  ordered  by  the  doctor  not  to  drink  ice  water,  but  he  did  and 
died   a   few   minutes   later. 

July  10,  1905.  John  Roberts,  Oakwood  Mine,  was  mining  with  a  punch- 
ing machine  and  had  about  completed  a  large  cut  when  a  large  piece  of 
slate    fell    on    him. 

July  10,  1905.  Ben  Leftwich,  No.  3  Mine  (Carver  Bros.  Co.),  was  mining 
in  room  when  he  was  caught  by  a  fall  of  draw  slate. 

July  11,  1905.  C.  T.  Hines,  Stuart  Mine,  was  working  in  main  haulway, 
a  short  distance  from  the  shaft,  taking  down  slate  which  had  been  posted 
temporarily.  The  method  adopted  was  to  knock  out  a  given  number  of 
posts  and  let  the  slate  fall.  This  had  been  done  and  the  slate  had  only 
partly  fallen.  Two  posts  had  been  set  under  the  slate  which  did  not  fall 
and  the  men  proceeded  to  clean  up  the  fallen  slate  when  suddenly  and 
without  any  warning  a  large  slab  gave  way,  knocking  out  the  posts  and 
catching  Hines. 

July  16,  1905.  George  Kress  and  John  Howinski,  Carlisle  Mine,  were 
killed  by  an  explosion  of  gas  in  the  heading  where  they  were  working. 
They  had  gone  into  the  mine  to  work  on  Sunday  evening  without  author- 
ity or  permission  from  any  of  the  mine  officials. 

July  19,  1905.  Frank  Spencer,  Fire  Creek  Mine,  had  lighted  a  shot  in 
his  working  place  and  had  started  out.  It  is  supposed  he  must  have  run 
against  and  knocked  down  a  post,  causing  a  piece  of  slate  to  fall  and 
<;atch  him. 

August  25,  1905;  died  September  3,  1905.  William  Shiflett,  Newlyn 
Mine,  had  place  nearly  ffull  of  coal  on  the  evening  of  the  24th,  and 
before  leaving  fired  four  shots.  On  the  morning  of  the  25th  he  went  in 
with  his  laborer  and  found  his  posts  blown  out.  His  laborer  suggested 
resetting  the  posts  at  once,  but  Shiflett  said  they  would  clean  up  a  little 
first.     Had  only  been  in  a  few  minutes  when  slate  fell  and  caught  him. 

August  25,  1905.  Lolak  Martin,  Wingrove  Mine,  was  caught  underneath 
a  fall  of  slate  near  the  face  of  the  coal.     Slate  weighed  about  two  tons. 

September  5,  1905.  Harry  Waddet,  Eureka  No.  5  Mine,  had  been 
warned  by  the  mine  boss  five  minutes  before  the  accident  to  take  the  slate 
down,  which  it  was  his  duty  to  do,  but  said  he  wanted  to  load  his  coal 
out  before  doing  so.  The  mine  boss  then  told  him  to  set  a  prop  under  it 
and  he  said  he  would,  but  he  did  not  do  it.  Had  also  been  warned  by  five 
other  men  of  the  danger  of  the  slate. 

September  7,  1905.  J.  K.  Ervin,  Minden  No.  5  Mine,  was  slabbing 
entry  for  double  track  and  had  undermined  a  portion.  He  knew  the  slate 
•was  loose,  but  intended  loading  a.  car  before  timbering,  and  while  he  was 
loading  the  car  the  slate  fell  on  him,  crushing  him  against  the  car.  There 
■was  a  car  of  timber  at  hand. 
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September  7,  1905.  John  "Warman,  Wingrove  Mine,  was  killed  by  a  fall 
of  slate  (kettle  bottom)  weighing  about  three  tons,  close  to  face  of  coal. 

September  19,  1905;  died  November  13,  1905.  Edward  Briggs,  Victoria 
North  Mine,  was  killed  by  a  fall  of  draw  slate. 

October  2,  1905.  William  Byrd,  No.  1  Mine  (Columbus  Iron  &  Steel  Co.), 
was  killed  in  second  face  entry  by  a  fall  of  draw  slate.  Was  struck  by  a 
piece  of  slate  measuring  8  feet  long,  3  feet  8  inches  wide  and  7  inches 
thick. 

October  2,  1905.  Harvey  Mullins,  Fayette  Mine,  was  working  a  room 
when  slate  weighing  six  or  seven  tons  fell  on  him,  causing  instant  death. 

October  10,  1905.  Henry  Kincaid,  Wingrove  Mine,  undertook  to  jump 
out  at  mule  landing  while  cage  was  in  motion,  caught  head  between  cage 
and  tipple,  killing  him  instantly.     It  was  his  first  day  in  a  shaft  mine. 

October  11,  1905;  died  October  14,  1905.  Dominico  Conginotto,  Kilsyth 
Mine,  was  making  a  cartridge.  His  lighted  lamp,  which  he  had  taken 
from  his  cap,  was  sitting  on  the  floor.  In  some  unaccountable  manner, 
either  from  pouring  powder  on  the  lamp  or  the  cartridge  catching  fire 
from  the  flame,  the  powder  exploded,  burning  his  hands,  face  and  body. 

October  18,  1905;  died  February  2,  1906.  Carey  Ham,  Macdonald  Mine, 
had  just  broken  room  through  to  an  air  course  in  which  the  slate  had 
fallen.  He  was  loading  his  last  coal  out  when  slate  in  air  course  again 
fell  and  slabbed  back  between  two  posts,  following  a  slip,  catching  him 
across  the  hips,  with  the  above  result. 

October  24,  1905.  William  Hall,  Stuart  Mine,  was  taking  down  slate  for 
stable  and  was  under  a  piece  of  roof  25  feet  long,  8  feet  wide  and  3  feet 
thick,  which  they  were  going  to  take  down,  when  it  fell  on  him.  They 
had  shot  too  far  in  advance  and  should  have  used  post  to  support  outer 
edge  of  rock. 

October  30,  1905;  died  December  11,  1905.  William  McFarland,  Stuart 
Mine,  was  running  a  machine  when  slate  fell  on  him. 

November  4,  1905.  Robert  Olussis,  Parral  Mine,  went  into  room  to  load 
coal,  and  slate  fell  on  him.    Place  posted  up  to  the  face. 

November  9,  1905,  John  Lonzer,  Minden  No.  2  Mine,  was  mining  under 
hanging  top  coal  and  draw  slate,  not  properly  timbered,  and  it  fell  on 
him. 

November  9,  1905;  died  November  11,  1905.  John  A.  Mills,  Macdonald 
Mine,  had  split  a  pillar  to  top  end  and  pulled  both  sides  back  about  20 
feet.  This  slate  was  yet  standing,  but  on  the  move,  when  a  piece  weighing 
about  800  pounds  fell,  catching  him  across  the  back. 

November  9,  1905.  Louis  Levati,  Ansted  Mine,  was  killed  by  a  fall  of 
slate   (horse  back). 

December  2,  1905.  Sam  Dow,  Laurel  Creek  Mine,  was  killed  by  a  fall 
of  slate  while  turning  a  room. 

December  13,  1905.  James  R.  Phillips,  Boomer  No.  3  Mine,  was  riding 
out  on  motor  when  they  came  in  contact  with  an  empty  mine  car  that  had 
become  detached,  and  the  sudden  impact  threw  the  motor  off  the  track 
and  threw  Mr.  Phillips  out  and  the  motor  ran  on  top  of  his  legs,  crushing 
them. 

December  13,  1905.     Herschell  Leach,  Kanawha  Gas  Mine,  attempted  to 
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jump  on  front  of  motor  as  it  was  approaching  mouth  of  mine  coming  out, 
about  200  feet  from  daylight,  and  fell  under  it. 

January  9,  1906.  Joseph  Stewart  and  Oliver  Bryan,  Central  Mine,  were 
standing  at  face  of  room,  mining  over  the  coal,  when  a  piece  of  slate  from 
under  which  they  had  mined  the  coal  fell,  catching  them  and  crushing 
them.  They  had  been  warned  of  the  dangerous  condition  of  the  slate, 
and  to  either  post,  take  down  or  stay  from  under  it. 

January  11,  1906.  W.  V.  Massey,  Hickory  Camp  Mine,  had  a  "hung, 
shot"  over  the  slate  and  had  posted  one  side  of  slate  in  room  and  had  gone 
under  to  cut  other  side  when  the  fall  caught  him. 

January  20,  1906.  Davis  Watts,  Victoria  North  Mine,  was  working  on 
coke  ovens  and  must  have  fallen  asleep  on  larry  tracks.  Dinky  engine 
pushing  larries  ran  over  him.  Smoke  of  ovens  and  three  larries  ahead  of 
engine  obscured  view  of  engineer.    Was  not  seen  before  being  struck. 

January  29,  1906.  Kemper  James,  Derryhale  Mine,  was  in  the  act  of 
loading  his  car  when  a  sandrock  boulder  fell  from  the  top  at  the  face  of 
his  room,  breaking  his  neck.  He  had  tried  to  take  the  boulder  down 
during  the  day,  but  had  been  unable  to  do  so. 

January  30,  1906.  Carl  Nutter,  Boomer  No.  2  North  Mine,  in  following 
his  regular  duties,  jumped  from  motor  to  change  switches  and  instead 
of  jumping  to  the  side,  he  jumped  immediately  in  front  of  motor  and  fell 
down.     Was  instantly  killed. 

February  8,  1906.  George  Calloway,  Robert  Tompkins,  William  Madison, 
Josh  Taylor,  Dave  Wells,  George  Jones,  Oscar  Jones,  Joseph  White,  Carl 
Carlson,  Cupina  Silveria,  Miles  Pratt,  John  Pratt,  Alfred  Martens,  John 
Cook,  Charles  Johnson,  John  Brown,  Isaac  Spears,  James  Swann,  Oliver 
Morris,  James  Hunter,  Joseph  Lumley,  Hans  Scorider  and  Martin  How- 
chick,  Parral  Mine,  killed  by  explosion  of  gas  and  dust.  A  detailed  de- 
scription of  this  accident  will  be  found  elsewhere  in  this  report. 

February  14,  1906.  Alonzo  Marsh,  Minden  No.  3  Mine,  was  going  into 
the  mine  and  came  in  contact  with  trip  of  cars  dropping  in  on  siding 
after  motor  had  cut  loose  from  them. 

February  17,  1906;  died  March  7,  1906.  Joe  Carmen,  Nuttallburg  Mine, 
was  running  locomotive  at  a  terrific  speed  when  locomotive  jumped  the 
track.  He  jumped  off  and  was  caught  under  it.  He  had  been  notified 
several  times  not  to  run  so  fast,  but  did  not  obey  instructions. 

February  22,  1906.  William  J.  Hudkins,  Smokeless  Mine,  was  working 
at  face  of  room.  Suppose  he  was  putting  in  a  top  cut  or  getting  out  a 
solid  shot  that  he  had  fired  the  evening  before.     Draw  slate  fell  on  him. 

March  2,  1906.  Stanley  Rogers  and  Vandon  Hiser,  Red  Ash  Mine, 
were  killed  by  cars  getting  away  from  top  of  incline  and  striking  them. 
Rogers  was  on  the  tipple  and  Hiser  was  working  on  incline,  greasing 
rollers. 

March  26,  1906.  John  Akers,  Macdonald  Mine,  was  caught  near  face  of 
place  by  small  piece  of  slate  in  such  a  manner  that  he  could  not  breathe, 
thereby  causing  suffocation. 

April  13,  1906.  Robert  H.  Flanigan,  Brown  Mine,  was  killed  in  his 
room  by  a  fall  of  slate  in  the  shape  of  a  wedge.. 

April  30,  1906;     died  May  3,  1906.     L.  H.   Staton,  Glendale  Mine,  was 
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necking  a  room  and  failed  to  leave  a  sprag  in  his  cut.  A  piece  of  draw- 
slate  about  4  inches  thick,  2  feet  wide  and  4  feet  long  fell  and  mashed 
him  about  the  head. 

May  1,  1906.  Paul  Estvan,  Sugar  Creek  Mine,  was  struck  by  a  trip  of 
loaded  cars  on  main  entry,  dragged  50  feet  and  run  over  by  24  cars.  Had 
ample  passage  way. 

May  5,  190G.  Henry  Morris,  Hickory  Camp  Mine,  a  coupling  broke  on 
the  incline.     He  was  struck  in  the  head  by  a  piece  of  a  car  wheel. 

May  12,  1906.  Joseph  Boyd,  Rush  Run  Mine,  was  going  up  on  the  first 
trip  in  the  morning  and  there  were  about  30  men  in  the  trip.  Just  as  the 
loaded  cars  were  about  to  pass  the  empty  cars  the  loads  jumped  the  track 
and  ran  into  the  empty  cars,  knocking  them  off  the  track  and  upsetting 
them.     Boyd  was  killed  and  one  other  man  was  injured. 

May  28,  1906.  Elbert  Hedrick,  Kay  Moor  No.  1  Mine,  was  splitting  a 
thick  stump  and  was  shooting  a  rib  shot.  He  had  made  a  bottom  shot 
and  apparently  was  loading  a  top  hole  and  did  not  see  the  slip  in  the  roof. 
While  engaged  in  his  work  this  slip  broke  off  at  the  rib,  catching  him. 

May  29,  1906.  Rufus  Neal,  Nova  Scotia  Mine,  had  been  riding  on  trip 
a  short  time  before  and  it  is  supposed  that  he  fell  between  the  cars  and 
was  cut  and  dragged.  Happened  outside  of  mines.  No  one  saw  the  acci- 
dent.    He  was  found  under  the  wheels. 

June  21,  1906.  L.  A.  Blake,  Stuart  Mine,  had  been  in  ill  health  for 
some  time,  and  in  crossing  from  one  side  of  shaft  to  other  fell  in. 

June  23,  1906.  Tom  Hawkins,  Kay  Moor  No.  2  Mine,  was  evidently 
trying  to  get  in  one  more  shot  and  had  not  properly  timbered  his  working 
place  before  so  doing.  The  man  with  him  warned  him  that  the  piece  of 
slate  was  loose,  but  it  did  not  avail. 

June  27,  1906.  Joseph  A.  Wilson,  Blume  Mine,  had  been  warned  by 
other  miners  at  previous  times  in  regard  to  timbering.  Timbers  were 
blown  out  by  shot  that  he  had  fired  the  previous  evening,  and  he  neglected 
to  reset  them  and  continued  mining,  when  slate  fell  on  him.  He  had 
plenty  of  timbers  at  his  place,  but  failed  to  set  them. 

Kanawha  County. 

July  17,  1905.  John  Cremeans,  Cabin  Creek  Mine,  fell  from  front  of  car 
on  track  and  was  dragged  and  arm  run  over.  He  was  dropping  car  down 
to  tipple.     The  chain  of  brake  broke,  allowing  him  to  fall  off. 

October  12,  1905;  died  October  26,  1905.  Will  Hagins,  Red  Warrior 
Mine,  was  a  driver  and  in  some  way  fell  betwen  his  mule  and  car,  and  the 
car,  running  upon  him,  broke  his  back. 

November  7,  1905.  William  Fritzgerald,  Republic  No.  2  Mine,  was 
driving  on  straight  track  and  fell  in  front  of  car,  car  running  on  him. 
"There  was  no  apparent  reason  why  he  should  have  fallen  off  the  car. 

December  4,  1905.  Moses  Chapman,  H.  S.  Combs,  J.  W.  Vass,  John 
Gowens,  Robert  Gowens,  John  Waterson  and  Harvey  Crabtree,  Horton 
Mine,  were  overcome  by  gases  from  mine  fire.  A  detailed  description  of 
this  accident  will  be  found  elsewhere  in  this  report. 

December    20,    1905.      Henry    Thompson,    United    Mine,    a    driver,    was 


1906]  Chief  Miste  [nspe<  219 


making  a  fast  run  and  the  car  jumped  the  track,  knocking  out  post  which 
lit   down  some  loose  slate. 

January  1,  1906.  G.  W.  -Miller,  Greenbrier  No.  ::  Mine,  is  supposed  to 
have  gone  back  on  a  shot  which  had  not  gone  off. 

January  5,  1906.  Thornton  Spraddling.  Morton  No.  1  Mine,  was  taking 
down  a  piece  of  slate  and  knocked  out  a  post  while  standing  under  the 
slate. 

January  18,  1906.  G.  P.  Neal,  A.  N.  Sovine,  Pat  McLaughlin,  James 
McLaughlin.  Steve  McArdle,  Pat  McArdle,  James  McArdle,  Charles 
Miskell,  James  Miskell,  Isaac  Pancake,  Claude  Saunders,  Ed.  Bridgeman, 
Phillip  Bridgeman,  Melvin  Bridgeman,  Pete  Bridgeman,  Isaac  Snyder, 
Charlie  Snyder.  Benj.  Snyder,  Detroit  Mine,  were  killed  by  an  explosion 
of  dust.  A  detailed  description  of  this  accident  will  be  found  elsewhere  in 
this  report. 

January  31,  1906;  died  February  16,  1906.  Elmar  Snodgrass,  Black 
Band  Mine,  was  riding  on  a  mine  car  loaded  with  rails  and  was  caught 
between  the  rails  and  roof  and  rolled. 

March  12,  1906.  Mathew  Holsteine.  Climax  Mine,  went  back  60  feet 
from  the  face  and  fired  shot  on  the  solid  on  the  left  rib.  and  draw  slate 
fell  on  him  from  the  space  where  coal  was  shot  from. 

April  23,  1906;  died  April  24,  1906.  Henry  Cousins,  Hugheston  No.  2 
Mine,  was  working  at  the  face  of  his  working  place  and  had  gone  two  cuts 
under  the  draw  slate  by  setting  a  post  or  two  under  it,  and  he  was 
knocking  out  these  posts  to  let  the  slate  come  down  when  the  slate 
caught  him.  He  had  been  warned  by  the  mine  boss  and  superintendent 
not  half  an  hour  before  the  accident  of  the  danger. 

June  11,  1906;  died  June  13,  1906.  Mike  Lazori,  Raccoon  Mine, 
began  working  in  this  mine  on  the  morning  of  the  accident.  He  borrowed 
enough  powder  to  do  him  until  noon,  at  which  time  he  went  to  the  maga- 
zine and  got  a  keg  of  powder  and  took  it  into  the  mine  without  letting 
any  of  the  officials  see  him.  Powder  exploded  from  some  cause.  Another 
man  was  burned  non-fatally. 

Mason  County. 

October  11,  1905;  died  October  13,  1905.  Peter  Lavender,  Jackson  Fur- 
nace Mine,  was  taking  down  slate.  He  fell  or  slipped  in  going  away  and 
foot  caught  in  the  fall. 

Nicholas  County. 

September  23,  1905;  died  September  24,  1905.  Lewis  Snow,  Mt.  Carmel 
Mine,  was  going  up  the  incline  in  the  empty  cars,  and  when  about  one- 
quarter  the  way  up  a  lump  of  coal  left  the  loaded  car  and  hit  him  on  the 
head.     Riding  on  the  incline  is  contrary  to  the  rules  of  the  company. 

Putnam  County. 

October  20,  1905;  died  October  21,  1905.  Bert  Krantz,  Alpha  Mine,  was 
digging  a  hole  to  place  cross  bar  under  a  loose  piece  of  slate  at  mouth  of 
a  room  just  being  necked  off.  The  slate  fell,  knocking  him  over  and 
crushing  his  leg. 
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January  3,  1906.  George  Meadows,  Alpha  Mine,  was  killed  by  the  fall 
of  a  large  "kettle  bottom"  at  the  faee  of  his  entry. 

February  26,  1906.  Edward  Harvey,  Big  Otto  No.  2  Mine,  was  working 
in  the  face  of  the  entry  and  in  the. act  of  loading  car  of  coal  when  slate 
fell  from  the  room,  mashing  him. 

Raleigh  County. 

December  29,  1905.  George  Tompson,  Beckley  Mine,  was  killed  by  a 
fall  of  slate  known  as  a  "kettle  bottom,"  which  became  loose  as  soon  as- 
coal  was  mined  from  under  it.  It  broke  off  square  at  rib  of  entry  of 
which  he  was  driving.  He  was  not  aware  of  its  presence,  for  he  was 
standing  right  under  it,  picking  between  a  prop  and  the  face  of  the 
entry. 

April  13,  1906.  Guarino  Guiseppe,  Terry  Mine,  was  killed  and  three 
others  non-fatally  injured.  Monitor  derailed  near  passing  point,  collided 
with  loaded  monitor,  turning  empty  monitor  over.  Guiseppe  was  riding 
the  bridle,  and  in  trying  to  save  himself  must  have  fallen  under  the 
monitor  and  the  wheels  of  the  same  passed  over  him. 

June  18,  1906.  Abner  Stevens,  Piney  No.  1  Mine,  went  into  his  room, 
contrary  to  orders,  before  it  was  examined  and  fired  the  gas.  The  ex- 
plosion was  very  slight  and  did  not  damage  the  mine. 

Logan  County. 

May  20,  1906.  George  Feighner,  Island  Creek  No.  2  Mine,  was  working 
with  wire  crew,  repairing  a  line,  and  found  it  necessary  to  drop  a  string 
of  15  loaded  mine  cars  down  the  entry,  which  dips  enough  to  allow  cars 
to  run  by  gravity.  He  was  warned  by  the  foreman  not  to  ride  front  end, 
but  did  so,  and  when  cars  were  moving  jumped  off  and  for  some  unknown 
reason  tried  to  get  on  again  by  stepping  on  front  end  of  last  car.  In  doing 
this  he  slipped  and  fell  under  the  last  car,  which  passed  over  him. 

Mingo  County. 

August  15,  1905;  died  September  2,  1905.  Daniel  W.  Skeens,  Red  Jacket 
Mine,  was  sitting  down  about  19  feet  from  his  work,  eating  his  lunch, 
when  a  piece  of  slate  fell  on  him. 

December  4,  1905.  Mike  Vargo,  Red  Jacket  Mine,  had  made  a  cut  about 
6  feet  and  was  shoveling  the  cuttings  out  of  his  way  when  the  coal  fell 
on  him. 

January  17,  1906;  died  January  19,  1906.  Will  Rice,  Maritime  Mine, 
was  riding  on  motor  from  drift  mouth  to  head  house,  a  distance  of  about 
one  mile,  when  about  half  way  the  motor  cut  loose  from  loads  to  pick 
up  more  cars.  He  stepped  from  motor  in  front  of  loaded  trip  in  motion, 
two  cars  passing  over  him.    Mr.  Rice  was  mine  foreman  of  this  mine. 

February  1,  1906.  George  H.  Hairston,  John  Thornburg  and  William 
Gillispie,  Bait  Knob  section  of  Red  Jacket  Mine,  killed  and  two  others 
non-fatally  injured  by  an  explosion  of  dust,  A  detailed  account  of  this 
explosion  will  be  found  elsewhere  in  this  report. 

February  10,  1906.  William  A.  Gilbert,  Red  Jacket  Mine,  was  lying  on 
top  of  a  gathering  locomotive,  coming  out  after  finishing  his  shift  for  the 
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night,  and  his  hand  struck  the  trolley  wire,  causing  almost  instant  death. 

February  23,  1906.  Tony  Pat,  Red  Jacket  Mine,  went  out  of  his  place 
over  into  his  brother's  place  and  sat  down.  The  place  where  he  was 
sitting  had  been  robbed  out  and  was  taking  some  weight,  causing  the  slate 
to  tear  loose  and  fall,  catching  him  and  breaking  his  back. 

March  S.  1906.  .Frank  Kondor.  Grapevine  Mine,  riding  up  incline  in 
empty  car  and  a  lump  of  coal  fell  off  loaded  car,  coming  down  and  struck 
him  in  the  head. 

McDowell  County. 

July  5,  1905.  Antonio  Importuna,  George  Scandala,  Antonio  Romeo, 
James  Cacalebre  (died  July  8,  1905,)  and  Antonio  Mayo  (died  July  9, 
1905,),  Tidewater  Mine,  were  killed  by  an  explosion  of  powder  and  gas. 
The  last  named  two  men  were  not  in  the  employ  of  the  company,  but 
were  in  the  mine  at  the  time  of  the  explosion,  seeking  employment.  A 
detailed  description  of  this  accident  will  be  found  elsewhere  in  this 
report. 

July  13,  1905.  W.  Barger,  Crozer  No.  2  Mine,  was  eating  his  dinner, 
about  50  feet  from  the  face  of  his  room,  when  a  "kettle  bottom,"  hidden  by 
an  inch  of  slate,  fell  on  him,  killing  him  instantly. ( 

July  13,  1905.  Blair  Hereford,  Hensley  No.  1  Mine,  was  drawing  a  pil- 
lar when  a  large  piece  of  slate  known  as  a  "kettle  bottom"  fell  on  him 
and  killed  him  instantly. 

July  20,  1905.  Alex  Williamson,  Pulaski  Mine,  cut  off  mule  from  car 
and  as  the  chain  dropped  the  mule  started  to  kick.  He  evidently  jumped 
to  avoid  being  kicked  and  in  doing  so  he  got  off  on  the  wrong  side  of  car 
and  was  squeezed  between  car  and  rib.  There  was  at  least  six  feet  clear 
space  on  other  side  of  car. 

July  24,  1905;  died  July  26,  1905.  Tom  Robinson,  Algoma  Mine,  sat 
down  on  a  bottle  of  oil,  which  he  had  in  his  pocket,  and  broke  it,  and  in 
getting  the  broken  glass  out  of  his  pocket  his  lamp  caught  his  clothes  on 
fire,  burning  him. 

August  19,  1905.  Neil  Jackson,  Elk  Ridge  Mine,  in  attempting  to  get 
out  of  the  way  he  stumbled  and  fell  across  track  directly  in  front  of  mine 
locomotive  and  was  killed  instantly. 

August  26,  1905.  Steve  Eperjesi,  Algoma  Mine,  was  killed  by  a  fall  of 
slate  roof. 

September  11,  1905.  Rugus  Robinson,  Shawnee  Mine,  went  into  room 
after  miners  had  left  to  pull  a  loaded  car  when  a  piece  of  slate  fell  on 
him. 

September  13,  1905.  John  Stout,  U.  S.  No.  4  Mine,  was  employed  as 
slate  man  on  the  night  of  the  13th.  He  fired  a  shot  in  slate  and  some  of 
the  slate  hung.  He  and  three  others  started  to  pull  it  down.  The  three 
men  came  out,  and  tried  to  get  him  to  come,  but  he  refused  and  the 
slate  fell   on   him. 

September  22,  1905.  Joe  Namerschmidt,  Crozer  No.  1  Mine,  was  work- 
ing in  No.  5  room  on  No.  7  entry.  He  left  his  place  of  work  and  went 
down  to  room  No.  1  on  same  entry,  where  some  miners  were  cutting  a 
haulway    through    the   chain    pillar    from    eighth    entry    side.      He   aimed 
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" 

•    Cell  and  aim 

■ 
pull  the  ;  .  d  and  that  be  had 

Banner,    U    8.    No     I   Mine,    \\a-   In   a 
putting  bquId  In  bottom   Bhot    when  ;i   pi  late  fell,  Btriklng   him 

■ 
N',..  i  Louis   Bi ""  ii.    Thomas    P     Eiunley, 

i :  1 1  r  1 1^ .  Howard  Mel  on  and  Harden  Devin,    ; 

Kline,  were  killed  by  an  explosion  of  powder  and  ga 
Iptlon  "i'  thhvaccldenl  will  he  found  elsewhere  in  thl 
November  1,  190*    Mullen  Ghent,  Ki  Mine,  was  war  car 

loaded  ami  standing  in  the  face  "f  a  room  when  a  "kettl< 
fell  <>ii  him,  killing  him  Instantly. 

L906.     John    Boshos,   Pulaski   Mine,   waa  caught    by  a 
hi Ing  a  poi  ket  in  a  pillar. 
November  '.'.  1905.    Joseph  C.  Money,  i     S    No    i  Mine,  had  jnsi  ii;. 

an  examination  aa  to  the  condition  went 

In  and  commenced  to  load  an  empty  thai  was  In  the  place  when 
the  iddenly,  cat<  hing  him. 

November  13,   1905.     John  ii    Dill,  U    S    No    8  Mine,  in  company  with 
two  other  mini  ■    •  I  ing  In  ro  3  on  main  air  course.    This 

being  a  new  room,  bad  been  examined  by  mine  foreman  and  though!   io 
be  perfect!  While  they  were  working  the  Blate  fell  <>n  Dill. 

November  18.   1905.     Elec.  Menet,  i  7  Mine,  resumed  work  too 

shot  ami  withoul  making  necessary  examination  of  his 
place     Th<    Blate  fell  <>n  him. 

November  24,  1905:    John  Minnltlj  Tidewater  Mine,  had  Bred  a  shot  <>n 
the  23rd,  w i i i •  - 1 1  he  failed  and  neglected  to  Had  hi 

he  would  have  found  thai   the  coal  had  been  Bprung  from  th> 
and  could  easily  be  taken  down.    He  waa  in  tl  uttlng  under  when 

a  pieci  aboui   150  pounda  in  weight  fell  on  his  hi 

January   27,    1906      John   Cebo,    Pulaski    Mine,   was   picking   down 
when  a  piece  of  Blate  fell  on  him.     He  had  been  ordered  to  .  but 

failed    tO    do 

January  29,  1906.     E.  M.  Rogi        Mgoma  Mine,  was  killed  by  a  fall  <>f 
slate. 

February   I,   1906      Gei      •    Oolbon,   Page   Mine,  was  killed  by  a  fall  <>f 

■    •  ar  and  face     Slate  f«dl  « ithin  6 
Februai  Kellj  Oeorgi     I     E    Ni     5  Mine,  was  loading  coal  In 

and,  while  Bhoveling,  the  slate  fell  and  caught  blm,  breakini 

February  10,  1906;    died  March  8,  1906     Ned  Williamson,  Upland  Mine, 
late,  which  waa  loose,  and  while  tamping,  his 
directly  under  Blate  which  fell  on  him. 
iruary  12,  1906     J     \    Young,  Blackatone  Mine,  was  Betting  prop  and 

of  slate  fell,  i  atching  his  i  i 
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February  20,  1900.  Thomas  Murray,  U.  S.  No.  5,  Mine,  was  employed 
as  a  slate  man.  On  the  afternoon  of  the  20th  he  went  into  blacksmith- 
shop  t0  teal  some  water  to  thaw  ou1  dynamite  and  commenced  to  blow  the 
bellows  when  some  dynamite  caps  he  had  in  his  pocket  exploded. 

February  22.  1906.  William  Alexander,  Pulaski  Mine,  .was  pulling  a  car 
out  of  a  break-through,  and  in  making  the  turn  the  front  end  of  the  car 
knocked  out  a  prop  and  this  caused  a  fall  of  slate  which  caught  him. 

February  26,  1906;  died  April  20,  190G.  Daniel  Wilcox,  Houston  No.  1 
Mine,  with  three  other  men,  was  robbing  a  pillar.  They  had  been  out  on 
the  heading  for  some  time,  waiting  for  the  driver  to  bring  them  a  car. 
After  they  got  the  car  Wilcox  went  to  reach  for  his  shovel  and  as  he  did 
so  a  piece  of  slate  fell  from  between  the  prop  and  face. 

March  6,  1906.  Mike  Suki,  Jed  Mine,  was  working  in  air  shaft,  con- 
creting shaft  from  point  45  feet  from  surface  to  top  when  platform  on 
which  he  was  working  gave  way  on  account  of  insufficient  bracing,  pre- 
cipitating him  to  bottom  of  shaft,  about  55  feet  below.  One  other  man 
was  non-fatally  injured  in  the  same  accident. 

March  7,  1906.  Jack  Dillard,  Algoma  Mine,  fell  in  front  of  a  trip  of 
loaded  cars  coming  from  Big  Four  Mine,  and  before  anything  could  be 
done  three  cars  had  run  over  him.  He  had  just  been  told  to  keep  off 
the  cars.  He  had  no  business  on  them,  as  his  busines  was  to  grease 
them. 

March  10,  1906.  Henry  Morris,  Cirrus  Mine,  was  working  at  the  face  of 
his  room  when  a  piece  of  draw  slate  fell  and  killed  him  instantly.  The 
fire  boss  had  been  in  his  place  about  10  minutes  previous  to  the  accident, 
and  cautioned  him  against  using  small  wedges  over  props  instead  of  cap 
pieces.  Had  he  used  cap  pieces  this  slate  would  have  been  caught  up,  as 
the  end  nearest  the  prop  was  the  end  which  needed  support. 

March  14,  1906.  Sam  Salvatori,  Bottom  Creek  Mine,  fell  between  two 
coke  cars  while  in  motion  and  was  run  over. 

April  3,  190G.  Demetrius  Cadmis,  Elk  Ridge  Mine,  was  digging  cut 
when  the  coal  fell  on  him.  killing  him  instantly. 

April  IS,  1906.  John  Vosar,  Algoma  Mine,  was  told  to  come  out,  as 
slate  was  working,  and  it  would  fall  that  night,  but  he  started  to  chop  out 
a  prop  under  a  "kettle  bottom"  and  only  hit  it  twice  when  the  slate  fell 
on  him. 

April  25,  1906.  Henry  Green,  Algoma  Mine,  got  on  a  trip  of  cars  and 
started  to  the  side  track.  The  trip  came  uncoupled  coming  down  a  hill 
and  he  jumped  off- in  the  swag  and  the  cars  ran  back  and  caught  him. 

April  27,  1906.  Reece  Brown,  U.  S.  No.  7  Mine,  was  hitching  up  his 
team  when  the  slate  fell  on  him.  There  was  no  sign  of  break,  just  a  slip 
in  the  roof  which  had  apparently  given  no  warning. 

May  2,  1906.  August  Bemick,  U.  S.  No.  3  Mine,  was  knocking  out  a  prop 
when  told  that  slate  would  fall  on  him;  he  said  he  knew  what  he  was 
doing.  When  he  knocked  out  third  prop  the  slate  fell  on  him.  He  lived 
a  few  days  after  the  accident. 

June  25,  1906;  died  June  28,  1906.  George  Ward,  McDowell  Mine,  was 
killed  by  a  fall  of  slate. 

June  30,  1906.     Will  Lee,  Algoma  Mine,  was  fixing  holes  to  shoot  slate 
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killed  by  an  explosion  of  -lust      a  detailed  description  of  this  accident 
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MIX  i-:     I  X  S  PECTORS. 


James  W.  Paul,  Chief  Mine  Inspector,  Charleston. 


FIRST  DISTRICT. 
Edward  V.  Byrne,  Inspector,  Elm  Grove. 

SECOND  DISTRICT. 
Frank  E.  Parsons,  Inspector,  Clarksburg. 

THIRD  DISTRICT.        * 

John  F.  Bratt,  Inspector.  Independence. 

FOURTH  DISTRICT. 

Earl  A.  Henry,  Inspector,  Clifton. 

FIFTH  DISTRICT. 

♦Edward  Pinkney,  Inspector,  Montgomery. 

John  I.  Absalom,  Inspector,  Montgomery. 

SIXTH  DISTRICT. 

Bonner  H.  Hill,  Inspector,  Chelyan. 

SEVENTH  DISTRICT. 

*  Samuel  S.  Cooper,  Inspector,  Keystone. 


*S.   S.  Cooper  resigned  March  31,  1906,  and   Edward  Pinkney  resigned 
June  30,  1906. 


MIXE    INSPECTION    DISTRICTS. 


FIRST  DISTRICT. 
Counties    of    Brooke.    Hancock.    Marion.    Marshall.    Monongalia,    Ohio, 
Pleasants,  Tyler  and  Wetzel. 

S  '.: COND  DISTRICT. 
Counties    of    Barbour,    Calhoun,    Doddridge,    Gilmer,    Harrison,    Lewis, 
Ritchie,  Taylor.  Upshur  and  Webster. 

THIRD  DISTRICT. 
Counties    of    Berkeley.    Grant.    Hampshire,    Hardy,    Jefferson,    Mineral, 
Morgan,  Pendleton,  Preston.  Randolph  and  Tucker. 

FOURTH  DISTRICT. 
Counties  of  Braxton,  Clay,  Fayette. —  north  side  of  New  River  to  Thur- 
mond, Jackson,  Kanawha  —  north  side  of  Kanawha  River,  Mason,  Nicholas, 
Putnanr.  Roane,  Wirt  and  Wood. 

FIFTH    DISTRICT. 
Counties   of  Fayette  —  east  of  Thurmond   and   all   of  Fayette   south   of 
New  River.   Greenbrier,  Pocahontas,   Raleigh   and   Summers. 
SIXTH    DISTRICT. 
Counties  of   Boone.   Cabell,   Kanawha  —  south    side   of  Kanawha  River, 
Lincoln.  Logan,  Mingo  and  Wayne. 

SEVENTH  DISTRICT. 
Counties  of  McDowell,  Mercer.  Monroe  and  Wyoming. 


[Italicized  counties  are  those  in  which  coal  mines  are  operated.] 
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GENERAL   SUMMARY  OF    THE  FIRST  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  SO,   1906. 
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Elm  Grove,  W.  Va.,  September  15,  1906. 
Hon.  James  W.  Paul, 
N     Chief  Mine  Inspector, 

Charleston,  W.  Va.: 

Dear  Sir:  —  I  herewith  respectfully  submit  to  you  my  annual  report  as 
Inspector  of  Mines  of  the  First  District  of  West  Virginia,  for  the  year 
ending  June  30,  1906. 

During  the  year  I  made  one  hundred  and  sixty-six  regular  visits  and 
inspections  and  twenty  extra  visits  investigating  accidents  and  other  mat- 
ters pertaining  to  the  mines. 

I  regret  to  state  that  during  the  year  there  have  been  sixty-six  accidents 
in  the  district,  nineteen  of  which  have  been  fatal  and  forty-seven  non-fatal. 
I  have  endeavored  to  investigate  all  accidents,  and  upon  investigation,  I 
found  that  some  of  these  accidents  were  due  to  carelessness  of  the  em- 
ployes and  some  due  to  carelessness  of  those  employed  in  working  under 
loose  slate  and  in  handling  explosives  and  in  handling  cars,  also  in 
[handling  electrical  appliances.  The  details  of  these  accidents  have"  all  been 
given  in  the  report. 

A  comparison  of  -the  different  types  of  mining  machines  in  use  in  the 
different  machine  mines  in  the  district  will  show  the  chain  cutter  to  be 
the  best  adapted  in  the  No.  8  or  Pittsburg  vein,  and  the  compressed  air 
machines,  of  the  puncher  type,  in  the  Freeport  and  Kittanning  seams. 

Four  new  mines  have  been  developed;  Marquet  Mines  Nos.  4  and  5,' in 
Hancock  County;  No.  4  began  to  ship  coal  in  September,  1905,  and  No.  5 
in  May,  1906.  Rex  Carbon,  in  Brooke  County;  began  to  ship  coal  in  Janu- 
ary, 1906.  Parker  Run,  in  Marion  County;  began  to  ship  coal  in  March, 
1900. 
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The  pasl  year  has  been  notable  for  strikes  in  a  number  of  the  mines 
of  this  district,  which  in  the  majority  of  the  mines  have  been  settled  for 
the  next  two  years,  the  miners  receiving  an  increase  in  wages.  The  details 
of  which  have  been  given  in  the  animal  report. 

Owing  the  the  fact  that  a  large  majority  of  the  coal  is  mined  by  ma- 
chinery, it  is  a  very  hard  matter  to  state  exactlj  just  whal  per  cent:  of  the 
coal  is  shot  on  the  solid.  While  it  is  a  fact  thai  a  small  per  cenl  of  the 
picked  mined  coal  is  shot  on  the  solid,  as  this  had  never  been  asked  for 
in  my  reports  before.  I  am  unprepared  to  give  lie  exad  per  cent,  but 
have  given  the  estimates  as  n<  arly  as  possible  in  each  of  my  mine  reports. 
With  the  exception  of  one  new  mine,  which  was  ignoranl  of  the  law 
until  informed  on  my  official  visit,  all  (be  mines  in  this  district  fully 
comply  with  tin    powder  law. 

All  the  mines  that  generate  dust  are  properly  watered  down. 
There  has  been  only  one  injunction  issued  in  the  First  District  during 
the  pasl  year.  The  injunction  was  complied  with  without  even  a  test,  and 
the  necessary  improvements,  stated  in  the  regular  report  of  the  mine,  are 
being  made  and  the  injunction  will  be  retained  until  the  said  improve- 
ments have  been  completed.  The  injunction,  as  provided  for  by  our  stat- 
ute, preventing  the  operating  of  unsafe  mines,  is  one  of  the  best  safe- 
guards for  the  life  and  health  of  the  miners  thai  we  can  conceive  of;  not 
only  is  it  a  good  remedy,  but  it  is  easily  applied.  It  is  different  from  the 
usual  procedure  in  that  there  is  no  bond  required  of  the  petitioner,  and  if 
the  petition  fails  for  want  of  proof,  the  State  bears  the  expense  of  the 
trial. 

It  is  effective  because,  if  the  defendant  is  guilty  of  operating  an  unsafe 
mine,  and  continues  to  operate  the  same  after  the  injunction  has  been 
granted,  then  a  rule  may  be  had  against  him  compelling  him  to  answer 
and  show'  cause  why  he  should  not  me  punished  for  contempt  of  court. 
And  if  the  court  decides  that  he  is  guilty  of  contempt  of  court  he  may  be 
fined  or  sent  to  prison. 

Owing  to  the  fact  that  the  oil  used  in  the  majority  of  our  mines  is  only 
of  a  fair  quality  and  does  not  meet  the  requirements  of  the  law,  some- 
thing should  be  done  to  better  the  quality  of  the  oil  and  relieve  the  miner 
from  the  present  conditions. 

The  law  relating  to  miners'  oil,  or  the  oil  used  in  mines,  is  a  step  in  the 
right  direction.  The  object  being  to  prevent  accidents  by  reason  of  danger- 
ous oil,  and  the  remedy  offered  is  the  proper  remedy,  namely,  making  it 
a  misdemeanor  to  use  unsafe  oil;  but  the  miners,  not  being  experts  in  the 
oil  business,  certainly  should  not  be  punished  for  using  oil  that  they  are 
not  competent  to  test  its  quality.  It  would  be  far  better  if  the  oil  used  in 
mines  was  inspected  by  an  inspector  employed  for  that  purpose,  just  as  out- 
commercial  fertilizers  are  inspected;  then  all  the  oil  used  would  be  tested 
by  competent  men  and  relieve  the  miner  from  any  liability,  and  the  pun- 
ishment, if  any,  could  be  applied  to  those  who  manufacture  and  sell  an 
illegal   test   oil. 

In  conclusion,  I  am  glad  to  say  that  I  am  thankful  for  the  courteous 
treatment  that  I  have  received  from  the  miners  and  the  officials  of  the 
various  mines,  for  which  I  desire  to  return  my  thanks. 
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I  also  wish  to  thank  you  for  the  able  advice  and  many  favors  received  at 
your  hands  during  the  past  year.  Yours  truly, 

E.  V.  Byrne, 
Mine  Inspector,   1st  District. 


CONDITION  OF  THE  MINES  IN  THE  FIRST  DISTRICT. 
E.  V.  Byrne,  Inspector. 


A.   GILCHRST  &  SONS'   COAL   COMPANY. 

No.  1.  Gilchrist  Mine.  —  This  mine  is  located  on  the  P.,  C,  C.  &  St.  L. 
R.  R.,  one  half  mile  north  of  Lazearville.  It  is  a  drift  opening  operating 
the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  produced  by 
a  furnace,  and  is  fairly  good.  The  drainage  was  found  to  be  in  bad  con- 
dition along  the  main  haulway. 

A  new  incline  50  feet  long  has  been  constructed  to  convey  coal  from  the 
tipple  to  the  river. 

The  powder  formerly  was  carried  into  the  mine  in  kegs,  but  this  has 
been  abandoned  and  it  is  now  carried  in  cans  of  five  pounds  capacity. 

The  oil  used  for  illuminating  purposes  meets  the  requirements  of  the 
law. 

With  a  full  force  of  men  and  present  developments  and  equipment,  this 
mine  is  capable  of  producing  290  tons  per  day. 

With  the  exception  of  the  drainage,  the  mining  law  is  being  fairly  well 
complied  with. 

The  second  opening  meets  all  the  requirements  of  the  law. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

No  map  of  this  mine  has  yet  been  furnished  this  office,  as  is  required  by 
law. 

This  mine  was  reported  last  year  as  Wiota,  No.  2  of  the  printed  report. 
A.  GILCHRIST,  Supt.  W.  T.  GILCHRIST,  Mine  Boss. 

LA  BELLE  COAL  COMPANY. 

No.  2.  Lewis  Mine.  —  This  mine  is  located  on  the  P.,  C,  C.  &  St.  L. 
R.  R.,  at  the  southern  extremity  of  Wellsburg.  This  mine  is  a  drift  open- 
ing operating  the  Pittsburg  coal  on  the  double  entry  system.  A  new  fur- 
nace has  been  installed,  which  has  very  much  improved  the  ventilation; 
but  a  fan  has  been  recommended.  The  drainage  is  in  a  bad  condition 
throughout  the  mine. 

All  powder  is  carried  into  the  mine  in  five-pound  cans. 

The  illuminating  oil  used  meets  the  requirements  of  the  law. 

The  second  opening  of  this  mine  meets  all  the  requirements  of  the  law. 

With  the  exception  of  drainage,  the  mining  law  is  fairly  well  complied 
with. 

With  the  present  mine  developments  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  375  tons  per  day. 

Rules  were  posted,  but  blankets  and  stretchers  were  not  kept  on  hand. 

A  map  of  this  mine,  extended  to  July,  1904,  has  been  furnished  this 
office. 
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This  mine  was  reported  last  year  as  Lewis  Mine,  No.  3  of  the  printed 
report. 
O.  L.  MARQUET,  Supt.  WILSON  HOLMES,  Mine  Boss. 

BEECH    BOTTOM    COAL    COMPANY. 

No.  3.  Beech  Bottom  Mine  No.  1.  —  This  mine  is  located  on  the  P.,  C, 
C.  &  St.  L.  R.  R.,  three  miles  south  of  Wellsburg.  It  is  a  drift  mine 
operating  the  Pittsburg  coal  on  the  double  entry  system. 

This  mine  is  ventilated  by  a  furnace,  but  a  fan  has  been  recommended, 
as  the  ventilation  is  insufficient. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  meets  the  requirements  of  the  law. 

There  were  two  accidents  at  this  mine,  both  proving  fatal.  One  was 
instantly  killed  by  an  electric  wire,  and  the  other  by  a  fall  of  roof  coal. 

The  roof  in  this  mine  is  not  very  good, .but  it  is  well  timbered. 

The  drainage  is  good. 

Electric  motor  haulage  has  been  installed  in  this  mine. 

It  has  been  with  much  insistence  on  the  part  of  the  Inspector  that  the 
employer  and  employes  have  complied  with  the  official  instructions  given 
last  year. 

The  second  opening  to  this  mine  meets  the  requirements  of  the  law. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

Map  of  this  mine,  extended  to  May  1,  1906,  has  been  furnished  this  office. 

This  mine  was  reported  last  year  as  Beech  Bottom  Mine,  No.  3  of  the 
printed  report. 

With  full  force  of  men  and  equipments  this  mine  can  produce  360  tons 
a  day. 
ELMER  HOUGH,  Supt.  J.  R.  PATRICK,  Mine  Boss. 

LEWIS-FINDLEY  COAL  COMPANY. 

No.  4.  Locust  Grove  Mine.  —  This  mine  is  located  on  the  P.  C.  C.  & 
St.  L.  R.  R.,  about  one  and  one-quarter  miles  south  of  Collier  Station.  It  is 
a  drift  mine  operating  Pittsburg  coal  on  the  double  entry  system 

The  ventilation  is  produced  both  by  a  fan  and  a  furnace  and  is  good. 

The  drainage  has  been  improved  during  the  last  year  and  is  fairly  good. 

Shooting  the  coal  on  the  solid  was  formerly  practiced  at  this  mine  but) 
has  been  abandoned.  % 

The  roof  in  this  mine  is  not  very  good  but  is  well  timbered. 

All  powder  is  carried  into  the  mine  in  cans  of  five .  pounds  capacity. 
Two  accidents  occurred,  one  fatal  and  one  non-fatal. 

The  oil  used  meets  the  requirements  of  the  law. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that  the 
operator  and  the  employes  have  complied  with  the  official  instructions 
given  during  the  last  year. 

The  second  opening  to  this  mine  meets  the  requirements  of  the  law. 

The  improvements  are  as  follows: — Two  150  horse  power  Titusville 
Boilers,  one  150  K.  W.  direct  connected  generator  and  288  H.  P.  engine; 
also  4  electric  mining  machines,  2  electric  pumps,  1  ten  ton  motor;  1  twelve 
it.  Brazil  fan;   also  a  new  fan  house,  boiler  house,  power  house,  motor 
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house,  and  supply  house,  a  new  tipple  and  a  new  incline  are  being  built. 
The  mine  employs  125  pick  miners,  100  machine  men,  2  roadmen  and  2 
helpers.     It  can  produce  an  average  of  800  tons  per  day. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Locust  Grove  Mine,  No.  6  of  the 
printed  report. 

With  full  force  of  men  and  equipment  the  mine  can  produce  800  tons 
a  day. 
WILLIAM  LACE,   Supt.  DAVE   BURTHOFF,   Mine   Boss. 

LA   BELLE  IRON   WORKS. 

No.  5.  La  Belle  Shaft  Mine.  —  This  is  a  shaft  mine,  with  opening  on 
the  Ohio  side  at  Steubenville,  extending  under  the  river  into  West  Vir- 
ginia. Depth  of  shaft  to  surface  landing,  198  ft.  Main  entry  course  S. 
15  degrees  E.  goes  under  the  river  at  X  1250  and  crosses  at  right  angles 
to  channel  line.  The  West  Virginia  side  is  X  1956,  making  the  river  706 
feet  wide  at  this  point. 

This  mine  was  regularly  inspected  jointly  by  J.  P.  Davis  and  E.  V. 
Byrne,  also  by  Thos.  McGoff  and  E.  V.  Byrne,  when  conditions  in  regard 
to  safety  were  found  to  be  good.  Ventilation  is  produced  by  a  fan  and 
was  found  to  be  good.     Drainage  was  also  good. 

This  mine  is  operating  the  Upper  Freeport  coal,  on  the  double  entry 
system. 

There  are  small  quantities  of  explosive  gas  found  in  this  mine. 

All  powder  is  cai'ried  into  this  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  for  illuminating  purposes  meets  the  requirements  of  the 
law. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

Extra  precaution  is  taken  at  this  mine  to  protect  the  employed  workmen 
from  the  electric  wires. 

With  a  full  force  of  men  and  present  developments  this  mine  is  capable 
of  producing  450  tons  per  day. 

A  map  showing  mine  workings  extended  to  May,  1906,  has  been  fur- 
nished this  office. 

This  mine  was  reported  last  year  as  La  Belle  Shaft,  No.  8  of  the  printed 
report. 

P.  J.'HARRIGAN,  Supt.  A.  E.  LAFFERTY,  Mine  Boss. 

ALLEN  BAILLE,  Fire  Boss. 

REX    CARBON    COAL    COMPANY. 

No.  6.  Rex  Carbon  No.  1  Mine.  —  This  mine  is  a  new  mine  located  on 
the  north  side  of  Cross  Creek  on  the  Wabash  Pittsburg  Terminal  R.  R., 
about  six  miles  north  east  of  Wellsburg.  It  is  a  drift  opening  operating 
Pittsburg  coal  on  the  double  entry  system. 

The  mine  commenced  shipping  coal  about  Jan.  1,  1906. 

The  roof  is  good  consisting  of  hard  black  slate.  The  coal  is  delivered 
from  the  mine  to  the  tipple  over  an  incline  of  about  250  feet  by  a  rope. 

Ventilation  is  produced  by  a  fan  and  is  good.     Drainage  was  also  good. 

A  fair  quality  of  oil  was  found  to  be  in  use. 
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The  miners  had  several  original  cans  of  powder  in  the  mine  which  I 
ordered  to  be  taken  out  and  five  pound  cans  used  instead. 

With  a  full  force  of  men  and  with  the  present  mine  development  and 
equipment  this  mine  is  capable  of  producing  600  tons  per  day. 

The  second  opening  meets  all 'the  requirements  of  the  law. 

To  the  best  of  my  knowledge  the  improper  use  of  powder  is  the  only 
violation  of  the  mining  law. 

Rules  were  posted.     Xo  map  of  this  mine  has  yet  been  furnished  this 
office. 
J.  D.  CRIBBS,   Supt.  N.   E.  COOLEY,  Mine  Boss. 

HANCOCK  COUNTY. 
M.  M.  CULLED. 

No.  7.  Porter  Mine.  —  This  mine  is  located  aobut  three  miles  east  of 
New  Cumberland  on  Harden  Run.  They  are  operating  the  Upper  Freeport 
on  the  double  entry  system.  The  ventilation  is  produced  by  a  furnace 
and  was  found  to  be  only  fair. 

The  mine  is  free  from  gas.    The  drainage  was  bad  in  the  main  haulage. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  for  illuminating  purposes  at  this  mine  meets  the  require- 
ments of  the  law. 

Recommendations  were  offered  in  regard  to  ventilation  and  drainage. 

As  this  mine  does  not  employ  twelve  men  it  does  not  come  under  the 
jurisdiction  of  the  law,  and  only  one  inspection  was  made. 

This  mine  was  reported  last  year  as  Porter  Mine,  No.  9  of  the  printed 
report. 
M.  M.  CULLEN,  Supt.  PAUL  S.  CULLEN,  Mine  Boss. 

THE  MARQUET  COMPANY. 

Nos.  8,  9  and  10.  Marquet  Mines  Nos.  1,  .',,  5.  —  Nos.  2  and  3  are  aban- 
doned. 

These  mines  are  situated  on  Harden  Run  about  three  miles  east  of  New 
Cumberland.  They  are  operating  the  Upper  Freeport  and  are  using  the 
double  entry  system.  The  coal  is  delivered  to  the  P.  C.  C.  &  St.  L.  R.  R., 
on  a  switch  three  miles  long  and  by  an  engine  both  owned  and  operated 
by  the  Marquet  Coal  Co. 

Mine  No.  1.  —  The  ventilation  and  drainage  are  both  good.  This  mine 
is  nearly  worked  out,  only  a  few  pillars  being  left. 

Mine  No.  4.  —  This  is  a  new  opening  nearly  opposite  No.  1.  The  main 
entry  was  driven  a  distance  of  1100  ft.  through  a  rock  fault,  sandstone, 
before  striking  coal.  This  mine  is  equipped  with  electricty  and  electric 
haulage.  An  air  shaft  is  being  put  down  and  a  fan  installed  to  be  operated 
by  an  electric  engine.  Akron,  10  H.  P.,  400  speed. 

Ventilation  is  bad  but  will  be  improved  when  the  installation  of  the  new 
fan  is  completed.  Drainage  is  only  fair,  but  work  is  in  progress  on  a  new 
sewer  to  drain  this  mine. 

This  mine  began  to  ship  coal  September,  1905. 

Mine  No.  5.  —  This  is  a  new  opening.     A  new  tipple,  new  side  tracks. 
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and  a  new  incline  of  about  300  feet  have  been  constructed.     The  coal  is 
delivered  from  the  incline  to  the  tipple  by  a  rope. 

The  ventilation  is  produced  by  a  furnace  and  is  good. 

The  drainage  is  also  good. 

This  mine  began  to  ship  coal  about  May,.  1906.  About  fifty  per  cent,  of 
the  coal  is  mined  at  present  time  by  shooting  on  the  solid. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 

The  oil  used  meets  the  requirements  of  the  law. 

Rules  were  poste^,  blankets  and  stretchers  kept  on  hand. 
A  map  showing  mine  workings  extended  kept  to  May,  1906,  has  been  fur- 
nished this  office. 

The  second  opening  to  this  mine  meets  the  requirements  of  the  law. 

Mine  No.  1  was  reported  last  year  as  Marquet  Mine,  No.  10  of  the  printed 
report. 

With  the  present  development  and  equipment  and  the  full  force  of  men 
working  the  Marquet  Mines  Nos.  1,  4,  and  5  are  capable  of  producing  80, 
100  and  300  tons  respectively,  totalling  480  tons  per  day. 
C.  F.  WAGNER,  Supt.  W.  M.  GILMORE,  Mine  Boss,  Nos.   1  and  4. 

WM.  LIDYARD,  Mine  Boss,  No.  5. 

MARION  COUNTY. 

FAIRMONT  COAL  COMPANY. 

No.  11.  Murray  Mine.  —  This  mine  is  located  on  the  Connellsville  divis- 
ion of  the  B.  &  O.  R.  R.  about  10%  miles  north  of  Fairmont.  It  is  a  drift 
mine  operating  the  .Pittsburg  coal  on  the  double  entry  system.  Ventila- 
tion is  natural  and  is  good.     Drainage  is  also  good. 

About  10%  of  the  coal  is  shot  on  the  solid. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  is  only  of  a  fair  quality  and  a  part  of  the  miners  and  day 
hands  mix  the  oil  sold  by  the  company  with  kerosene. 

The  mining  law  is  being  complied  with,  with  the  exception  of  the  oil. 

With  the  present  development  and  equipment  and  with  a  full  force  of 
men,  this  mine  is  capable  of  producing  1204  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

There  were  three  accidents  at  this  mine, — all  non-fatal.  Two  were  caused 
by  carelessness  in  handling  cars  and  one  by  a  fall  of  head  coal. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this  office. 

This  mine  was  reported  last  year  as  Murray  Mine,  No.  59  of  the  printed 
report. 
J.  H.  BAINBRIDGE,  Supt. 

W.  N.  MALONE  and  D.  H.  SATTERFIELD,  Mine  Bosses. 

No.  12.  Montana  Mine. — This  mine  is  located  six  miles  north  of  Fair- 
mont on  the  Connellsville  division  of  the  B.  &  O.  R.  R.  It  is  a  drift 
mine  operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventila- 
tion is  produced  by  a  fan  and  is  good.     Drainage  is  only  fair. 

The  roof  in  this  mine  is  the  worst  in  the  district.    We  have  here  a  slate 
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roof  which  is  impossible  to  hold  after  being  exposed  to  the  air.     But  the 
management  is  taking  all  precautions  to  protect  their  employes. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  illuminating  oil  handled  by  the  company  is  only  of  a  fair  quality 
and  a  part  of  the  miners  and  the  day  hands  use  a  mixture  of  this  oil  and 
kerosene. 

With  fhe  exceptions  of  the  oil,  and  a  small  per  cent,  of  shooting  on  the 
solid,   the  mining  law   is   being  complied   with. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  1225  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

50  mine  cars  have  been  added,  one-8  by  20  mine  fan,  1-48  stall  barn,  1-1000 
gallon  per  minute  electric  pump.  Also  one  incline  and  trestle  is  being 
constructed. 

Eight  accidents  occurred  in  this  mine,  three  were  fatal,  and  five  non- 
fatal. Two  were  killed  by  a  fall  of  slate  and  one  by  an  electric  wire.  Of 
the  non-fatal  accidents,  two  were  caused  by  a  fall  of  slate,  two  by  a  fall 
of  coal,  and  one  by  a  trip  of  loaded  cars. 

A  mine  map  extended  to  July,  1906,  has  been  furnished  this  office. 

This  mine  was  reported  last  year  as  Montana  Mine,  No.  60  of  the  printed 
report. 

C.  E.  GASKILL,  Supt.  HAYS  GASKILL,  Fire  Boss. 

W.  M.  GASKILL,  Mine  Boss. 

No.  13.  Shaft  Mine.  —  This  mine  is  located  two  and  one-half  miles 
north  of  Fairmont  on  the  Wheeling  and  Grafton  division  of  the  B.  &  O. 
R.  R.  It  is  a  shaft  mine  operating  the  Pittsburg  coal  on  the  double  entry 
system.     Ventilation  is  produced  by  a  fan  and  is  good.     Drainage  is  good. 

Just  a  small  quantity  of  explosive  gas  was  found  at  different  places  in 
this  mine. 

A  small  per  cent  of  the  coal  mined  by  the  pick  miners  is  shot  on  the 
solid. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  illuminating  oil  is  only  of  a  fair  quality.  Some  of  the  miners  and 
day  hands  mix  the  oil  sold  to  them  by  the  company  with  kerosene.- 

With  the  exception  of  the  oil  and  the  small  percentage  of  shooting  on 
the  solid,  the  mine  law  is  being  complied  with. 

With  the  present  development  and  equipment  and  a  full  force  of  men, 
this  mine  is  capable  of  producing  1351  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

50  mine  cars  have  been  added,  2-150  H.  P.  boilers,  1  electric  pump  1000 
-Gal.  per  minute,  2-electric  haulage  motors.  Also  one  12  by  12  air  shaft 
is  being  constructed. 

Two  accidents  occurred  in  this  mine,  one  fatal  and  one  non-fatal.  Both 
occurred  with  the  mules. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this 
office. 
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This  mine  was  last  year  reported  as  West  Fairmont  Shaft,  No.  61  of 
the  printed  report. 

J.  J.  BRENNEN,  Supt.  S.  R.  FETTY,  Mine  Boss. 

C.  E.  SIDWELL,  WALTER  GRIFFITH  &  THOS.  MATHEWS,  Fire  Bosses. 

No.  14.  New  England  Mine.  —  This  mine  is  located  two  miles  south  of 
Faimont  on  the  M.  R.  division  of  the  B.  &  O.  R.  R.  It  is  a  drift  opening 
in  the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  pro- 
duced by  a  fan  and  is  good.     Drainage  is  good. 

Small  quantities  of  gas  are  found  in  different  places  in  the  mine. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  illuminating  oil  is  only  of  a  fair  quality.  Some  of  the  miners  and 
day  hands  use  a  mixture  of  this  oil  and  kerosene. 

With  the  exception  of  the  oil  and  a  small  percentage  of  shooting  on  the 
solid  practiced  by  some  of  the  pick  miners,  the  mining  law  is  complied 
with. 

With  the  present  development  and  equipment  and  a  full  force  of  men, 
this  mine  is  capable  of  producing  2S70  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

1-3  y»  ton  gathering  motor  has  been  added,  1  1000  Gal.  per  minute  elec- 
tric pump,  1-22  by  8  reversible  fan.  Also  a  new  fan  house  and  additional 
openings  are  being  constructed. 

Four  accidents  occurred  in  this  mine,  one  fatal  and  three  non-fatal. 
Three  were  caused  by  cars  and  one  by  a  fall  of  slate. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  New  England  Mine  No.  62  of  the 
printed  report. 
H.  C.  ASH,  Supt. 

C.  H.  TARLETON,  J.  C.  TOMPSON,  G.  B.  ASH,  A.  C.  POLING,  Mine  bosses. 
JAMES  GILLIS  and  GEO.  BUCY,  Fire  bosses. 

No.  15.  Gaston  Mine.  —  This  mine  is  located  two  miles  south  of  Fair- 
mont on  the  M.  R.  division  of  the  B.  &  O.  R.  R.  It  is  a  slope  opening  oper- 
ating the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  pro- 
duced by  a  fan  and  is  good.     Drainage  is  also  good. 

Some  small  quantities  of  gas  are  found  in  different  places  in  the  mine. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  is  only  of  a  fair  quality.  Some  of  the  miners  and  the  day 
hands  mix  the  oil  sold  by  the  company  with  kerosene. 

With  the  exception  of  the  oil  and  a  small  percentage  of  shooting  on  the 
solid  practiced  by  some  of  the  pick  miners,  the  mining  law  is  complied 
with. 

With  the  present  mine  development  and  equipment  and  the  full  force 
of  men  working,  this  mine  is  capable  of  producing  1806  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

1-3%  ton  gathering  motor  has  been  added  during  the  past  year. 

Two  accidents  occurred  in  this  mine,  both  non-fatal. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 
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A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  Gaston  Mine..  No.  63  of  the  prim  i 
report. 

H.  C.  ASH.  Supt.         C.   H.  TARLETOX  and  P.  C.  VEROX,   Mine  Bosses. 
JOHN  TRICKET  and  J.  E.  GATTAIN,  Fire  Bosses. 

Xo.  16.  Monongah  Mine  No.  3. — -This  mine  is  located  one-half  mile 
south  of  Monongau  on  the  M.  R.  Division  of  the  B.  &  O.  R.  R.  It  is  a 
drift  mine  operating  the  Pittsburg  coal  on  the  double  entry  system.  Ven- 
tilation is  produced  by  a  fan  and  was  good.     Drainage  was  good. 

All  powder  was  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  is  only  of  a  fair  quality.  Some  of  the  miners  and  day 
hands  use  a  mixture  of  the  oil  furnished  by  the  company  and  kerosene. 

With  the  exception  of  the  oil  and  a  small  per  cent,  of  shooting  on  the 
solid,  the  mine  law  is  complied  with. 

.    With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  3206  tons  per  day. 

The  second  opening  meets  the  requirements  of  the  law. 

Two  accidents,  one  fatal  and  one  non-fatal.,  occurred  in  this  mine.  Both 
were  caused  by  the  falling  of  coal. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this 
office. 

This  mine  has  been  temporarily  shut  down  for  the  last  six  or  eight 
months. 

Mines  Xos.  2,  3  and  5  were  reported  last  year  as  Nos.  64  and  65  of  the 
printed  report. 
A.  J.  RUCKMAX,  Supt.  JAMES  ROGERS,  Mine  Boss. 

Xo.  17.  Monongah  .Mine  No,  :>.  —  This  mine  is  located  at  Monongah  on 
the  M.  R.  division  of  the  B.  &  O.  R.  R.  It  is  a  drift  opening  operating  the 
Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  produced  by  a 
fan  and  is  good.     Drainage  is  also  good. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  is  only  of  a  fair  quality.  Some  of  the  miners  and  day  hands  use 
a  mixture  of  this  oil  and  kerosene. 

With  the  exception  of  the  oil  and  a  small  percentage  of  shooting  on 
the  solid,  by  some  of  the  pick  miners,  the  mine  law  is  complied  with. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  4319  tons  per  day.  . 

The  second  opening  meets  all  the  requirements  of  the  law. 

1-100  H.  P.  boiler  to  operate  fan  has  been  installed. 

Four  accidents  occurred  in  this  mine,  one  fatal  and  three  non-fatal. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this  office. 

Xo.  2  has  not  been  in  operation  during  the  last  year.  The  coal  from 
Xo.  5  mine  is  delivered  through  No.  2  part  of  the  way  by  electric  motor 
;and  part  of  the  way  by  a  rope  to  the  tipple  of  No!  2. 
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Nos.  2,  o  and  5  were  reported  last  yea    .      \os.  G4  and  G5  of  the  printed 
report. 
A  .  J.  PUCKMAN,  Supt. 

THOS.    KILLEEN   and    BLZA    LEVEL,    Mine   Bosses. 

Xo.  L8.  Monongah  Mine  No.  6.  -This  mine  is  located  on  the  north  side 
of  the  West  Fork  River  al  Monongah..  li  is  a  slope  mine  operating  the 
Pittsburg  coal  on  the  double  entry  system.     Ventilation  is  produced  by  a 

Can  and  is  good.     Drainage  is  also  good. 

Small  quantities  of  gas  are  found  in  different  parts  of  the  mine. 

All  powder  is  carried  Into  the  mine  In  cans  of  five  pounds  capacity. 

The  oil  is  only  fair  quality.  Some  of  the  miners  and  day  hands 
mix  the  oil  sold  by  the  company  with  kerosene. 

With  the  exception  of  the  oil  and  a  small  per  cent,  of  coal  shot  on  the 
solid  by  the  pick  miners,  the  mine  law  is  complied   with. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  1115  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

Rules  were  posted,  blankets  and  stretchers   kepi    on  hand. 

A  n>ap  of  ibis  mine  extended  to  July.  1906,  has  been  furnished  this 
office. 

4-150  H.  P.  boilers  have  been  added,  a  new  Can  engine  and  engine  house, 
and  also  2-7  t<  ring  motors. 

Three  accidents  occurred  2  fatal  and  one  non-fatal.  The  fatal  one  was 
caused  by  carelessness  in  Bring  a  shot. 

This  mine  was  reported  last  year  as  Monongah    No.   6,   No.   GG  of  the 
printed  report. 
A.  J.  RUCKMAN,  Supt. 

THOS.  DONLIN  and  JAMES  ROGERS,  Mine  Bosses. 

HOMEB    DAVIS,    ANDREW    MORRIS,   TIM    LYDON   and    W.    G.   PYLES, 
Fire  Bosses. 

Xo.  19.  Monongah  Mine  No.  S.  —  This  mine  is  located  on  the  north  side 
of  the  West  Fork  River  one-half  mile  south  of  Monongah.  It  is  a  drift  mine 
operating  the   P             g  coal  on  the  double  entry  systi  nation  is 

produced  by  a  fan  and  is  good.    Drainage  is  also  g 1. 

a  small  quan  ■    is  found  in  differenl  places  in  the  mine. 

All  powder  Is  carried  into  the  mine  in  eans  of  five  pounds  capacity. 

The  oil  used  I  onlj  of  a  fair  quality.  Some  of  the  miners  and  the 
hands  mix  the  oil  sold  by  the  company  with  kerosene. 

With     the  exception  of  the  oil,  the  mining  law   is  complied  with. 

With  the  full  mine  development  and  i  quipmt  m  and  a  full  Corce  of  men. 
this  mine  is  capable  i  ing  2282  ions  per 

The  second  o  ets  all  the  requirements  of  the  law. 

Two  act  curred  In  this  mine,  neither  wen    fatal  and  both  v 

Tlere   were   many   additions   to   this    mine.— 2-13    ton    main    road    haul 
motors,  3-7  ton  room  motors,  l-double  tracked  and  double  decked  mine  car 
briil  i  2  airways,  2  main  haul  ways,  and    1   man  way").     There 

also  two  additional  airways  added  on  Inside  making  four  return  air 
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ways  to  fan,  1-22  by  S  reversible  fan  and  engine,  and  2-100  H.  P.  boilers, 
and  boiler  house  for  same. 

Rules  were  posted,  and  blankets  and  stretchers  kept  on  hand. 
A  map  of  this  mine  extended  to  July,  190G,  has  been  furnished  this  office. 
This  mine  was  reported  last  year  as  Monongah  No.   8,  No.   G7  of  the 
printed  report. 
A.  J.  RUCKMAN,  Supt. 

J.  M.  McGRAW,  Mine  Boss. 

HARLEY  DAVIS  and  F.  J.  LAWSON,  Fire  Bosses. 

No.  20.  Pennois  Mine.  —  This  mine  is  located  about  two  miles  south  of 
Monongah  on  the  M.  R.  division  of  the  B.  &  O.  R.  R.  It  is  a  drift  mine 
operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is 
produced  by  a  fan  and  is  good.     Drainage  is  good. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  is  only  of  a  fair  quality.  Some  of  the  miners  and  day  hands 
mix  the  oil  sold  to  them  by  the  company  with  kerosene. 

This  mine  employs  all  pick  miners  and  about  25%  of  the  coal  is  shot 
on  the  solid. 

With  the  exception  of  the  oil  and  the  shooting  on  the  solid,  the  mine 
law  is  complied  with. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  1085  tons  of  coal  per  day. 

The  second  opening  is  in  compliance  with  the  law. 

There  was  one  accident  in  this  mine,  and  it  was  fatal.  It  was  caused  by 
a  car  knocking  down  a  timber  and  this  caused  a  fall  of  slate. 

1-80  "H.  P:  boiler  has  been  added  during  the  past  year. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Pennois  Mine,  No.  68  of  the  printed 
report. 

A  map  of  this  mine  extended   to  July,   190G,  has   been  .  furnished   this 
office. 
RUSH  MILLER,  Supt.  JOHN  RIGGINS,  Mine  Boss?. 

No.  21.  Marion  Mine. — This  is  a  drift  mine  located  on  the  M.  R.  division 
of  the  B.  &  O.  R.  R.  about  two  miles  south  of  Monongah,  operating  the 
Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  produced  by  a 
furnace  and  is  good.  Drainage  is  only  fair,  on  account  of  the  swampy 
condition  of  the  country  surrounding  and  in  the  mine. 

All  powder  is  carrired  into  the  mine  in  cans  of  five  pounds  capacity. 

Oil  is  only  fair.  Some  of  the  miners  and  day  hands  mix  the  oil  sold  by 
the  company  with  kerosene. 

With  the  exception  of  the  oil  and  about  25%  of  the  coal  shot  on  the  solid, 
the  mining  law  is  complied  with. 

With  the  present  development  and  equipment  and  a  full  force  of  men 
this  mine  is  capable  of  producing  105  tons  per  day. 

The  second  opening  meets  the  requirements  of  the  law. 

This  mine  is  worked  out  with  the  exception  of  a  few  pillars. 
Rules  were  posted    blankets  and  stretchers  kept  on  hand. 
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This  mine  was  reported  last  year  as  Marion  mine.  No.  69  of  the  printed 
report. 

Map  of  mine  extended  to  July.  1906,  has  been  furnished  this  office. 
RUSH  MILLER,  Supt.  HENRY  WINNING,  Mine  Boss. 

No.  22.  Anderson  Mine.  —  This  mine  is  located  about  three  miles  south 
of  Monongah  on  the  M.  R.  division  of  the  B.  &  0.  R.  R.  It  is  a  drift  mine 
operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is 
produced  by  a  fan  and  is  only  fair.     Drainage  is  good. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  for  illuminating  purposes  is  only  of  a  fair  quality  and 
some  of  the  miners  and  day  hands  use  a  mixture  of  this  oil  and  kerosene. 

With  the  exception  of  the  oil  and  a  small  per  cent,  of  coal  shot  on  the 
solid,  the  mining  law  is  complied  with. 

With  a  full  force  of  men  and  present  mine  development  this  mine  is 
capable  of  producing  875  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

2-7  ton  haulage  motors  and  50  mining  cars  have  been  purchased  during 
the  past  year. 

There  were  six  accidents  in  this  mine;  one  fatal,  killed  by  the  lever  of  a 
small  friction  drum;  the  other  five  were  non-fatal,  two  caused  by  draw 
slate,  one  by  carelessness  in  handling  cars,  one  by  carelessly  faling  over 
a  retaining  wall,  and  one  by  a  fall  of  coal. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this  office. 

This  mine  was  reported  last  year  as  Anderson  Mine,  No.  70  of  the  printed 
report. 
RUSH  MILLER,  Supt.  MILTON  COBURN,  Mine  Boss. 

No.  23.  Highland  Mine. — This  mine  is  located  three  miles  south  of  Mo- 
nongah on  the  M.  R.  division  of  the  B.  &  O.  R.  R.  It  is  a  drift  mine  operat- 
ing the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  pro- 
duced by  a  fan  and  is  good.    Drainage  is  good. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  for  illuminating  purposes  is  only  of  a  fair  quality. 

Some  of  the  miners  and  day  hands  use  the  oil  sold  by  the  operating 
company  mixed  with  kerosene. 

With  the  exception  of  the  oil  and  a  small  per  cent,  of  coal  shot  on  the 
sold,  the  mining  law  is  complied  with. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  2275  tons  per  day. 

The  second   opening  meets  all   the   requirements   of   the  law. 

1-7  ton  haulage  locomotive  has  been  added  during  the  past  year. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

There  were  two  accidents  in  this  mine,  both  non-fatal.  One  caused  by 
a  car  running  over  his  hand  and  the  other  carelessness  about  the  cars. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this 
■cffice. 
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This  mine  was  reported  last  year  as  Highland  Mine,  Xo.  71  of  the  printed 
report. 
RUSH  MILLER,  Supt.  JOHN  PRUNTY,  Mine  Boss. 

No.  24.  Middleton  Mine.  —  This  mine  is  located  abom  3 '  ,  miles  south 
of  Monongah  on  the  M.  R.  division  of  the  B.  &  O.  R.  R.  It  is  a  drift  mine 
operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is 
produced  by  a  fan  and  is  good.    Drainage  is  also  good. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  is  only  a  fair  quality  and  some  of  the  miners  and  day 
hands  use  a  mixture  of  the  oil  sold  by  the  company  and  kerosene. 

With  the  exception  of  the  oil  and  a  small  per  cent,  of  coal  shot  on  the 
solid,  ihe  mining  law  is  complied  with. 

With  a  full  force  of  men  and  present  mine  development  this  mine  is  ca- 
pable of  producing  1400  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

There  were  two  accidents  in  this  mine,  both  fatal.  The  one  was  caused 
by  a  fall  of  draw  slate  and  coal,  the  other  by  careless  riding  on  loaded  trip. 

1-7  ton  locomotive,  25  mine  cars,  1-boiler  and  1-16  ft.  fan  have  been  pur- 
chased and  a  fan  building  built. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906.  has  been  furnished  this  offiice. 

This  mine  was  reported  last  year  as  Middleton  Mine,  No.  72  of  the  printed 
report. 
RUSH  MILLER.  Supt.  BLAND  COURTNEY,  Mine  Boss. 

No.  25.  Ohiefton  Mine. — This  mine  is  located  about  four  miles  south  of 
Monongah  on  the  M.  R.  division  of  the  B.  &  0.  R.  R.  It  is  a  drift  opening 
operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventilation 
is  produced  by  a  fan  and  is  good.     Drainage  is  also  good. 

All  powder  is  carried  in  cans  of  five  pounds  capacity. 

The  oil  used  is  only  of  a  fair  quality  and  some  of  the  miners  and  day 
hands  mix  the  oil   sold  by  the  company  with  kerosene. 

With  the  exception  of  the  oil  and  a  small  percent  of  shooting  on  the 
solid,   the  mining  law  is  complied  with. 

With  a  full  force  of  men  and  the  present  mine  development  this  mine 
is  capable  of  producing  3486  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

ton  locomotive  and  1-16  ft.  fan  have  been  purchased  during  the  past 
year  and  a  fan  house  built. 

There  were  two  accidents  in  this  mine,  neither  one  was  fatal.  One 
caused  by  carelessness  in  handling  cars  and  the  other  by  carelessly  cross- 
ing a  mining  machine  while  in  motion. 

Rules  were  posted,   blankets   and   stretchers   kept  on  hand. 

A  map  of -this  mine  extended  to  July,  ir-06,  has  been  furnished  this 
office. 

Thi  reported    last    year    as    Ohiefton    Mine,    No.    73    of    the 

printed   report.  • 

H  MILLER,  Supt.  vUD  ADDISON,  Mine  Boss. 
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No.  26.  Hutchinson  Mine. — This  is  a  slope  mine  located  five  miles 
south  of  Monongah  on  the  M.  R.  division  of  the  B.  &  O.  R.  R.  It  is  oper- 
ating the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  pro- 
duced by  a  fan  and  is  good.  Drainage  was  found  to  be  only  fair  in  some 
parts  of  the  mine. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
The  oil  used  is  only  of  a  fair  quality.  Some  of  the  miners  and  day  hands 
use  a  mixture  of  the  oil  sold  by  the  company  and  kerosene. 

About  25%  of  the  coal  is  shot  on  the  solid. 

With  the  exception  of  the*  oil,  the  drainage,  and  the  shooting  on  the 
solid,  the  mining  law  is  complied  with. 

The  second  opening  meets  all  the  requirements  of  the  law. 

There  was  one  accident,  non-fatal,  at  this  mine.  It  was  caused  by  a 
fall  of  roof  coal. 

Rules  were  posted,  blankets   and   stretchers  kept  on  hand.    • 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  Hutchinson  Mine,  No.   74  of  the 
printed  report. 
G.  W.  FLEMING,  Supt.  THOS.  BURLOCK,  Mine  Boss. 

A  sub-station  will  be  built  at  Highland  in  which  will  be  located  one 
150  K.  W.  rotary  converter,  with  necessary  static  transformer,  switches, 
etc.,  including  high  tension  pole  line,  to  supply  electric  power  to  Anderson 
and  Highland  Mines.  ■ 

A  sub-station,  with  the  same  equipment  as  Highland  station,  will  be 
built  at  Middleton,  to  supply  power  to  Middleton  and.Chiefton  Mines. 

THE  VIRGINIA  AND  PITTSBURG  COAL  cC-  COKE  COMPANY. 

No.  27.  King  Mine. — This  mine  is  located  3%  miles  south  of  Fair- 
mont on  the  Wheeling  and  Grafton  division  of  the  B.  &  O.  R.  R.  It  is  a 
drift  mine  operating  the  Pittsburg  coal  on  the  double  entry  system. 
Ventilation  is  produced  by  a  fan  and  is  good.     Drainage  is  good. 

All  powder  is  carried  in  cans  of  five  pounds  capacity. 

On  my  last  trip  I  found  that  the  oil  had  been  improved  by  the  com- 
pany and  a  fair  quality  was  found  to  be  in  use. 

A  small   percentage  of  coal   is  shot  on  the  solid. 

The  mining  law  is  fairly  well  complied  with. 

With  the  present  development  and  equipment  and  a  full  force  of  men 
this  mine  is  capable  of  producing  1230  tons  per  day.  The  men  are  all 
pick  miners. 

The  second  opening  meets  all   the   requirements  of  the  law. 

The  following  improvements  have  been  made  during  the  pasi  year; 
1-80  H.  P.  horizontal  tube  boiler,  1-shaft  7%  feet  by  9  feet  by  100  feet  for 
ventilation  and  pump  way,  1-16  by  10  by  24  Yough  Pump,  daily  capacity 
600,000  Gal.,  one  concrete  overcast  and  24  brick  brattices,  9  inches  thick. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  June,  1906,  has  been  furnished  this 
office. 
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This  mine  was  listed  last  year  as  King  Mine,  No.  75  of  the  printed 
report.  JOHN  BROWN,  .Mine  Boss. 

R.  M.  HITE.  Supt.  *  WILLIAM  JARRETT,  Fire  Boss. 

GEORGES    CREEK    COAL    AXD    IRON    COMPANY. 

Nos.  28  and  29.  Chatham  Shaft  Mines  Nos.  1  and  >.  —  This  mine  is  lo- 
cated a  quarter  of  a  mile  east  of  Underwood  formerly  called  Farmington, 
on  the  Wheeling  and  Grafton  division  of  the  B.  &  O.  R.  R.  This  is  a 
shaft  opening  operating  the  Pittsburg  coal  in  shaft  No.  1  and  Sewickley 
coal  in  shaft  No.  2,  both  on  the  double  entry  system.  Ventilation  is  pro- 
duced by  a  fan  and  is  good  in  both.     Drainage  is  also  good. 

There  is  no  gas  in  Xo.  2  mine,  but  in  Xo.  1  gas  is  generated  in  small 
quantities  in  different  places  in  the  mine,  but  is  kept  clear  by  means  of 
canvas  brattices. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  is  a  naptha  oil  in  the  Wolf  lamp  (safety).  To  the  best 
of  my  knowledge  all  the  workings  of  this  mine  meet  all  the  require- 
ments of  the  law. 

With  a  full  force  of  men  and  with  present  mine  developments  this 
mine  can  produce  28G0  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

There  were  two  accidents  in  shaft  Xo.  1,  neither  were  fatal.  One  was 
caused  by  a  fall  of  draw  slate  and  one  by  the  rope  flying  off  the  sheave. 

Map  of  this  mine  extended  to  May,  1906,  has  been  furnished  this  of- 
fice. 

This  mine  was  reported  last  year  as  Chatham  Shaft  Xos.  1  and  2,  Nos. 
70  and  77  of  the  printed  report. 
COL.   R.    L.    SOMERVILLE,   Gen.   Mgr. 

JAMES  DUITCH,  Supt.  E.  L.  GRIFFITH.  Mine  Boss  No.  1. 

M.  E.  QUEXXOX,  Mine  Boss  No   2 
JOHN  and  SAMUEL  WHINNIE,  Fire  Bosses,  No.  1. 

FEDERAL    COAL   AXD    COKE   COMPANY. 

Xo.  30.  Federal  Shaft  Mine.— This  mine  is  located  on  the  Paw  Paw 
branch  of  the  B.  &  O.  R.  R..  seven  miles  north  of  Fairmont.  It  is  a 
shaft  mine  operating  the  Pittsburg  coal  on  the  double  entry  svstem 
Ventilation  is  produced  by  a  fan  and  is  good.     Drainage  is  also  good. 

Small  quantities  of  gas  are  generated  in  different  parts  of  the  mine, 
but   is   kept   clear   by   means   of   canvas   brattices. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  for  illuminating  purposes  is  a  naptha  oil  burned  in  the 
Wolf  lamp   (safety). 

With  the  exception  of  a  very  small  per  cent,  of  shooting  on  the  solid, 
the  mine  law  is  complied  with. 

With  a  full  force  of  men  and  the  present  mine  development  this  mine 
is  capable   of   producing  1050    tons   per   day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

During  the  year  the  following  improvements  have  been  made:  bin, 
elevator  and  crusher  for  forty  new  coke  ovens  of  the  Beehive  type,  two 
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Erie   City   horizontal    tubular   boilers.      Also   fifteen    three-room    dwelling 
houses. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  June,  1906,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  Federal  Shaft,  No.  78  of  the 
printed   report. 

MART.  PICKARD,  Stipt.  MAURTCE  BEEDLE,  Mine  Boss. 

THOS.  WARDLE,  Fire  Boss. 

NEW  CENTRAL   COAL   COMPANY. 

No.  31.  Stafford  shaft  Mine. — This  mine  is  located  about  five  miles 
north  of  Fairmont  on  the  Paw  Paw  branch  of  the  B.  &  O.  R.  R.  It  is  a 
shaft  mine  operating  the  Pittsburg  coal  on  the  double  entry  system. 
Ventilation  is  produced  by  a  fan  and  is  good.     Drainage  is  also  good. 

This  mine  is  a  natural  generator  of  gas  which  is  found  in  small  quan- 
tities but  .is  kept  clear  by  means  of  canvas  brattices. 

All  powder  is  carried  in  cans  of  five  pounds  capacity. 

The  naptha  oil  is  used  in  this  mine  in  the  Wolf  lamp    (safety). 

The  mining  law  is  practically  complied  with. 

With  a  full  force  of  men  and  with  present  equipment  this  mine  is  ca- 
pable of  producing  1750  tons  per  day. 

The  second   opening  meets   all   the   requirements   of  the   law. 

There  were  two  accidents  in  this  mine,  one  fatal  and  one  non-fatal. 

Rules  were   posted,   blankets   and   stretchers   kept  on  hand. 

A  map  of  this  mine  extended  to  May,  190G,  has  been  furnished  this 
office. 

This  mine  was  last  year  reported  as  Stafford  Shaft  Mine,  No.  79  of 
the  printed  report. 

DUNCAN  SINCLAIR  and  THOS.  GLEASON,  Mine  Boss. 

<C.  H.  McTAGGART,  Supts. 

JOHN  SANFORD  and  THOS.  SHANDORE,  Fire  Bosses. 

EILARM  COAL  AND   COEE   COMPANY. 

No.  32.  Eilarm  Mine. — This  mine  is  located  on  Coon's  Run  on  a 
branch  of  the  M.  R.  division  of  the  B.  &  O.  R.  R..,  about  four  miles  south- 
east of  Monongah.  It  is  a  drift  opening  operating  the  Pittsburg  coal  on 
the  double  entry  system.  Ventilation  is  produced  by  a  fan  and  was 
inly  fair  until  my  last  visit  when  I  found  that  it  wTas  some- 
what improved.  Under  the  present  conditions  of  the  mine  drainage  was 
considered  to  be  fair. 

Great  difficulty  is  encountred  in  this  mine  by  rock  roof  cutting  the 
coal  entirely  out  in  some  of  the  workings.  The  coal  is  very  irregular 
for  the  Pittsburg  seam,  varying  in  thickness  from  three  to  five  feet. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  was  found  to  be  of  a  fair  quality. 

The  mining  law  (considering  the  conditions  of  the  mine)  is  fairly 
well  complied  with. 
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With  a  full  force  of  men  and  with  the  present  mine  development  and 
equipment    this   mine   can   produce    tOO    tons   per   day. 

The  second   opening  meets  all    the   requirements   of   the   Law. 

Rules  were  posted,  blankets   and    stretch"  on   hand. 

No  map  of  this  mine  has  been  furnished  this  offi 
C.  E.   ZEEK,   Supt.  P.   J.  ROONEY,  Mine  Boss. 

POWELL  COAL   AND  COKE   COMPANY. 

No.  33.  Powell  Mine. — For  the  present  time  this  mine  has  been  aban- 
doned.    It  was  reported  last  year  as  No.'81  of  the  printed  report. 

BIG  FALLS    COAL    COMPANY. 

Xo.  34.  Big  Falls  Mine.— Abandoned  for  the  present.  Reported  last. 
year  as  Xo.  S2  of  the  printed  report. 

PARKER  RUN  COAL  AND   COKE   COMPANY. 

Xo.  35.  Parker  Run  Mine.— This  is  a  new  mine  located  near  Rivesville 
on  rhe  west  side  of  the  Monongahela  River.  It  is  a  drift  opening  oper- 
ating the  Sewickley  seam  on  the  double  entry  system.  The  thickness  of 
the  seam  averages  six  feet.  Shipments  of  coal  were  commenced  about 
March. 

Venfilation  is  produced  by  a  furnace  and  was  found  not  to  be  very 
good.     Drainage  was  only  fair. 

The  roof  is  a  fine  hard  black  slate  and  is  in  good  condition. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

As  the  mine  was  not  working  at  any  time  that  I  visited  it,  I  cannot 
answer  the  questions  in  regard  to  shooting  on  the  solid  and  the  oil; 
although  the  oil  that  I  found  there  was  considered  good. 

The  mine  law  has  not  been  observed  in  regard   to  A^entilation. 

With  a  full  force  of  men  and  the  present  mine  development  this  mine 
can  produce  CO  tons  per  day. 

The  present  second  opening  does  not  meet  the  requirements  of  the 
law  but  a  new  one  is  in  process  of  construction. 

No  rules  were  posted,  no  blankets  or  stretchers  were  kept  on  hand  and 
no  map  has  yet  been  furnished  this  office. 

B.   F.   HOLDSWORTH,    Supt.   and  Mine   Boss. 

MOXOXGALIA  COUNTY. 

0PEKI8KA  COAL  AND  COKE  COMPANY. 

Xo.  30.  Opekiska  Mine. — This  mine  is  located  at  Opekiska,  eleven 
miles  north  of  Fairmount  on  the  Connellsville  division  of  the  B.  &  O. 
R.  R.  It  is  a  drift  mine  operating  the  Pittsburg  coal  on  the  double 
entry  system.  The  ventilation  is  natural.  The  drainage  is  not  satis- 
factory. 

About  33  1-3%  of  the  coal  is  shot  on  the  solid. 

There  is  a  portion  of  the  roof  of  this  mine  that  is  bad,  but  it  is  well 
timbered. 

All   powder  is  carried  into  the  mine  in  cans  of  five   pounds  capacity. 
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The  illuminating  oil  handled  by  the  company  is  only  of  a  fair  quality, 
and  a  part  of  the  miners  and  the  day  hands  use  a  mixture  of  this  oil 
and   kerosene. 

With  the  exception  of  the  oil  and  a  small  per  cent,  of  the  coal  shot 
on  the  solid  the  mining  law  is  complied  with. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

One   accident,    non-fatal,    occurred    in    this    mine. 

Rules  were  posted  and  blankets  and   stretchers  were  kept  on  hand. 

No  map  of  this  mine  has  yet  been   furnished  this  office. 

This   mine   was   reported   last   year   as   Opekiska   Mine,   No.    S3    of   the 
printed   report. 
W.  S.  WOOD,  Supt.  J.  H.  LOVE,  Mine  Boss. 

FAIRMONT  COAL  COMPANY.  , 

No.  37.  Beechicood  Mine. — This  mine  is  located  at  Beechwood,  thirteen 
miles  north  of  Fairmont  on  the  Connellsville  division  of  the  B.  &  O. 
R.  R.  It  is  a  drift  mine  operating  the  Pittsburg  coal  on  the  double  entry 
system.  A  part  of  this  mine  is  naturally  ventilated  and  a  part  is  ventilated 
by  a  furnace,  and  is  good.     Drainage  is  also  good. 

About  20%  of  the  pick  coal  is  shot  on  the  solid. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  illuminating  oil  handled  by  the  company  is  only  of  a  fair  quality, 
and  a  part  of  the  miners  and  the  day  hands  use  a  mixture  of  this  oil  and 
kerosene. 

With  the  exception  of  the  oil  and  the  per  cent,  of  coal  shot  on  the 
solid  the  mining  law  is  complied  with. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men  this  mine  is  capable  of  producing  700  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

One  accident,  non-fatal,  though  serious,  occurred  in  this  mine. 

Twenty-five  mining  cars  have  been  added   to  this  mine. 

Rules  were  posted,  blankets   and   stretchers   kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1906,  has  been  furnished  this 
office. 

This   mine  was  reportel  last   year  as   Beechwood  Mine,   No.   84   of  the 
'printed   report. 
HARRY  TOOTHMAX.   Supt.  WALTER  ROWE,   Mine   Boss. 

ELKIN8   COAL   AND    COKE   COMPANY. 

No.  38.  No.  1  or  Richard  Mine. — This  mine  is  located  on  the  Morgan- 
town  &  Kingwood  R.  R.,  four  miles  south  of  Morgantown.  It  is  a  drift 
mine  operating  the  Upper  Freeport  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  fan  and  is  good.     Drainage  is  good. 

Just  a  trace  of  gas  was  found  at  the  face  of  the  main  dip. 

All  powder  is  carried  into  the  mine  in  five-pounds  cans. 

The  oil  used  for  illuminating  purposes  is  of  a  good  quality. 
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With  the  present  development  and  equipment  and  a  full' force  of 
men   this  mine  is  capable  of  producing  400  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

Two  accidents  occurred  at  this  mine,  one  proved  fatal  and  one  non- 
fatal, though  serious. 

Fifty  new  ovens  were  completed  during  the  last  year.  The  principal 
part  of  the  coal  mined  goes  to  the  ovens. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Richard  Mine,  No.  85  of  the 
printed  report.  A  map  of  this  mine  extended  to  May.  1906,  has  been 
furnished  this  office. 

J.  B.   HANFORD.   Supt.  0.   T.  BARNARD,  Mine  Boss. 

J.  S.  MAXON,  Fire  Boss. 

CONNELLSYILLE    BASIN    COKE    COMPANY. 

No.  39.  Deckers  Creek  Mine. — This  mine  is  located  on  the  Morgantown 
&  Kingwood  R.  R.,  four  miles  south  of  Morgantown.  It  is  a  drift  mine 
operating  the  Upper  Freeport  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  fan  and  is  good.     Drainage  is  good. 

Powder  was  formerly  carried  into  the  mine  in  kegs,  but  the  practice 
has  been  abandoned.  A  good  quality  of  illuminating  oil  is  used  in  this 
mine. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that 
the  operator  and  employes  have  complied  with  the  official  instructions 
given  during  the  past  year. 

With  the  present  mine  development  and  equipments  and  a  full  force 
of  men  working,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second   opening  meets   all   the   requirements  of  the   law. 

A  new  fan  has  been  installed,  300  new  coke  ovens  of  the  Beehive  pat- 
tern have  been  built,  a  tram  road  one  quarter  mile  long  has  been  con- 
structed, a  new  tipple  and  a  new  coal  washer  have  been  built,  all  within 
the  last  year. 

Rules   were  posted,   blankets  and   stretchers   kept  on   hand. 

A  map  of  this  mine  extended  to  May,  1906,  has  been  furnished  this 
office. 

This   mine  was   reported   last  year  as   Deckers  Creek  Mine,  No.   86   of 
the  printed  report. 
W.  C.  MURRAY.  Supt.  r.  S.  LARUE,  Mine  Boss. 

NIAGARA    COAL   AND    COKE    COMPANY. 

No.  40.  Round  Bottom  Mine.— This  is  a  drift  mine  operating  the 
Pittsburg  seam.  It  was  only  in  operation  a  short  time  during  the  fore 
part  of  the  year.  Reported  last  year  as  Round  Bottom  Mine,  No.  87  of 
the  printed    report.  W.   R.    SMITH,    Supt.    and    Mine   Boss. 

THE  GREAT  SCOTT  COAL  AND  COKE  COMPANY. 

Xo.  41.  Great  Scott  Mine.— This  is  a  drift  mine  operating  the  Pitts- 
burg coal.     No  inspection  was  made  of  it  during  the  year,  as  there  were 
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diction  of  this  de- 
part D 
ALEX.  H.  TAIT,  M  !    SWISHER,  Mine  Boss. 

M  tftSHALL    COUNTY. 

HITOHM&h   GOAL  A2TD  GOB  E  COMPAQ  V. 

No.   12      Hitchman  Mine.— This  mine  is  located  on  the  B.  &  O.  R.  R 
the  southern  extremitj  of  Benwoi  ball  county.    This  mine  is  oper- 

ating il.     The  coal   is  reached  by  a  II  .  850 

Ventilation  is  Furnished  by  a  !  ce  and  exhaust  Guibal 

fan. 

Th(  ;:1i»ij*-«i    with    electric    machines   and    electric    haulage, 

•  is  furnished  by  two  one  hundrt  d  K.  W.  generators  driven  by  two 
1."  bj    15  McEwan  engii  ins  used  to  deliver  coal  from  bo 

to  tipple  is  known  as  endless  rope  haulage. 

On  the  outside  the  company  has  a  steel  trestle  about  1000  feet  long, 
on  the  end  of  which  is  a  coaling  Inn  with  a  capacity  of  LOOO  tons,  used 
for  foaling  B..&  O.  engines. 

if  gas   is  found   in   this  mine.     The  drainage  is  good. 

All  powder  is  carried  Into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil   meets   the   requirements   of   the  law. 

The  men  of  this  mine  struck  April  16,  1906,  and  returned  to  work 
.Tunc   t.   1906,   and   gained  on   tonnage  and    :>   95-121$    on   day 

labor. 

With  the  presenl  mine  developmenl  and  equipmenl  and  the  full  foree 
of  men,  this  mine  is  capable  of  producing  2000  tons  ihm-  day. 

The  second  opening  of  this  mine  meets  all  the  requirements  of  the 
law. 

Two  accidents  were  reported  from  this  mine,  one  fatal  and  one  non- 
fatal, though  serious.     Both  caused  by  fall  of  slate. 

Rules  were  posted,  blankets  and  stretchers   kepi    on  hand. 

A  map  of  this  mine  extended  to  May.  1906,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  Hitchman  Mine.  No.  88  of  the 
printed  report.  E.  C.  PICKETT  and 

W.   H.  KOCH.  Supt.  JOHN   HULL,  Mine  Bosses. 

ISAAC   MURRAY,    Fire   Boss. 

BOOQ8  RUN   MINING  AND    MANUFACTURING  COMPANY. 

No.  13.  Boggs  Run  Mine. — This  mine  is  located  on  the  B.  &  O.  R.  R. 
in  Benwood.  [1  is  a  drift  mine  operating  Pittsburg  coal  on  the  double 
tern.  Ventilation,  produced  bj  a  fan,  is  only  fair.  The  drainage 
is  good. 

All  powder  la  carried  Into  the  mine  In  cans  of  five  pounds  capacity. 

The  on  used  for  Illuminating  purposes  meets  the  requirements  of  the 
law. 

It  has  i"  •  n   with   mi.  -    on   the  pari   of  the   Inspector  that 

the  operator  and  employes  have  complied  with  the  official  instructions 
given   during   th<    pi 
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With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  does  not  meet  all  the  requirements  of  the  law. 

The  men  struck  April  1,  190G,  and  had  not  yet  returned  to  work  when 
the  official  year  had   ended. 

Rules  were  posted,   blankets  and   stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  July,  1903,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  Boggs  Run  Mine.  Xo.  89  of  the 
printed  report. 

The  door  in  the  main  entry  has  not  yet  been  moved  to  clear  the  trip. 
PHILIP  KUNZ,  Supt.  EUGENE  MILLER,  Mine  Boss. 

WHEELING  STEEL  AND  IROX  COMPANY. 

Xo.  44.  Benicood  Mine. — This  mine  is  located  on  the  B.  &  O.  R.  R.  at 
Benwood.  It  is  a  drift  mine  operating  Pittsburg  coal  on  the  double  entry 
system.     Ventilation  is  produced  by  a  fan  and  is  good. 

Small  quantities  of  explosive  gas  are  found  at  different  places. 

The  powder  was  formerly  carried  into  the  mine  in  kegs,  but  this  prac- 
tice has  been  abandoned. 

The  oil  used   is  of  a  fair  quality. 

After  the  abandonment  of  the  practice  of  carrying  powder  into  the 
mine  in  kegs,  this  company  has  fairly  well  complied  with  all  the  re- 
quirements of  the  law. 

Drainage  is  good. 

There  were  three  accidents  in  this  mine,  none  were  fatal.  One  was 
caused  by  a  falling  stone  breaking  small  bone  of  the  leg;  the  other  two 
were  serious  burns  of  face  and   hands. 

With  the  present  mine  development  and  equipment  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  700  tons  of  coal  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

A  map  of  this  mine  extended  to  July,  190C,  has  been  furnished  this 
office. 

The  miners  struck  on  the  1st  of  April,  1906,  and  returned  to  work 
May  21,  1906,  receiving  a  gain  of  5  15-17%  on  tonnage  and  5  95-121%  on 
day  labor. 

The  company   has   purchased    two   new   gathering  motors. 

Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

This   mine  was  reported  as  Benwood  Mine,   Xo.   90   of  the  printed   re- 
port. 
C.  DAWSON,  Supt.  WM.  TURXBULL,  Mine  Boss. 

"  GLEN  DALE    COAL    COMPANY. 

Xo.  45.  Glendale  Shaft  Mine. — This  is  a  shaft  mine  operating  the 
Pittsburg  coal  on  the  double  entry  system.  This  mine  is  located  at 
Glendale  on  the  B.  &  O.  R.  R. 

Ventilation  is  produced  by  a  fan  and  is  only  fair.  Drainage  was  only 
fair. 

All  powder  is  carried  into  the  mine  in  five-pound  cans. 
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The  oil  used  meets  the  requirements  of  the  law. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that  the 
operator  and  employes  have  complied  with  the  official  instructions  given 
during  the  past  year. 

The  second  opening  does  not  meet  all  the  requirements  of  the  law.  It 
is  not  free  from  obstructions. 

The  men  of  this  mine  struck  April  1,  1906,  and  returned  to  work  June 
26,  1906,  receiving  a  gain  of  6  2-33%  on  tonnage  and  on  day  labor  a  gain 
of  5  95-±21%. 

Rules  were  posted,   blankets   and  stretchers  kept  on  hand. 

A  mine  map  extended  to  December,  1904,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  Glendale  Shaft  Mine,  No.  91  of 
the  printed  report.  With  present  development  and  equipment  and  with 
a  full  force  of  men  working  this  mine  is  capable  of  producing  375  tons 
per  day. 

E.  C.   PICKETT,   Supt.  C.  E.  McNABE,  Mine  Boss. 

ISAAC  AMBLER,  Fire  Boss. 

CLEARFIELD   &    OHIO   RIVER    COAL    COMPANY. 

No.  46.  Moundsville  Shaft. — This  mine  is  located  on  the  B.  &  O.  R.  R. 
at  the  northern  extremity  of  Moundsville.  It  is  a  shaft  mine  operating 
the  Pittsburg  coal  on  the  double  entry  system. 

The  air  course  has  fallen  in.  The  company  is  driving  two  new  entries 
from  the  bottom  of  the  shaft,  one  for  ventilation  and  the  other  for  a  main 
haulage  with  the  intention  of  abandoning  the  old  ones.  This  will  greatly 
improve  the  condition  of  the  mine.  Some  little  gas  is  sometimes  found 
in  the  mine. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capicity. 

A  good  quality  of  oil  was  found  to  be  in  use. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that  the 
operator  and  employes  have  complied  with  the  official  instructions  given 
during  the  past  year.  • 

The  men  of  this  mine  struck  April  1,  1906,  and  returned  to  work  May  6, 
1906,  receiving  a  gain  of  5  15-17%  on  tonnage  and  of  5  95-121%  on  day 
labor. 

One  accident  occurred  in  this  mine,  serious  but  not  fatal.  It  was  caused 
by  a  fall  of  slate. 

Rules  were   posted,  blankets   and   stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  April,  1906,  has  been  furnished  this 
office. 

This  mine  was  reported  last  year  as  Moundsville  Shaft,  No.  92  Mound 
Coal   Co.    of   the   printed   report.     With   present   development   and    equip- 
ment and  full  force  of  men  this  mine  can  produce  600  tons  per  day. 
ERNEST  B.  TRUAX,  Supt.  ELMER  RUSSELL.  Mine  Boss. 

FRANK  CLEGG,  Fire  Boss. 

GLEN  EASTON  COAL  &   COKE  COMPANY. 

No.  47.     Glen  Eastern  Mine.  —  This  mine  is  located  on  Big  Grave  Creek 
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at  the  southern  extremity  of  Moundsville.  This  is  a  shaft  mine  operat- 
ing the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  good 
and   is  produced  by  a  fan. 

Some  gas  is  found  at  the  face  of  the  advance  entries,  but  is  kept  clear 
by   means  of  canvas   brattice.     The  drainage   is  satisfactory. 

All  powder  is  carried    into   the  mine   in  cans  of  five  pounds  capacity. 

The  oil  used  meets  the  requirements  of  the  law. 

The  second  opening  of  this  mine  meets  all  the  requirements  of  the 
law. 

Rules  are  posted,  blankets  and  stretchers  kept  on  hand.  Also  a  full 
supply  of  articles  for  emergency  use. 

A  map  of  this  mine  extended  to  April..  1906,  has  been  furnished  this 
office. 

*The  men  of  this  mine  struck  April  14.  1906,  and  returned  to  work  June 
9,  1906,  receiving  a  gain  of  five  and  fifteen-seventeenths  per  cent  on  ton- 
age,  and  on  day  labor  a  gain  of  5  95-121',  . 

This  mine  was  reported  last  year  as  McConnell  Shaft  Mine,  No.  93 
of  the  printed  report.  With  the  present  development  and  equipment  and 
with  full  force  of  men,  this  mine  is  capable  of  producing  350  tons  a  day. 
O.  K.  WARD.  Supt.  JAMES  EXTON,  Mine  Boss  and  Fire  Boss. 

OHIO  COUNTY. 
JOCHUM  &  COMPANY. 

No.    48.     Joehum   Mine. — This   mine   has    only   been    operated,    for   the 
past  two  years,  only  by  the  men  that  own  it  and  does  not  come  under  the 
jurisdiction  of  the  law.     Enlisted  in  report  as  No.  94. 
•    JOHN  JOCHUM.   Supt.  and  Mine  Boss. 
RICHLAND   COAL  COMPAXY. 

No.  49.  Richland  Mine. — This  mine  is  located  'about  one  mile  north  of 
Wheeling  on  a  branch  of  the  P.  C.  C.  &  St.  L.  R.  R.  It  is  a  drift  mine 
operating  the  Pittsburg  coal   on  the   double  entry  system 

Ventilation  is  produced  by  a  furnace  and  was  found  to  be  insufficient 
and  a  fan  was  recommended.     The  drainage  was  only  fair. 

In  some  portions  of  the  mine  the  roof  is  very  bad,  but  it  is  well  tim- 
bered. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
The  oil  used  for  illuminating  purposes  is  of  a  good  quality. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that  the 
operator  and  the  employes  have  complied  with  the  official  instructions 
given  them  during  the  past  year. 

With  the  present  development  and  equipment  and  the  full  force  of  men 
working  this  mine  is  capable  of  producing  440  tons  per  day. 

The  second  opening  to  this  mine  does  not  meet  all  the  requirements  of 
the  law. 

There  were  three  accidents  at  this  mine,  one  was  fatal  caused  by  a 
fall  of  slate;  the  others  were  not  fatal,  one  was  caught  by  a  mining  car, 
the  other  was  hit  by  falling  slate. 

Two  Jeffery  Chain  mining  machines  and  one  10  ton  hauling  motor,  both 
electric,  were  installed  last  year. 
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Rules  were  posted,  blankets  and  stretchers  kept  on  hand. 

A  map  of  this  mine  extended  to  May,  1906,  has  been  furnished  this 
office. 

This  mine  was  listed  last  year  as  Richland  Mine,  No.  90  of  the  printed 
report. 
PAUL  LEONARD,  Supt.  JOHN  WALLACE,  Mine  Boss. 

ELM  GROVE  COAL  COMPANY. 

No.  50.  Elm  Grove  Shaft  Mine. — This  mine  is  located  at  Elm  Grove 
on  the  B.  &  0.  R.  R.  It  is  a  shaft  mine  operating  the  Pittsburg  coal  on 
the  double  entry  system.  Ventilation  and  drainage  were  only  fair.  It  is 
ventilated   by   a  fan. 

Recommendations  had  been  offered  time  and  again  in  reference  to  the 
cages  and  safety  catches,  the  air  course,  the  timbering  of  the  bottom  of 
the  mine,  and  the  speaking  tube  from  the  engine  to  the  bottom  of  the 
shaft.  The  mine  had  become  dangerous,  and  as  the  company  paid  no  at- 
tention to  the  safety  of  their  employes  and  the  repairing  of  their  mine, 
an  injunction  was  gotten  by  the  inspector  last  April.  The  injunction 
was  complied  with,  without  even  a  test.  The  cages  and  the  safety  catches 
and  the  speaking  tube  installed  and  work  is  now  in  progress  upon  the 
timbering  and  the  air  course. 

A  small  quantity  of  explosive  gas  was  found  in  different  parts  of  the 
mine. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men  this  mine  is  capable  of  producing  500  tons  per  day. 

One  accident,  non-fatal,  occurred  in  this  mine.  Said  accident  was 
caused  by  a  fall  of  slate. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
does  not  meet  the  requirements  of  the  law. 

Rules  were  not  posted,  blankets  and  stretchers  were  not  kept  on  hand. 

No  map  of  this  mine  has  yet  been  furnished  this  office,  as  is  required. 

The  men  of  this  mine  struck  April  1,  1906,  and  have  not  yet  returned 
to  work  August,  1906. 

This  mine  was  reported  last  year  as  Elm  Grove  Shaft  Mine,  No.  97  of 
the  printed  report. 

J.  B.  CHAMBERS,  Supt.  JERRY  WESTLAKE,  Mine  Boss. 

TIM  PENTON,  Fire  Boss. 

REYMANN  BREWING  COMPANY. 

No.  51.  Manchester  Mine. — This  mine  is  located  in  East  Wheeling  on 
the  Wheeling  &  Lake  Erie  R.  R.  It  is  a  drift  mine  operating  the  Pitts- 
burg coal  on  the  double  entry  system.  Ventilation  is  produced  by  means 
of  a  fan  and  is  good.     The  drainage  is  also  good. 

The  roof  is  bad   in  places  but  is  well  timbered. 
All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  oil  used  for  illuminating  purposes  is  good. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  100  tons  per  day. 
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The  second  opening  meets  all   the   requirements   of  the  law. 

Rules  were  posted  and  blankets  and  stretchers  were  kept  on  hand. 

A  mine  map  of  this  mine  has  been  furnished  this  office  but  it  is  so  old 
that    you  cannot  find   the  date  on  it. 

This  mine  was  reported   lasl  $0.   98   of  the 

printed    r< 
C.  C.  SCHMIDT,  Supt.  JOHN  DONAHUE,  .Mine  Boss. 

WHEELING  STEA  :/  COAL  COMPANY. 

No.  52.     Wheeling  St>  ..--This  mine  is  located  in 

East  Wheeling  on  the  Wheeling  and  Lake  Erie  R.  R.  n  is  a  drift  mine 
operating  the  Pittsburg  coal  on  the  double  entry  system.  The  ventila- 
tion is  produced  by  a  furnace  and  is  only  fair.     The  drainage  is  only  1'air. 

The  roof  in  some  portions  of  this  mine  is  bad,  but  it  is  very  well 
timbered. 

All   powder  is  carried   into    the  mine   in  cans  of  five   pounds   capa 
The  oil  used  for  illuminating  purposes  is  of  a  good  quality. 

It  has  been  with  much  insistence  that  the  operator  and  employes  have 
complied  with  the  official   instructions  given  during  the  past   year. 

With  the  present  development  and  equipment  and  full  force  of  men 
working  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  meets  all  the  requirements  of  the  law. 

Rules  were  posted,  but  no  blankets  and  stretchers  were  kept  on  hand. 

A  map  of  this  mine  extended  to  June,  1904,  has  been  furnished  this 
office. 

This   mine  was   reported   last   year  as   McKinley   Mine,   Xo.   99   of  the 
printed   report. 
PAUL  LEONARD,  Supt.  ALBERT  ROSE,  Mine  Boss. 

W.  H.  E  AS  LEY. 

No.  53.  Whitaker  Mine. — On  account  of  the  strike  of  the  mill  men  this 
mine  has  not  been  in  operation  for  about  two  years. 

This  mine  was  reported  last  year  as  Whitaker  Mine  Xo.   95. 

There  are  other  mines  in  the  First  District  which  have  been  abandon- 
ed and  the  names  of  which  appear  on  the  forme  but  1  thought 
it  unnecessary  to  continue  them. 
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SECOND    DISTRICT. 


GENERAL  SUMMARY  OF  THE  SECOND  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  80,  1906. 
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Office  of  Second  District  Mine  Inspector, 

Clarksburg,  W.  Va.,  August  10th,  1906. 
Hon.  James  W.  Paul, 

Chief  Mine  Inspector, 
Charleston,  W.  Va. 

Sir: — In  compliance  with  the  law  creating  the  Department  of  Mines  of 
the  State  of  West  Virginia  I  respectively  submit  to  you  my  annual  re- 
port as  Inspector  of  Mines  for  the  Second  District  of  West  Virginia  for 
the  year  ending  June  30th,  1906. 

During  the  eleven  months  of  my  incumbency  I  have  made  220  regular 
inspections  besides  quite  a  number  of  visits  to  the  various  mines  for 
the  purpose  of  inspection  and  on  arriving  found  the  mine  idle  and  for 
this  reason  no  inspection  was  made,  and  no  record  was  kept  of  these 
visits. 

I  have  also  made  27  special  visits  for  the  purpose  of  investigating 
fatal  accidents  and  for  other  purposes  named  to  you  in  the  reports  for- 
warded to  your  effice. 

The  sanitary  condition  of  the  different  mines  throughout  my  district 
is  fairly  good  although  there  is  room  for  improvement  in  many  of 
them. 

The  worst  thing  with  which  I  have  had  to  contend  is  the  improper 
construction  of  doors,  overcasts  and  stoppings.  Many  of  the  mines 
I  find  with  large  area  of  worked  out  territory  have  used  rough  oak 
lumber  and  in  many  cases  of  a  very  inferior  grade,  in  the  construction 
of  the  above  named  appurtenances  and  they  require  almost  constant 
attention  to  keep  them  in  any  degree  serivceable.  I  am  pleased  to  note, 
however,  that  many  of  the  larger  operations  are  dropping  this  obsolescent 
method  and  are  fast  replacing  the  above  mentioned  stoppings  and  over- 
casts with  concrete  or  brick  which  experience  has  taught  them  to  be  far 
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cheaper  in  the  long  run.  especially  so  as  to  the  concrete,  as  the  first 
cost  of  construction  is  the  only  outlay,  and  in  the  old  method  of  using 
lumber  and  daubing  with  mud  it  requires  almost  constant  attention  to 
keep  them  serviceable. 

With  few  exceptions,  the  mines  working  in  the  Pittsburg  coal  in  this 
district  have  a  roof  of  a  very  dangerous  character  as  the  immediate  overly- 
ing strata  is  either  draw  slate  or  fire  clay  (horse-back)  which  disin- 
tegrates when  exposed  to  the  air,  especially  so  in  the  heated  Summer 
months,  and  is  not  only  a  constant  menace  to  the  lives  of  the  workmen 
but  adds  greatly  to  the  cost  of  mining,  as  quite  a  number  of  workmen, 
known  as  slatemen,  are  continually  employed,  their  duty  being  to  pull 
down  and  remove  all  loose  and  overhanging  slate  which  they  may  find 
along  the  haulways,  traveling  ways  or  working  places.  This  is  not  the 
case,  however,  with  the  Freeport  mines,  as  they  have  as  a  rule  an  ex- 
ceptionally good  top. 

During  my  term  of  office  I  have  visited  all  the  mines  in  this  district 
which  have  been  in  operation  and  have  examined  all  the  working  places 
at  each  of  them,  and  have  talked  with  not  only  the  men  who  have 
charge  of  the  management  of  the  mine  but  also  with  quite  a  number 
of  the  men  who  were  working  therein.  I  have  tried  to  impress  on  them 
the  importance  of  properly  timbering  their  places  for  their  own  protec- 
tion. 

I  find  quite  a  large  majority  of  the  workmen  engaged  in  our  mines  to  be 
Foreigners  with  little  or  no  experience  in  mining  and  who  seem  to  be 
very  indifferent  to  the  dangers  incurred  therein,  so  much  so,  that  it 
seems  to  one  that  is  familiar  with  the  class  of  workmen  employed  in 
our  mines  of  today  almost  a  miracle  that  there  is  not  a  much  larger 
per  cent   of  fatal  accidents  than   there   is. 

In  pondering  over  the  facts  taken  in  evidence  before  me  during  the 
past  year  in  investigating  the  causes  of  fatal  accidents  I  am  very  forci- 
bly impressed  that  there  should  be  some  additional  Legislation  as  to  the 
qualifications,  of  not  only  the  men  in  charge  of  the  mines,  but  also  of 
the  workmen  engaged  therein,  as  quite  a  large  number  of  fatal  accidents 
on  investigation  was  found  to  be  due  to  lack  of  judgment  in  using  ex- 
plosives and  improperly  timbering  and  taking  care  of  their  working 
places,  and  would  not  have  occurred  had  the  party  possessed  only  ordi- 
nary knowledge  of  proper  methods  of  mining.  While  of  course  I  do  not 
lose  sight  of  the  fact  that  there  will  always  be  a  sufficient  number  of 
fatal  accidents  happen  in  and  around  the  mines  to  keep  mining  classed 
as  hazardous  and  extra  hazardous  by  the  Life  Insurance  companies,  yet 
I  am  impressed  that  much  too  large  a  per  cent  of  them  are  caused  not  by 
carelessness  as  is  usually  ascribed  but  by  ignorance  and  greed,  either  on 
the  part  of  employer  or  employes. 

There  are  all  told  90  mines  in  the  Second  District,  several  of  which 
are  very  large  operations  requiring  from  two  to  three  days  to  make  a 
inspection,  seven  of  which,  however,  have  not  been  in  operation  during 
the  past  year,  viz:  Valley  Mine.  Barbour  County:  Lydia.  Despard,  Glen 
Falls,  and  Melrose,  Harrison  County;  Flemington  No.  4  and  Tyrconnell, 
Taylor  County.     I  have  visited  all  of  these  idle  mines,  however,  during 
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my  term  of  office  and  have  examined  them  as  to  their  conditions  and  in 
spme  instances  have  forwarded  to  your  office  the  result  of  my  examina- 
tion. 

In  most  of  the  mines  of  this  district  the  undercutting  is  done  by  ma- 
chines of  either  the  chain  cutter  or  puncher  type,  but  in  all  or  nearly 
all  of  them  a  few  pick  men  are  employed  for  the  purpose  of  removing 
stumps  and  catching  up  top  in  places  where  it  is  considered  unsafe  and 
impractical  to  place  machines,  and  I  find  in  much  too  large  a  number 
of  cases  that  these  men  are  practicing  a  method  of  what  is  known  to  our 
craft  as  shooting  off  the  solid  which  is  very  dangerous  in  the  presence  of 
dust.  I  have  invariably  recommended,  when  in  my  judgment  a  place  ap- 
peared dry  or  dusty,  that  it  be  kept  sprinkled  with  water  in  such  a  man- 
ner as  to  make  it  safe  in  case  of  a  blow-out  shot  and  that  the  Mine  Fore- 
man in  charge  of  the  mine  immediately  take  such  steps  as  necessary  to 
stop  the  method  of  shooting  off  the  solid  even  if  he  had  to  resort  to  the 
discharge  of  the  workmen. 

In  most  cases  I  have  had  the  cheerful  co-operation  of  the  officials  of 
the  different  companies  who  are  operating  mines  in  this  district. 

I  am  impressed  at  this  time  that  the  law  governing  the  amount  of 
explosive  to  be  taken  inside  by  the  workmen  is  being  complied  with,  if 
there  are  any  violations  I  have  no  knowledge  of  them.  In  making  my 
first  visits  to  the  mines,  however,  I  found  several  violations  of  this  act 
but  happily  did  not  have  to  resort,  to  prosecutions  to  put  an  immediate 
stop  to  them. 

Several  of  the  mines  of  this  district,  you  will  notice  by  referring  to 
my  monthly  reports,  are  dry  and  dusty,  all  or  nearly  all  of  them  are 
equipped  with  up  to  date  sprinkling  equipment,  such  as  water  cars  with 
rotary  sprinklers,  valve  and  perforated  pipes,  hose  and  etc.,  but  it  has  been 
with  much  insistence  on  the  part  of  the  inspector  that  the  managements 
have  complied  with  official  recommendations  in  regard  to  keeping  the 
dust  properly  wet  in  several  of  the  mines. 

I  have  no  prosecutions  to  report  during  the  past  year,  no  fines  have 
been  imposed,  no  injunctions  nor  other  litigation  in  which  the  Depart- 
ment of  Mines  has  been  in  any  way  interested  during  my  term  of 
office. 

The  law  governing  illuminating  oils  to  be  used  in  the  mines  in  this 
State,  in  my  judgment,  could  be  made  more  effective  by  being  altered  and 
amended  in  such  a  manner  as  to  permit  drivers  and  other  employes  en- 
gaged in  the  transportation  of  coal  (on  the  inside  of  the  mines  where 
open  lights  are  used)  on  haulways  the  sectional  area  of  which  shall  not 
be  less  than  60  square  feet  and  the  velocity  of  the  air  current  shall  not 
be  less  than  200  feet  per  minute,  to  use  a  mixture  of  mineral  and  vege- 
table oil  (other  than  blackstrap),  as  many  of  the  mines  of  this  district 
have  grades  along  animal  haulways  which  range  from  2  to  10%  along 
which  the  mule  or  horse  has  to  travel  rapidly  and  in  many  instances  a 
large  volume  of  air  coming  in  the  opposite  direction  which  makes  it 
practically  impossible  to  burn  the  oil  prescribed  by  law  with  any  de- 
of   safety   to   either   the    man    or   animal    other   than    in    the   mines 
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which  use  Electric  power  and  have  the  grades  spoken  of  lighted  by  eleo 
tricity. 

Am  pleased  to  report  to  you  that  there  have  been  three  new  opera- 
tions started  to  ship  coal  during  my  term  of  office,  viz:  The  Wendell  mine 
in  Taylor  County,  which  is  a  very  large  and  up  to  date  mining  plant; 
situated  on  San  J  Lick  Run,  equipped  with  the  very  latest  machinery  and 
electrical  appliances.  This  mine  is  operating  the  Pittsburg  coal  and  began 
their  shipments  in  the  early  months  of  this  year  190G.  The  Red  Rock 
mine  belonging  to  the  Red  Rock  Fuel  Company  in  Upshur  County  which 
will  also  be  a  very  large  operation  equipped  with  the  latest  electrical 
machinery. 

The  Penco  mine  in  the  same  county  belonging  to  the  Pennsylvania 
Consolidated  Coal  Company  at  Lorentz.  The  last  two  named  are  the 
pioneer  commercial  mines  of  Upshur  County  which  promises  to  be  in  the 
near  future  one  of  the  great  producing  counties  of  our  State. 

These  mines  commenced  shipping  coal  during  the  months  of  May  and 
June.  190C.  I  have  not  the  data  as  to  the  exact  date  of  their  first  ship- 
ment. They  are  mining  the  seam  known  as  the  Red  Stone,  which  is  said 
to  be  a  very  high  grade  steam  and  domestic  coal. 

I  am  pleased  to  add  to  my  report  that  relations  between  operators  and 
employes  have  been  harmonious  for  the  past  year  with  few  exceptions 
and  that  I  have  been  aided  in  my  official  duties  by  both  miners  and  op- 
erators for  which  I  desire  to  extend  to  them  my  sincere  thanks  and  well 
wishes  for  their  future  prosperity.  . 

In  conclusion  I  wish  to  thank  you  for  the  advice  and  assistance  so 
promptly  rendered  and  assure  you  that  I  fully  appreciate  the  same. 

Yours  truly, 

Frank  E.  Parsons, 
Inspector  of  Mines,  Second  District. 


CONDITION  OF  THE  MINES  IN  THE  SECOND  DISTRICT. 

BARBOUR  COUNTY. 
DAVIS  COLLIERY  COMPANY. 

No.  54.  Colliery  No.  ',  or  Junior  Mine  No.  1— Upper  Freeport  Seam — 
Drift. 

This  mine  is  located  5  miles  Northeast  of  Belington  on  the  Western 
Maryland  Railroad.  It  is  opened  up  on  the  double  entry  system  and  the 
ventilation  which  is  produced  by  a  16  foot  Robinson  Fan  was  good 
throughout.  No  gas  was  found.  This  company  had  the  misfortune  of 
having  their  tipple  and  their  other  outside  equipment  burned  some- 
time during  last  year.  They  have  rebuilt  a  very  modern  tipple  with  the 
latest  devices  for  handling  coal,  and  on  the  date  of  last  visit  they  had  it 
in  successful  operation.  The  fan  spoken  of  above  has  been  recently 
installed  and  the  result  is  very  satisfactory.  This  plant  manufactures 
coke  of  a  very  high  grade,  and   their  ovens,  of  the  Beehive  pattern,   51 
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in  number,  I  found  in  full  operation  on  date  of  last  visit.  The  coal 
is  being  mined  by  pick  and  hauled  to  the  drift  mouth  with  mules  and 
thence  is  taken  up  engine  plane  by  the  head  rope  system  to  the  tipple 
where  it  is  dumped. 

The  Mine  Law  is  being  fully  complied  with  at  this  mine. 

With  a  full  force  of  men  and  the  present  equipment  and  mine  develop- 
ment this  mine  is  capable  of  producing  700  tons  daily. 

This  mine  was  reported  last  year  as  Junior  mine,  number  55G  of  the 
printed  report. 
A.  C.  FINLEY,  Supt.  H.  C.  HASKINS  and 

W.  E.  CANADA,  Mine  Foremen. 

PHILIPPI  COLLIERIES   COMPANY. 

No.  55.    Meriden  Nos.  1  &  2. — Upper  Freeport  Seam  —  Drifts. 

This  mine  is  located  1%  miles  North  of  Philippi  on  the  Grafton  & 
Belington  branch  of  the  B.  &  O.  R.  R.  It  is  ventilated  by  an  IS  foot  Blow 
Fan  and  the  ventilation  is  good  throughout  the  mine.  No  gas  has  ever 
been  found.    The  top  is  exceedingly  good  throughout  the  workings. 

These  mines  are  exceedingly  dry  and  dusty  and  it  was  necessary  for 
the  Inspector  to  recommend  that  the  dust,  which  had  accumulated-  in  the 
working  places  and  along  the  haulways,  be  removed  from  the  mines  and 
that  the  mines  be  kept  thoroughly  wet.  I  am  pleased  to  report  that  the 
management  cheerfully  complied  with  my  recommendations. 

I  also  recommended  that  water  cars  with  automatic  sprinklers  be  con- 
structed as  the  system  of  wetting  the  mines  with  buckets  and  other  ves- 
sels would  not  be  approved  of.  This  they  have  also  cheerfully  complied 
with,  and  constructed  two  of  the  above  type  of  water  cars  which  did  the 
work  very  satisfactorily. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
meets  with  the  requirements  of  the  law. 

The  above  company  have  recently  acquired  this  property,  and  have  and 
are  still  engaged  in  improving  the  same.  They  have  constructed  50  coke 
oven  of  the  Bee-hive  type,  several  of  which  are  at  this  time  in  operation. 
They  have  also  purchased  some  additional  electric  machinery,  motors 
for  hauling,  machines  for  cutting,  etc.  They  are  at  the  present  time 
engaged  in  constructing  a  more  modern  tipple  for  the  handling  of  their 
output. 

The  abbve  mine  meets  with  all  the  requirements  of  the  State  Mine 
Laws. 

With  the  present  equipment  and  a  full  force  of  men  this  mine  is  capable 
of  producing  1000  tons  daily,  but  on  completion  of  the  tipple  now  under 
course  of  construction  their  output  could  be  made  much  larger  than  the 
above  figures. 

This  mine  was  reported  last  years  as  Philippi  Nos.  1  &  2,  number  557 

of  the  printed  report. 

J.   E.   HAMILTON,   Supt.  R.   HYSELL,  Mine  Foreman. 

t 
No.  5G.     Meriden  Nos.  .?  d-    ).  —  Upper  Freeport  —  Drifts. 

These  mines  are  located  IV.  miles  North  of  Philippi  on  the  Grafton  and 

Belington  branch  of  the  B  &  O.  R. 
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They  are  connected  underground  with  Nos.  1  &  2,  and  are  ventilated 
by  the  same  fan.     The  ventilation  is  good  throughout. 

Top  and  drainage  are  exceedingly  good.  These  mines  have  been  in 
operation  bul  very  little  during  the  past  year.     Thi  arrangements 

being  to  conned  these  two  openings  with  No.  2  and  to  haul  the  coal  by 
electric  motor  to  the  tipple  at  the  mouth  of  No.  2  when  the  same  is 
completed,  it  being  the  new  tipple  under  course  of  construction  which  I 
mentioned  in  describing  Nos.  1  and  2. 

These  mines  are  dusty  and  the  same  recommendations  were  made  as 
T  made  in  Nos.  1  and  2  and  the  management  promptly  carried  out  in- 
structions. 

No  gas  has  ever  been  found  in  these  mines.  The  mine  law  is  being 
complied  with  in  every  particular. 

With  a  full  force  of  men  and  the  present  mine  development  and  equip- 
ments these  mines  are  capable  of  producing  I-.OO  tons  daily. 

These  mines  were  reported  last   year  in  connection  with  Phillippi  Nos. 
1  and  2.  number  557  of  the  printed  report. 
J.  E.  HAMILTON,  Supt.  R.  HYSELL,  Mine  Foreman. 

No.  57.     Meriden  No.  .7. — Mahoning  Seam  —  Drift. 

This  mine  is  located  1\U  miles  North  of  Philippi  on  the  Grafton  &  Beling- 
ton  branch  of  the  B.  &  O.  R.  R. 

This  mine  has  been  very  recently  opened  up  by  this  company  on  the 
double  entry  system.  The  ventilation  at  this  time  is  natural,  as  they 
are  engaged  only  in  driving  their  entries  and  the  output  is  used  exclu- 
sively in  the  manufacture  of  Coke.  This  is  an  experiment  as  to  the  coking 
of  this  vein  of  coal  and  the  company  claims  it  is  giving  them  very  good 
results  and  very  good  reports  from  the  coke  made  from  this  coal.  There 
isn't  any  question  but  what  it  is  a  very  high  grade  steam  and  domestic 
coal.  The  coal  averages  about  4  feet  in  thickness  and  is  almost  abso- 
lutely clean.  On  completion  of  the  new  tipple  spoken  of  in  the  descrip- 
tion of  the  other  mines  belonging  to  this  company  arrangements  will 
be  made  to  dump  the  coal  from  this  mine  over  that  tipple  and  to  place 
it  on  the  market  with  the  other  coal.  The  top  is  exceedingly  good 
throughout  and  from  all  appearances  it  will  make  a  very  valuable  ac- 
quisition to  their  mining  plants.  The  mine  law  is  being  strictly  com- 
plied with,  and  all  conditions  are  first  class  around  this  mine. 

The  company  is  arranging  at  this  time  to  cut  the  coal  by  electric  ma- 
chines of  the  chain  cutter  type,  the  same  as  at  their  Nos.  1,  2,  and  3  mines, 
and  it  will  be  hauled  by  electric  motors  to  the  tipple. 

On  account  of  the  small  mine  development,  at  the  present  time,  their 
tonnage  could  not  exceed  more  than  40  tons  daily. 

This  mine  has  teen  opened  within  the  past  year,  and  was  not  reported 
last  year. 
J.  E.  HAMILTON,  Supt.  R.  HYSELL,  Mine  Foreman. 

TYGARTS  RIVER  GOAL  C01IPAXY. 
No.    58.     Arden    Mine.  —  Upper    Freeport    Seam.  —  Drift.  —  This    mine 
is  located  8%  miles  north  of  Philippi  on  the  Grafton  &  Belington  branch 
of  the  B.  &  O.  R.  R. 
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It  is  opened  up  on  the  double  system  and  the  ventilation,  which  is  pro- 
duced by  a  12  foot  fan,  has  always  been  found  fairly  good  throughout 
the  workings.  The  coal  is  undercut  by  compressed  air  machines  of  the 
puncher  type  and  is  hauled  by  mules  to  a  sidetrack  located  about  1300 
feet  from  drift  mouth  oil  the  inside  of  the  mine,  from  thence  it  is  dropped 
by  gravity  to  the  tipple  where  it  is  dumped  and  the  empties  are  hauled 
back  into  the  mine  by  head  rope.  The  hoisting  engine  is  located  at  the 
side  track  inside  of  the  mine,  the  power  being  compressed  air.  No  gas 
has  ever  been  found  in  this  mine.  On  date  of  my  first  visit  I  found  that 
section  of  the  law,  which  provides  for  lights  being  carried  on  front  end 
of  trip,  was  being  violated,  but  on  calling  their  attention  to  the  same 
they  have  since  been  complying  Avith  this  section  of  the  law.  This  mine 
is-  inclined  to  be  dusty  in  the  winter  season  in  some  sections.  My  certifi- 
cates recommended  that  these  dry  sections  be  kept  thoroughly  wet  which 
the  management  cheerfully  complied  with. 

The  top  in  this  mine  is  exceedingly  good  throughout.  The  employes 
are  burning  the  oil  sold  them  by  the  operating  company  which  meets  the 
requirements  of  the  law. 

General  safety  throughout  is  good.  The  mine  law  is  being  strictly 
complied  with  at  this  operation. 

With  the  present  mine  development  and  a  full  force  of  men  this  mine 
is  capable  of  producing  500  tons  daily. 

This  mine  was  reported  last  year  as  Arden  mine,  number  558  of  the 
printed  report. 
CHAS.   A.   COOK,   Supt.  CHAS.   CRONK,   Mine    Foreman. 

SOUTHERN  COAL  &  TRANSPORTATION  COMPANY. 

No.    59.     Berryturg  Mine. — -Pittsburg   Seam — Drift. 

This  mine  is  located  6  miles  northeast  of  Philippi  on  a  branch  of  the 
'Grafton  &  Belington  division  of  the  B.  &  O.  R.  R.;  known  as  the  Berry- 
burg  branch. 

This  mine  is  opened  on  the  double  entry  system  with  four  natural  and 
distinct  drift  mouths. 

The  ventilation  is  produced  by  an  11  foot  fan  and  is  fairly  good  through- 
out the  workings. 

The  coal  is  undercut  by  both  eletcric  and  compressed  air  machines,  of 
the  chain  and  puncher  types,  and  is  hauled  to  the  tipple  by  Electric  mo- 
tors. 

This  mine  had  the  misfortune  to  catch  on  fire  during  the  past  inspec- 
tion year  and  in  fighting  the  fire  for  the  pn/pose  of  extinguishing  the 
same  it  necessitated  a  great  many  changes  and  alterations  to  be  made 
in  the  air  current  which  for  a  time  was  quite  a  detriment  to  the  proper 
ventilation  of  the  mine,  but  since  they  have  succeeded  in  extinguishing 
the  fire,  which  they  did  by  mens  of  brick  brattices  which  were  con- 
structed in  such  a  manner  as  to  be  perfectly  airtight,  they  have  been 
working  steadily  to  better  their  ventilation,  which  I  am  glad  to  report 
they  have  succeeded  in  doing. 

The  roof  is  very  bad  in  some  sections  of  the  mine,  but  the  timbering  is 
carefully  looked  after. 
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Tliis  mine  generates  marsh  gas  in  some  of  the  advance  working  places 
but  this  is  being  taken  care  of  by  means  of  wooden  brattices. 

The  mine  is  also  very  dry  and  dusty  in  some  sections  and  my  certificate 
of  inspection  recommended  that,  these  places  be  kept  thoroughly  wet, 
which  the  management  promptly  and  cheerfully  complied  with. 

Found  some  violations  of  the  law  governing  illuminating  oils  to  be 
used  inside  of  the  mines  by  the  workmen,  this  was  found  among  a  few 
of  the  foreign  workmen.  This  matter  was  mentioned  to  the  offenders, 
also  to  the  management  and  they  gave  me  the  joint  assurance  that  it 
would  be  stopped  at  once. 

Other  than  the  above  the  State  Mine  Laws  are  being  strictly  com- 
plied with  at  this  operation. 

With  a  full  force  of  men  and  the  present  development  and  equipment 
this  mine  is  capable  of  producing  2000  tons  daily. 

This  mine  was  reported  last  year  as  Berryburg  mine,  number  559  of 
the  printed  report. 

W.   W.    FERGUSON,    Supt.  LEE    COTTRILL.   Mine   Foreman. 

ALLEN  FARRANCE  and  JNO.  HEDRICK,  Fire  Bosses. 

LAUREL   CREEK   COAL   COMPANY. 

No.    GO.     Laurel   Creek  Mine.  —  Upper  '  Freeport   Seam — Drift. 

This  mine  is  located  9  miles  north  of  Philippi  on  the  Grafton  &  Beilng- 
ton  branch  of  the  B.  &  O.  R.  R.,  the  coal  is  mined  by  pick. 

The  ventilation  which  is  produced  by  a  fire  basket  has  always  been 
found  ample  for  the  number  of  men  employed  and  the  mine  development. 

Xo  gas  has  ever  been  found  in  this  mine. 

The  drainage  is  exceedingly  good.  The  top  is  also  exceedingly  good. 
This  mine  is  inclined  to  be  dry  and  dusty  and  my  certificate  recommend- 
ed that  these  dry  sections  of  the  mine  be  kept  thoroughly  wet,  which  I  am 
pleased  to  report  that  they  promptly  complied  with. 

On  the  date  of  one  of  my  visits  I  found  a  number  of  original  kegs,  or 
cans  of  powder,  stored  in  the  wheel  house  at  drift  mouth  where  the  em- 
ployes from  the  inside  had  a  practice  of  loitering,  which  I  considered 
very  dangerous  as  there  was  a  possibility  of  the  powTder  becoming  ig- 
nited accidentally  resulting  in  loss  of  life.  This  I  ordered  removed  at 
once  and  no  explosives  or  anything  of  like  nature  be  kept  in  this  building. 

This  order  was  immediately  complied  with. 

The  oil  burned  inside  by  the  employes  meets  with  the  requirements  of 
the  law,  also  all  other  State  Mine  Laws  are  complied  with. 

With  the  present  mine  development  and  with  a  full  force  of  men  this 
mine  is  capable  of  producing  200  tons  daily. 

This  mine  was  reported  last  year  as  Laurel  Creek  mine,  number  500  of 
the  printed  report. 
W.  S.  BRYDON,  Supt.  C.  B.  TRIMBLE,  Mine  Foreman. 

THE  CENTURY  COAL  COMPANY. 

No.  CI.     Century  Shaft  No.  1. Red  Stone  Seam — Shaft. 

This  mine  is  located  6  miles  from  Lemley  Junction  on  a  branch  of  the 
Belington  &  Buckhannon  division  of  the  B    &  O.  R.  R. 
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•  It  is  a  shaft  operation  and  it  is  opened  up  on  the-  triple  entry  system 
The  ventilation  which  is  produced  by  a  20  ft.  Capell  fan  has  always  been 
found  good.  The  coal  is  undercut  by  electric  machines  of-  the  chain 
cutter  type  and  is  hauled  to  the  landing  by  electric  motor. 

This  mine  generates  marsh  gas  in  several  sections  but  on  dates  of  visits 
was  being  well  taken  care  of  by  means  of  brick  lattices  along  main 
heading  and  by  wooden  brattices  along  butt  entries.  The  cross-cuts  are 
regularly  driven,  none  of  which  exceed  GO  feet  apart. 

The  mine  is  ventilated  by  a  system  without  the  use  of  trap  doors  giv- 
ing each  section  of  the  mine  a  separate  split  of  fresh  air. 

The  mine  is  inclined  to  be  dusty  in  some  sections  and  my  certificate 
recommended  that  these  dry  sections  be  kept  thoroughly  wet. 

This  mine  is  modern  in  every  particular,  both  as  to  the  system  em- 
ployed on  the  inside  as  well  as  the  equipment  which  they  have  installed. 

The  roof  throughout  this  mine  is  good  and  timbering  is  carefully  looked 
after.  The  oil  burned  by  the  employes  is  bought  of  two  independent 
stores  located  in  the  mining  town  and  meets  the  requirements  of  the 
law.     The  mine  law  in  every  particular  is  being  complied  with. 

The  hoisting  machinery,  cages,  etc.,  meets  with  the  requirements  of  the 
law,  being  supplied  with  brake,  safety  catches,  etc.,  also  metal  speaking 
tube  is  found  as  per  lawful  requirements.  Safety  lamps,  stretchers, 
blankets,  etc.,  on  hand  and  rules  are  posted. 

With  a  full  force  of  men  and  with  the  present  development  and  equip- 
ment  and   this   mine   is   capable   of   producing   1500   tons   daily. 

This  mine  was  reported  last  year  as  Century  Shaft,  number  5G1  of  the 
printed  report. 
J.  C.  WARD,  Supt. 

PATRICK   WOODS,   Mine  Foreman. 
A.  B.  McMURDO,  Asst.  Mine  Foreman. 
SAMUEL  BEAVERS  and  U.  S.  G.  LEWIS,  Fire  Bosses. 
ANDY  BEVEREGE,  Asst.  Fire  Boss. 

No.  G2.     Century  Drift.  —  Red  Stone  Seam — Drift. 

This  mine  is  located  4  miles  from  Lemley  Junction  on  a  branch  of  the 
Belington  &  Buckhannon  division  of  the  B.  &  O.  R.  R. 

This  mine  is  opened  up  on  the  double  entry  system,  and  the  ventilation, 
which  is  produced  by  a  fire  basket,  is  ample  for  the  development  and  for 
the  number  of  employes.  The  workings  are  going  to  the  dip  and  for  that 
reason  the  drainage  is  bad.  No  gas  has  been  found  in  this  mine.  No  dust. 
Top  is  good  throughout.     The  law  is  being  complied  with. 

With  a  full  force  of  men  this  mine  would  be  capable  of  producing  with 
the  present  equipment  150  tons  per  day. 

This  mine  was  reported  last  year  as  Century  Drift,  number  5G2  of  the 
printed  report. 
J.  C.  WARD,  Supt.  PATRICK  WOODS,  Mine  Foreman. 

GRAFTON  FUEL  COMPANY. 

No.  G3.     Lillian  No.  1.  —  Mahoning  Seam. — Drift. 

This  mine  is  located  5  miles  south  of  Philippi  on  the  Grafton  &  Beling- 
ton branch  of  the  B.  &  O.  R.  R. 
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This  mine  is  opened  up  on  the  double  entry  system  and  the  ventilation, 
which  is  produced  by  a  fire  basket,  has  always  been  found  ample  for  the 
development  and   for  the  number  of  men  employed. 

The  company  has  recently  installed  a  compressed  air  plant  and  the  coal 
is  undercut  by  machines  of  the  puncher  type,  and  is  hauled  to  the  drift 
mouth  by  mules.  The  coal  ranges  in  thickness  from  o\'->  to  4  feet  and  is 
almost  absolutely  clean.  They  are  shooting  the  top  along  main  haulway 
and  removing  the  same  so  as  to  enable  them  to  work  larger  stock.  The 
coal  is  dropped  to  the  tipple  by  a  gravity  plane. 

The  coal  from  this  mine  together  with  the  coal  from  Nos.  2  and  3  are 
dumped  over  the  same  tipple.  The  roof  is  good  throughout  the  mine. 
Drainage  is  also  good.  The  mine  law  is  being  complied  with  in  every  par- 
ticular. 

With  a  full  force  of  men  and  the  present  equipment  and  the  mine  devel- 
opments this  mine  is  capable  of  producing  150  tons  daiiy. 

This  mine  was  reported  last  year  as  Lillian  Mine,  number  504  of  the 
printed  report. 

W.  S.  BRYDON,  Gen'l  Supt. 
G.  L.  CAMPBELL.  Supt.  FRANK  ROBINSOX,  Mine  Foreman. 

No.  G4.     Lillian  Mine  No.  .?.  —  Upper  Freeport  Seam — Drift. 

This  mine  is  located  5  miles  south  of  Philippi  on  the  Grafton  &  Belington 
branch  of  the  B.  &  O.  R.  R. 

This  mine  is  opened  on  the  double  entry  system  but  at  present  they 
are  engaged  in  driving  the  third  entry  which  will  be  completed  in  a  very 
short  time.  The  ventilation  is  produced  by  a  fire  basket  and  has  always 
been  found  ample.     No  gas  has  ever  been  found  in  this  mine. 

The  mine  is  dry  in  some  sections  and  was  recommended  to  be  kept 
thoroughly  wet.  which  I  am  pleased  to  report  was  cheerfully  done. 

The  coal  in  this  mine  at  the  present  time  is  being  undercut  by  ma- 
chines of  the  puncher  type,  but  was  until  recently  mined  with  pick. 

The  top  throughout  the  mine  is  exceedingly  good.  Timbering  is  well 
looked  after.  Drainage  is  good,  other  than  a  few  places  going  to  the  dip 
which  are  being  bailed.  The  oil  used  by  the  workmen  is  purchased  from 
the  operating  company  and  meets  the  requirements  of  the  law. 

On  completion  of  the  third  entry  spoken  of  this  mine  will  conform 
strictly  to  the  State  Mine  Law  in  regard  to  the  second  opening. 

They  have  as  yet  not  exceeded  20  men,  employed  on  the  inside  at  any 
one  time  and  are  working  diligently  to  complete  the  third  entry  spoken 
of  above. 

With  the  present  equipment  and  with  a  full  force  of  men  this  mine  is 
capable  of  producing  150  tons  per  day. 

This  mine  was  reported  last  year  as  Lillian  Mine,  number  5G4  of  the 
printed  report. 

W.  S.  BRYDON,  Gen'l  Supt.  FRANK  ROBINSON,  Mine  Foreman. 

G.  L.  CAMPBELL.  Supt. 

No.  Co.     Lillian  Mine  No.  3.  —  Lower  Freeport  seam  —  drift. 
This  mine  is  located  5  miles  south  of  Philippi,  on  the  Grafton  &  Beling- 
ton branch  of  the  B.  &  O.  R.  R. 
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This  mine  is  opened  up  on  the  single  entry  system  and  there  are  but 
two  men  working  on  the  inside,  prospecting,  as  the  entry  in  opening  up 
encountered  a  fault  which  the  company  is  trying  to  flrive  through.  In 
case  better  conditions  are  struck  behind  the  fault,  the  mine  will  be 
operated  on  the  double  entry  system,  as  the  present  plans  are  to  drive  an 
additional  entry-  On  date  of  last  visit  conditions  looked  more  favorable 
than  they  did  on  previous  visits. 

The  mine  is  capable  of  producing  10  tons  daily. 

The  mine  was  reported  last  year'  as  Lillian  Mine,  No.  564  of  the  printed 
report. 

W.  S.  BRYDON,  General  Supt.       FRANK  ROBINSON,  Mine  Foreman. 

G.  L.  CAMPBELL,  Supt. 

THE  PENNSYLVANIA   COAL   MINING  COMPANY. 

No.  66.     Adma  Mine.  —  Lower  Freeport  seam  —  drift. 

This  mine  is  located  9  miles  south  of  Philippi,  en  the  Grafton  &  Beling- 
ton  branch  of  the  B.  &  O.  R.  R. 

It  is  opened  on  the  double  entry  system,  and  the  ventilation,  which  is 
produced  by  open  grate,  has  always  been  found  ample  for  the  development. 

Conditions  are  very  unfavorable  in  this  mine,  as  the  coal  is  cut  off  by 
sandstone  displacement,  or  fault,  and  on  date  of  last  visit  they  were  trying 
to  cut  around  the  same,  as  they  had  driven  the  main  entries  a  long  dis- 
tance through  same  with  no  prospects  of  getting  through. 

The  coal   is  mined   with   picks  and   hauled   to  the   drift  mouth   with 
mules  and  dropped  to  the  tipple  by  a  gravity  plane. 

The  roof  is  exceedingly  good  in  this  mine,  being  solid  sandstone. 

The  drainage  is  good  in  all  or  nearly  all  the  working  places  along  main 
heading;  in  a  place  or  two,  however,  there  are  some  very  bad  local  dips 
where  they  are  handling"  the  water  with  a  hand  pump. 

The  mine  law  is  being  complied  with  in  every  particular. 

With  a  full  force  ef  men  and  the  present  development  this  mine  is 
capable  of  producing  100  tons  daily. 

This  mine  was  reported  last  year  as  Adma  Mine,  No.  565  of  the  printed 
report.  J.  PITMAN,  Mine  Foreman. 

H.  M.  WETZEL  and  J.  M.  GALLAHER,  Supts. 

CLEMENTS  COAL  &  COKE  COMPANY. 

No.  67.     Clements  Mine.  —  Lower  Freeport  —  drift. 

This  mine  is  located  12  miles  south  of  Philippi,  on  the  Grafton  &  Beling- 
ton  branch  of  the  B.  &  O.  R.  R. 

It  is  opened  on  the  double  entry  system.  Ventilation,  which  is  pro- 
duced by  a  fire  basket,  is  good  throughout  the  mine.     No  gas  is  found. 

The  roof  is  exceedingly  good,  and  all  the  sanitary  conditions  in  and 
around  the  mine  are  good. 

This  mine  has  not  been  in  operation  but  very  little  during  the  past 
year.    The  mine  law  is  being  strictly  complied  with. 

With  the  present  mine  development  and  equipment  this  mine  is  capa- 
ble of  producing  100  tons  of  coal  per  day. 
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This  mine   was   reported   last  year  as   Clements  Mine,   No.   566   of  the 
printed    report. 
W.  P.  HURST,  Supt.  WM.  KOOSER,  Mine  foreman. 

DAVIS  COAL  &  COKE  COMPANY. 

No.  68.     Weaver  No.    ).  or  Dartmoor  Mine.  —  Upper  Freeport  —  slope. 

This  mine  is  located  3  miles  south  of  Belington,  on  the  Western  .Mary- 
land Railroad.     It  is  opened  up  on  the  double  entry  system. 

The  ventilation,  which  is  produced  by  a  furnace,  has  always  been  con- 
sidered fair,  as  but  very  few  men  are  employed  on  the  inside,  as  they  are 
prospecting  for  better  conditions,  the  conditions  in  the  present  develop- 
ment having  been  very  unfavorable,  but  on  date  of  last  visit  it  looked  more 
promising,  and  I  found  the  officials  encouraged. 

The  drainage  is  bad  on  the  main  haulways.  The  roof  is  also  very  bad. 
No  gas  has  ever  been  found.  The  mine  law  is  being  strictly  complied 
with,  other  than  the  second  opening,  which  the  company  claims  they  will 
provide,  if  they  find  conditions  such  as  to  pay  them  to  continue  the 
operation  of  the  mine.  . 

On  the  date  of  one  of  my  visits  I  found  that  there  was  a  connection 
between  the  present  operation  and  an  old  unused  slope  which  had  been 
operated  in  former  years,  which  was  filled  with  water.  This  I  recom- 
mended to  be  shut  off  with  a  solid  arched  brick  brattice  in  such  a  manner 
as  to  stand  the  pressure  of  the  water  in  case  the  brick  brattice  —  which  I 
had  understood  separated  the  two  workings -r-  should  suddenly  give  away, 
as  I  had  understood  it  was  built  straight  across  the  opening  with  no  pro- 
vision made  to  withstand  pressure.  This  the  company  cheerfully  did, 
and  on  date  of  my  last  visit  they  had  installed  a  large  pump  in  the  old 
works  and  had  about  pumped  the  water  out  of  the  same. 

With  the  present  development  and  equipment  this  mine  is  capable  of 
producing  50  tons  daily. 

This  mine  was  reported  last  year  as  Dartmoor  Mine,  No.  567  of  the 
printed  report.  J.  L.  JEFFERYS,  Mine  Foreman. 

M.  L.  GARVEY  and  WM.  BARRACK,  Supts. 

Xo.  69.     Weaver  No.  ■'»  Mine.  —  Upper  Freeport  seam  — drift. 

This  mine  is  located  seven  and  a  half  miles  southeast  of  Belington,  on 
the  Belington  &  Beaver  Creek  Valley  Railroad. 

It  is  opened  up  on  the  double  entry  system  and  the  ventilation,  which  is 
natural,  by  reason  of  the  many  outlets  and  inlets,  is  fairly  good  through- 
out the  mine.  Found  it  necessary  to  recommend  that  crosscuts  be  driven 
more  regularly,  and  that  inlet  at  the  head  of  first  right  be  enlarged,  as  it 
was  a  very  small  hole  which  had  been  cut  out,  and  nearly  all  the  men  who 
are  working  in  this  mine  were  working  in  that  section. 

The  grades  are  very  steep  in  this  mine,  reaching  as  much  as  10  per 
cent.,  making  the  conditions  very  favorable  for  natural  ventilation,  as 
nearly  all  of  the  butt  entries  cut  out  to  daylight. 

The  top  is  exceedingly  good  throughout  this  mine,  being  from  two  and 
a  half  to  three  and  a  half  feet  of  head  coal  maintained  throughout  the 
mine.     The  law  was  being  violated   by  not  having  rules  posted,   as  per 
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requirements  of  the  law.  The  management's  attention  was  called  to  this 
matter  and  the  promise  given  that  they  would  be  posted  at  once.  No  gas 
has  ever  been  found  in  this  mine.  The  oil  meets  the  requirements  of  the 
law.  Other  than  the  above  mentioned  the  law  is  being  fully  complied 
with. 

This  is  a  pick  operation  and  at  present  there  are  but  very  few  men 
employed  on  the  inside,  but  with  a  full  force  of  men  this  mine  would  be 
capable  of  producing  200  tons  daily. 

This  mine  was  reported  last  year  as  being  in  Randolph  County,  as 
"Weaver  No.  3,  No.  614  of  the  printed  report. 

W.  F.  REEVES,  Mine  Foreman. 
M.  L.  GARVEY  and  WM.  BARRACK,  Supts. 

MILLER  COAL  &  COKE  COMPANY. 

No.  70.     Sa,7-a  Mine  —  Upper  Freeport  seam  —  drift. 

This  mine  is  located  three  quarters  of  a  mile  south  of  Junior,  on  the 
Western  Maryland  Railroad.  It  is  opened  up  on  the  double  entry  system, 
and  the  ventilation,  which  is  produced  by  a  12-foot  fan,  is  fairly  good 
throughout. 

The  top  in  some  sections  of  this  mine  is  bad,  but  timbering  is  being 
carefully  looked  after.     The  drainage  is  fair.     No  gas  is  found. 

The  coal  is  undercut  by  electric  machines,  and  at  the  present  time  is 
being  hauled  with  mules  to  the  tipple,  but  oh  date  of  last  visit  they  had 
almost  completed  the  installation  of  electric  motor  haulage. 

The  mine  law  is  being  fully  complied  with.  As  to  oil  in  use,  it  meets 
fully  the  requirements  of  the  law.  All  powder  is  taken  into  the  mine  in 
5-pound  flasks,  at  this  time,  but  on  date  of  one  of  my  former  visits  I 
found  that  this  section  of  the  law  was  not  being  complied  with,  as  I 
found  they  were  carrying  powder  into  the  mine  in  the  original  25-pound 
cans;  I  ordered  the  removal  of  the  same  from  the  mine  and  that  the 
law  regulating  the  quantity  of  explosives  to  be  taken  into  the  mines  by 
the  workmen  be  complied  with,  which  I  am  pleased  to  report  they  did 
at  once. 

With  a  full  force  of  men  this  mine  is  capable  of  producing  250  tons 
daily. 

This  mine  was  reported  last  year  as  Sara  Mine,  No.  568  of  the  printed 
report. 
J.  W.  S.  MILLER,  Supt.  WM.  ROOSTER,  Mine  Foreman. 

PENNSYLVANIA  FUEL  COMPANY. 

No.  71.     Volga  No.  1  Mine.  —  Mahoning  — shaft. 

This  mine  is  located  1  mile  from  Lemley  Junction,  on  the  Belington  & 
Ruckhannon  Division  of  the  B.  &  O.  R.  R. 

It  is  opened  up  on  the  double  entry  system,  and  the  ventilation,  which 
is  produced  by  a  10-foot  fan,  is  fairly  good  throughout  the  mine. 

The  top  is  fairly  good.    Timbering  is'  carefully  looked  after. 

Drainage  is  fair,  as  the  water  is  being  handled  by  a  pump. 

This  mine  has  been  in  operation  but  very  little  during  the  past  year, 
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and  the  Inspector  has  never  had  ihe  pleasure  of  being  at  this  operation 
other  than  when   it   was  idle,  and  for  this  reason  no  satisfactory  inspec- 
tion has  ever  been  made.     I   have  examined   the  quality  of  oil  used  and 
i   ii   to  meel   the  requirements  of  the  law. 

No  map  of  this  mine  has  ever  reached  this  office.  The  management's 
m  ion  has  been  called  to  this  matter,  but  as  yet  they  have  failed  to 
ply  .with  this  section  of  the  law. 

No  gas  has  ever  been  found.  The  coal  is  undercut  by  compressed  air 
machines  of  the  puncher  type  and  is  hauled  to  the  landing  at  the  bottom 
of  the  shaft  by  a  pony. 

With  a  full  force  of  men  and  the  present  development  this  mine  is 
capable  of  producing  100  tons  daily. 

This  mine  was  reported  last  year  as  Volga  No.  1,  No.  569  of  the  printed 
report. 
W.  S.  SCHRADER,  Supt.  D.  E.  BROWN,  Mine  Foreman. 

MIDLAND  COAL  &  COKE  COMPANY. 

No.  72.     Midland  Shaft.  —  Upper  Freeport  —  shaft. 

This  mine  is  located  about  three  quarters  of  a  mile  northwest  of  Hack- 
er's Junction,  on  a  branch  off  of  the  Berryburg  branch  of  the  B.  &.  O.  R.  R. 

They  have  just  recently  reached  the  coal,  and  they  are  engaged  in  con- 
structing 100  coke  ovens  of  the  beehive  type  and  are  also  constructing  a 
washer  to  wash  the  coal,  preparatory  to  manufacturing  a  first-class  coke. 
This  will  be  an  up-to-date  electric  plant.  The  coal,  which  is  from  four 
and'  a  half  to  five  and  a  half  feet  in  thickness,  with  an  elegant  top,  so  far 
as  they  have  advanced  with  their  entries,  will  be  undercut  and  hauled  by 
electricity. 

The  very  latest  hoisting  equipments  will  be  installed. 

This  mine,  as  yet,  has  not  reached  a  point  where  it  could  be  considered 
a  commercial  mine,  as  it  has  not  yet  shipped  coal,  but  by  reason  of  the 
large  number  of  men  being  employed  (over  200)  I  thought  it  necessary 
that  regular  inspection  of  this  place  be  made.  No  gas  Was  encountered  in 
the  overlying  strata  in  sinking,  neither  has  there  been  any  found  in  the 
coal,  so  far  as  they  have  gone.  They  have  already  constructed  quite  a 
number  of  miners'  houses.  The  sidetrack  is  completed  to  their  plant. 
Nearly  all  the  machinery  is  on  the  ground.  This  will  be  one  of  the  first- 
class  mines  of  the  Second  District  when  ready  for  operation. 

A  large  fan  was  on  the  ground,  on  date  of  last  visit,  ready  for  installa- 
tion.    The  coal  in  this  shaft  shows  mighty  good  and  runs  very  uniformly. 

From  all  indications  it  will  be  one  of  our  prosperous  mines. 

This  mine  was  not  reported  last  year. 
H.  M.  CRAWFORD,  Supt.  G.  W.  DAWSON,  Mine  Foreman. 

VALLEY  COAL  &  COKE  COMPAXY. 

No.  73.     Vdlley  Mine.  —  Upper  Freeport  seam  —  drift. 

This  mine  is  located  one  and  a  half  miles  north  of  Belington,  on  the 
Grafton  &  Belington  branch  of  the  B.  &.  O.  R.  R.„  and  has  not  been  in 
operation  during  the  past  year. 
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This  mine  last  year  was  reported  as  Valley,  No.  563  of  the  printed 
report.  F.  A.  COLEMAN,  Supt. 

OVERHOLT  COAL  £  COKE  COMPANY. 

No.  74.     Overholt  Mine.  —  Upper  Freeport  —  drift. 

This  mine  is  located  seven  and  a  half  miles  south  of  Grafton,  on  the 
west  side  of  the  river.  It  is  opened  up  on  the  triple  entry  system,  and 
has  never  reached  that  stage  of  development  to  be  classed  as  a  commercial 
mine,  as  they  have  no  railroad  connections  and  have  not  done  any  work 
during  the  past  year.  They  have  a  large  acreage  of  coal,  however,  which 
averages  in  thickness  from  five  and  a  half  to  six  and  a  half  feet,  with 
an  excellent  top.  The  entries  have  been  driven  something  over  1000  feet, 
and  conditions  in  and  around  this  place  are  very  favorable  for  a  suc- 
cessful operation  when  railroad   connections   are   made. 

C.  E.  CONAWAY,  General  Manager. 

HARRISON    COUNTY. 

CLARKSBURG  FUEL  COMPANY. 

No.  75.     Pinnickinnick  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  1  mile  east  of  Clarksburg,  on  the  B.  &  O.  R.  R. 

It  is  opened  up  on  the  double  entry  system,  and  the  ventilation,  which 
is  produced  by  a  16-foot  fan,  is  good  throughout  the  mine.  No  gas  was 
found  in  this  mine.  The  coal  is  undercut  by  machines  of  both  the  elec- 
tric chain  cutter  and  compressed  air  puncher  types.  It  is  at  the  present 
time  being  hauled  to  the  junction  on  the  inside  of  the  mine  by  mules  and 
horses,  from  thence  it  is  taken  to  the  tipple  up  the  engine  plane  by  the 
endless  rope   system. 

The  company  is  at  this  time  engaged  in  installing  electric  motor  haul- 
age. The  roof  in  this  mine  is  rather  bad  and  dangerous,  being  draw  slate, 
which  it  is  necessary  to  either  take  down  and  remove  or  carefully  timber. 
Timbering  is  being  well  looked  after.  All  powder  is  carried  into  the  mine 
in  cans  of  5-pound*  capacity.  Nearly  all  the  employes  burn  the  oil  sold 
them  by  the  operating  company,  which  meets  the  requirements  of  the  law. 
A  few  violations,  however,  were  found  among  the  employes. 

All  other  State  mine  laws  are  being  well  observed  at  this  time. 

With  the  present  mine  development  and  equipment  and  with  a  full  force 
of  men  this  mine  is  capable  of  producing  1800  tons  daily. 

This  mine  was  reported  last  year  as  Pinnickinnick,  No.  14  of  the  printed 
report.  THOS.   POLLOCK,  Mine  Foreman. 

J.  H.  NUZUM,  Supt.  LOUIS  DORSEY,  Assistant  Mine  Foreman. 

No.  76.     Fall  Run  Mine.  • —  Pittsburg  seam  —  drift. 

This  mine  is  located  3  miles  north  of  Clarksburg,  on  the  M.  R.  Division 
of  the  B.  &  O.  R.  R.  It  is  ventilated  from  the  Pinnickinnick  Mine,  the 
ventilation  of  which  has  always  been  found  ample  for  the  present  de- 
velopment, but  in  the  future  it  will  become  necessary  to  install  a  fan  at 
this  mine.     The  roof  is  fairly  good  throughout  this  mine. 

Timbering  is  promptly  looked  after.  The  coal  is  undercut  by  the  electric 
chain  cutters.    The  coal  is  hauled  by  mules  to  the  tipple. 


190G] 


Chief  Mine  I  nspei  roB.  269 


All  powder  is  carried  into  the  mine  in  cans  of  5-pound  capacity. 

This  ni]  with  all  the  requirements  of  the  State  mine  law. 

With    the  present   mine  development    and   a    full    force   Of  men   and   with 
the  present  equipment  this  mine  is  capable  of  producing  1200  tons  daily. 

This  mine  was  reported   last    year  as   Fall  Run,  No.  15  of  the  printed 
report. 
II.  H.  WATSON,  Supt.  E.  C.  VINCENT,  Mine  Foreman. 

No.  77.     Dixie  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  2  miles  south  of  Clarksburg,  on  the  W.  Va.  &  P. 
Division  of  the  B.  &  O.  R.  R.  The  ventilation,  which  is  produced  in  some 
ns  of  this  mine  by  a  furnace,  and  in  other  sections  natural,  is  fairly 
good  throughout  the  workings.  No  gas  has  ever  been  found  in  this  mine. 
The  bottom  is  very  soft.  and.  conditions  being  unfavorable  for  drainage,  a 
great  deal  of  mud  is  found  along  haulways  in  this  mine. 

The  top  is  very  bad,  being  a  soft  soapstone  (horseback),  which  dis- 
integrates during  the  hot  summer  months  and  keeps  continually  crum- 
bling and  falling  along  haulway,  the  cleaning  up  of  which  adds  greatly 
to  the  cost  of  mining.  Timbering  is  carefully  looked  after.  The  mine 
laws  are  well  observed.  The  conditions  in  this  mine  are  altogether  very 
unfavorable  to  economical  mining. 

I  wish,  however,  to  congratulate  the  management  on  the  manner  in 
which  he  looks  after  the  welfare  and  safety  of  the  employes  under  his 
charge. 

This  mine  with  the  present  equipment  and  with  a  full  force  of  men  is 
capable  of  producing  200  tons  daily. 

This  mine  was  reported  last  year  as  Dixie  Mine,  No.  16  of  the  printed 
report. 
GEO.  W.  ELIASON,  Supt.  GEO.  W.  ELIASON,  M  ne  Foreman. 

No.  78.     Two  Lick  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  6  miles  south  of  Clarksburg,  on  the  W.  Va.  &  P. 
Division  of  the  B.  &  O.  R.  R.  The  ventilation,  which  is  produced  by  a 
7-foot  electric   Stine  fan,  is   good   throughout  the   mine. 

This  mine  generates  Marsh  gas  in  very  small  quantities. 

Some  trouble  has  been  experienced  the  past  year  with  drainage,  as  the 
left  hand,  or  dip  section,  of  this  mine  has  flooded  on  one  or  two  occasions, 
but  the  company  is  at  this  time  engaged  in  ditching  the  same  to  prevent 
a  recurrence. 

The  roof  in  some  sections  of  this  mine  is  exceedingly  good,  and  in  other 
sections  is  exceedingly  bad  and  dangerous;  timbering,  however,  is  being 
carefully  looked  after.  The  coal  is  being  undercut  and  hauled  by  elec- 
tricity. Employes  burn  the  oil  sold  them  by  the  operating  company, 
which  meets  the  requirements  of  the  law.  The  mine  law  is  being  well 
observed  at  this  time. 

With  the  present  mine  development  and  equipment  this  mine  is  capable 
of  producing  1200  tons  daily. 

This  mine  last  year  was  reported  as  Two  Lick,  No.  17  of  the  printed 
report. 
LOWELL  CHILDS,  Supt.  CHAS.  GANDY,  Mine  Foreman 
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No.  79.     Interstate  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  9  miles  south  of  Clarksburg,  on  the  W.  Va.  &  P. 
Division  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system. 
The  ventilation,  which  is  produced  by  a  15-foot  fan,  is  good  throughout 
the  mine.     No  gas  has  ever  been  found  in  this  mine. 

The  coal  is  cut  by  compressed  air  machines  of  the  puncher  type,  and  is 
hauled  to  the  drift  mouth  by  mules  and  horses. 

Shooting  on  the  solid  is  prohibited'.  The  roof  in  this  mine  in  some 
sections  is  exceedingly  good  and  in  other  sections  is  of  a  potty,  slippy 
nature,  requiring  a  great  deal  of  attention  in  timbering  and  in  pulling 
down  and  removing  the  same.     This,  however,  is  promptly  looked  after. 

The  powder  is  carried  into  the  mines  in  5-pound  cans.  The  employes 
burn  the  oil  sold  them  by  the  operating  company,  which  meets  the  require- 
ment of  the  law.  The  State  mine  law  is  being  fully  complied  with  at  this 
mine. 

With  a  full  force  of  men  and  with  the  present  mine  development  and 
equipment  this  mine  is  capable  of  producing  1000  tons  daily. 

This  mine  was  reported  last  year  as  Interstate,  No.  18  of  the  printed 
report. 

LOWELL  CHILDS,  Supt.  JESSE  THOMAS,  Mine  Foreman. 

LEWIS  KEENER,  Assistant  Supt. 

No.  80.     O'Neil  Mines  Nos.  1,  2,  3  and  Jh  —  Pittsburg  seam  —  drift. 

These  mines  are  located  5  miles  west  of  Clarksburg,  on  the  B.  &.  O.  R.  R. 

They  are  opened  on  the  double  entry  system.  The  ventilation,  which  is 
produced  by  a  10-foot  fan  located  at  the  mouth  of  the  aircourse  paralleling 
No.  1  drift,  has  always  been  found  fairly  good.  The  roof  in  these  mines 
is  very  bad  when  the  overlying  strata  is  exposed  to  the  air,  being  composed 
of  soft  soapstone  (horseback),  but  the  head  coal  has  been  maintained  in 
all,  or  nearly  all  the  working  places.  The  present  operation  is  confined 
to  No.  4  drift.  These  mines  are  connected  under  ground.  The  drainage 
in  No.  4  is  good  throughout,  also  in  No.  2.  No.  3  has  not  been  developed 
to  any  extent  and  the  drainage  is  fair.  In  No.  1,  on  acount  of  abnormal 
conditions,  drainage  is  bad,  and  this  mine  was  abandoned  on  this  account. 
No  gas  has  ever  been  found  in  these  mines.  Timbering  is  being  carefully 
looked  after.  The  fan,  being  of  small  dimensions,  was  considered  by  the 
Inspector  inadequate  to  properly  ventilate  these  mines.  The  management 
also  shared  the  same  opinion.  They  are  at  this  time  preparing  to  install 
a  fan  of  larger  dimensions  at  the  mouth  of  the  air  course  paralleling  No. 
4  drift,  which  will  insure  good  ventilation  throughout.  The  coal  in  these 
mines  is  undercut  by  compressed  air  machines  of  the  puncher  type,  and  is 
hauled  to  the  tipple  by  mules  and  horses.  All  powder  is  carried  into  the 
mines  in  5-pound  cans  by  the  workmen.  It  has  been  with  much  insistence 
on  the  part  of  the  Inspector  that  the  law  governing  the  quality  of  illum- 
inating oil  to  be  used  in  the  mines  has  been  complied  with,  as  many  vio- 
lations were  found. 

Other  than  the  above,  the  mine  laws  of  the  State  are  being  well  observed 
at  these  mines. 
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These  mines  with  the  present  equipment  and  a  full  force  of  men  are 
capable  of  producing  1000  tons  daily. 

These  mines  last  year  were  reported  as  O'Neil  Nos.  1  and  4,  Nos.  19  and 
20  of  the  printed  report. 
J.  R.  ELSESS,  Supt.  S.  L.  SCHRADER,  Mine  Foreman. 

FAIRMONT  COAL  COMPANY. 

No.  81.     Enterprise  Mine.  —  Pittsburg  seam.  —  slope. 

This  mine  is  located  13  miles  south  of  Fairmont,  on  the  M.  R.  Division 
of  the  B.  &  O.  R.  R.  The  ventilation  is  produced  by  a  20-foot  Capell  fan, 
which  has  always  been  found  good  and  well  distributed  to  the  working 
places  of  the  rooms  and  entries. 

Other  than  on  the  date  of  last  visit  it  was  found  necessary  to  instruct 
the  management  to  change  some  of  the  regulators  in  order  to  insure  a 
little  better  distribution  in  a  section  or  two  of  this  mine. 

No  gas  has  ever  been  found  in  this  mine.  The  coal  in  this,  mine  is  cut 
and  transported  by  electricity.  The  roof  of  this  mine  in  some  sections  is 
of  a  slippy,  potty  nature,  but  timbering  is  well  looked  after  and  all  loose 
slate  is  promptly  taken  down.  All  powder  is  carried  into  the  mine  in  cans 
of  5-pound  capacity.  Found  some  violations  of  the  law  regulating  illum- 
inating oils  to  be  used  in  the  mines  of  this  State  by  the  workmen.  This 
matter  was  mentioned  to  the  management  and  they  gave  me  the  assur- 
ance that  it  would  be  rigidly  taken  up  with  the  employes  and  stopped  at 
once.  The  management  of  this  mine  has  always  cheerfully  complied  w;ith 
the  official  recommendations  and  has  given  me  their  hearty  co-operation  in 
having  the  law  complied  with. 

With  the  present  mine  development  and  equipment,  with  a  full  force  of 
men,  this  mine  is  capable  of  producing  1750  tons  per  day  of  ten  hours. 

This  mine  was  reported  last  year  as  Enterprise  Mine,  No.  21  of  the 
printed  report. 

Other  than  the  above  mentioned,  this  mine  meets  all  the  requirements  of 
the  State  mine  law. 

G    W.  FLEMING,   Supt.  B.  E.   SATTERFIELD,  Mine  Foreman. 

H.  C.  ICE,  Assistant  Supt.  JAMES   RENNIE,   Ass't   Mine   Foreman. 

No.  82.  Yiropa  Mine.  —  Pittsburg  seam  —  drift  —  thickness  of  coal, 
from  7  to  9  feet.  Located  about  14  miles  south  of  Fairmont,  on  the  M.  R. 
Division  of  the  B.  &  O.  R.  R. 

The  ventilation,  produced  by  a  12-foot  electric  fan,  ranges  from  70,000 
to  80,000  cubic  feet  of  air  per  minute,  the  distribution  of  which  has  always 
been  found  fairly  good  throughout.  No  gas  has  ever  been  found  in  this 
mine.  The  drainage  is  good  with  the  exceptions  of  dip  entries  and  local 
dips.  Coal  was  being  cut  by  electric  machines  of  the  Jeffrery  type  and 
hauled  by  eleetric  motor.  The  roof  in  this  mine  is  draw  slate  and  fire 
clay  of  variable  thicknesses  and  requires  careful  timbering  to  insure 
safety.    All  powder  is  carried  into  the  mine  in  cans  of  5  pounds. 

Some  violations  were  found  of  law  governing  illuminating  oils  among 
the  workmen  employed  on  the  inside,  but  the  management  assured  me 
that  it  would  be  stopped  at  once. 
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With  the  present  development  and  equipment,  with  a  full  force  of  men, 
this  mine  is  capable  of  producing  L100  tons  per  day. 

Other  than  the  above  mentioned,  this  mine  meets  all  the  requirements  of 
the  Slate  mine  law.  This  mine  was  reported  last  year  as  Viropa,  No.  22 
of  the  printed  report. 

G.  \Y.  FLEMING,  Supt.  WM.  WALLACE.  -Mine  Foreman. 

H.  C.  ICE,  Assistant  Supt.        GEORGE  WINTERS,  Ass't  Mine  Foreman. 
No.  83.     Ehlen  Mine.  —  Pittsburg  seam  —  drift. 

Located  17  miles  south  of  Fairmont,  on  the  M.  R.  Division  of  the  B.  & 
O.  R.  R. 

Coal  varies  in  thickness  from  seven  and  a  half  to  nine  feet.  Is  worked 
on  the  double  entry  system.  Ventilation  produced  by  curved  blade  steam 
fan,  ranges  from  40,000  to  50,000  cubic  feet  of  air  per  minute,  and  has 
always  been  found  good  on  the  entries,  but  not  well  distributed  in  some 
sections  of  the  mine.  Some  gas  was  found. at  the  face  of  No.  7  butt  head- 
ing and  air-course  paralleling  the  same.  The  drainage  is  fair,  with  the 
exception  of  a  few  local  dips,  water  in  these  places  being  fairly  well  taken 
rare  of  by  means  of  an  electric  pump.  The  roof  is  very  dangerous  in  some 
sections  of  this  mine  by  reason  of  the  disintegration,  which  necessitates 
careful  timbering  and  quite  a  number  of  men  employed  to  pull  down  the 
loose  and  overhanging  slate.  All  powder  is  carried  into  this  mine  in  cans 
of  5-pound  capacity.  Found  several  of  the  employes  working  en  the  inside 
burning  a  mixed  oil,  in  violation  of  the  statutes  regulating  the  quality  of 
illuminating  oil.  With  the  present  mine  development  and  equipment  and 
with  a  full  force  of  men  this  mine  should  produce  1000  tons  per  day. 

With  the  exception  of  the  oil  spoken  of  above,  this  mine  meets  all  the 
requirements  of  the  mine  laws. 

This  mine  was  reported  last  year  as  Ehlen  Mine,  No.  23  of  the  printed 
report. 

THOS.  JARRETT,  Supt.  H.  S.  COLBURN,  Mine  Foreman. 

CHAS.  WATKINS,  Assistant  Supt. 

No.  84.  Shinns  Run  No.  3.  —  Pittsburg  seam  —  drift. 
Located  17  miles  south  of  Fairmont,  on  the  M.  R.  Division  of  the  B.  & 
O.  R.  R.  Opened  up  on  the  double  entry  system.  Ventilation  produced  by 
a  10-foot  steam  fan,  ranges  from  27,000  to  40,000  cubic  feet  of  air  per 
minute,  and  has  always  been  found  good  on  entries,  but  on  date  of  last 
visit  was  not  well  distributed  to  the  working  faces. 

No  gas  has  been  found  in  this  mine.  The  drainage  is  good,  except 
entries  going  to  the  dip  and  local  dips.  The  top  is  of  a  very  dangerous 
nature,  being  mostly  fire  clay  of  a  potty,  slippy  nature,  which  necessitates 
its  being  taken  down  and  removed  before  the  places  can  be  worked  with 
any  degree  of  safety.  As  to  timbering,  both  rooms  and  entries  needed  at- 
tention on  date  of  my  last  visit.  Found  many  violations  of  the  oil  statute. 
The  attention  of  the  management  was  called  to  the  same  in  my  recom- 
mendations. 

With  the  exception  of  the  above  named,  this  mine  meets  all  the  require- 
ments of  the  mine  laws. 

The  coal  produced  from  this  mine  is  dumped  over  the  Ehlen  tipple  and 
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is  also  being  hauled  through  a  section  of  the  Ehlen  mine,  and  has  always 
been  reported  in  connection  with  Ehlen  mine,  and  was  not  numbered  in 
tin    report  made  in  the  year  1905. 

THOS.  JARRETT,  Supt.  H.  S.  COLBURN,  Mine  Foreman. 

CHAS.  WATKINS,  Assistant  Supt. 

No.  85.     Solon  Mine.       Pittsburg  seam  —  drift. 

Located  17  and  one-quarter  miles  south  of  Fairmont,  on  the  M.  R.  Di- 
vision of  the  B.  &  O.  R.  R.,  and  is  opened  up  on  triple  entry  system. 

Ventilation  produced  by  16-foot  curved  blade  fan,  ranges  from  85,000  to 
90,00ii  cubic  feet  of  air  passing  outlet  per  minute,  which  is  fairly  well  dis- 
tributed throughout  the  mine.  The  drainage  is  good,  except  local  dips 
and  a  few  working  places  which  were  found  going  to  the  dip. 

The  roof  in  this  mine  is  rather  bad  and  requires  careful  attention  as  to 
the  Timbering  of  the  same.  On  date  of  last  visit  found  both  rooms  and 
entries  needed  attention  in  this  particular.  As  to  gases,  none  found.  All 
powder  is  carried  into  the  mine  in  cans  of  5-pound  capacity. 

With  the  exception  of  a  few-  violations  of  the  oil  statute,  which  I  found 
on  my  last  visit  among  the  workmen  engaged  on  the  inside,  this  mine 
meets  fully  the  requirements  of  the  mine  law. 

This  mine  is  capable  of  producing,  with  a  full  force  of  men,  800  tons 
per  day. 

This  mine  was  reported  last  year  as  Solon  Mine,  No.  24  of  the  printed 
report. 

THOS.  JARRETT,  Supt.  GEORGE  B.  SKINNER,  Mine  Foreman. 

CHAS.  WATKINS,  Assistant  Supt. 

No.  86.     Gypsy  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  12  miles  north  of  Clarksburg,  on  the  M.  R.  Divis- 
ion of  the  B.  &  O.  R.  R. 

Ventilation  of  this  mine  has  always  been  found  good,  being  produced 
by  a  20-foot  steam  fan,  which  is  kept  continually  in  motion,  producing 
over  100,000  cubic  feet  of  air  per  minute  at  outlet,  which  is  well  dis- 
tributed throughout  the  mine.  The  equipment  of  this  mine  is  first  class 
in  every  particular,  especially  so  as  to  machinery,  buildings,  etc. 

The  coal  ranges  from  7  to  9  feet  in  thickness  and  is  undercut  and  hauled 
by  electricity  to  a  junction  on  the  inside  of  the  mine,  and  thence  is  taken 
by  endless  rope  to  tipple,  which  is  very  large  and  commodious,  and  is 
capable  of  taking  care  of  a  tremendous  tonnage. 

Some  gas  was  found  at  the  face  of  some  of  the  advanced  workings,  but 
was  on  dates  of  visits  being  kept  diluted  to  a  harmless  state  by  means  of 
substantially  constructed  wooden  brattices.  Some  sections  of  this  mine 
are  dry  and  dusty  in  the  winter  months,  but  on  recommendation  of  In- 
spector is  kept  thoroughly  wet.  The  roof  in  some  sections  of  this  mine 
is  rather  bad,  but  timbering  is  well  looked  after  and  all  loose  and  danger- 
ous slate  is  promptly  taken  down.  The  law  regulating  the  quantity  of 
powder  to  be  taken  inside  by  the  workmen  is  being  complied  with,  as  well 
as  all  other  laws  of  the  State,  except  a  few  violations  of  the  law  govern- 
ing the  quality  of  oil  to  be  used  was  found  among  some  foreign  workmen. 
This  matter  was  mentioned  to  the  foreman,  who  assured  me  that  he  would 
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stop  it  at  once  if  he  had  to  resort  to  the  discharge  of  the  offender.  With 
a  full  force  of  men,  this  mine  as  equipped  is  capable  of  producing  1700 
tons  per  day  of  ten  hours. 

This  mine  was  reported  last  year  as  Gypsy,  No.  25  of  the  printed 
report.  BERT  RUSSELL,  Mine  Foreman. 

C.  F.  ICE,  Supt.  W.  W.  LEONARD,  Ass't  Mine  Foreman. 

A.  W.  RAPP,  Assistant  Supt.  F.  E.  GIROD,  Ass't  Mine  Foreman. 

No.  87.     Iiarbert  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  twelve  and  a  half  miles  north  of  Clarksburg,  on  the 
M.  R.  Division  of  the  B.  &  O.  R.  R.,  and  is  under  the  same  management 
and  the  same  conditions  exist  as  at  the  Gypsy  mine.  It  is  at  this  time 
connected  under  ground  with  the  Gypsy  mine,  and  the  coal  is  hauled  by 
electricity  to  the  Gypsy  junction  and  dumped  over  the  Gypsy  tipple. 

The  ventilation,  which  is  good  throughout,  is  produced  by  the  Gypsy 
fan.  This  mine  generates  a  small  quantity  of  Marsh  gas,  but  was  being 
well  taken  care  of  on  date  of  last  visit. 

The  law  is  being  complied  with,  with  the  exception  of  the  oil  statute, 
which  was  being  violated  by  a  few  of  the  inside  workmen. 

This  mine  was  reported  last  year  in  connection  with  the  Gypsy  mine 
without    number.  BERT  RUSSELL,  Mine  Foreman. 

C.  F.  ICE,  Supt.  W.  W.  LEONARD,  Ass't  Mine  Foreman. 

A.  W.  RAPP,  Assistant  Supt.  F.  E.  GIROD,  Ass't  Mine  Foreman. 

No.  88.     Maulsby  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  11  miles  north  of  Clarksburg,  on  the  M.  R.  Divis- 
ion of  the  B.  &  O.  R.  R.,  and  has  not  been  in  operation  during  the  year, 
It  is  under  the  same  management  as  the  Gypsy  mine  and  has  recently  been 
connected  under  ground  to  the  same  and  will  be  operated  and  the  coal 
hauled  by  electric  motors  to  the  Gypsy  junction,  and  will  be  loaded  on 
board  cars  from  the  Gypsy  tipple. 

Conditions,  found  fairly  good  on  dates  of  visits. 

This  mine  was  reported  last  year  as  Maulsby,  No.  26  of  the  printed 
report.  BERT  RUSSELL,  Mine  Foreman. 

C.  F.  ICE,  Supt.  W.  W.  LEONARD,  Ass't  Mine  Foreman. 

A.  W.  RAPP,  Assistant  Supt.  F.  E.  GIROD,  Ass't  Mine  Foreman. 

No.  89.     Meadowbrook  Mine. —  Pittsburg  seam  —  drift. 

This  mine  is  located  9  miles  north  of  Clarksburg,  on  the  M.  R.  Division 
of  the  B  .&  O.  R.  R.  The  ventilation  is  produced  by  a  12-foot  fan,  and  is 
good  throughout  the  mine.  The  drainage  is  good  except  local  dips  and 
dip  workings,  which  are  being  taken  care  of  by  means  of  an  electric  pump. 
This  mine  has  recently  installed  an  electric  motor  haulage,  and  at  this 
time  it  is  in  successful  operation.  The  roof  is  bad  in  this  mine,  but  tim- 
bering is  well  looked  after  and  all  loose  slate  is  promptly  taken  down  and 
removed.     The  law  is  being  fully  complied  with  at  this  mine. 

This  mine,  with  a  full  force  of  men,  is  capable  of  producing  500  tons 
per  day. 

This  mine  was  reported  last  year  as  Meadowbrook,  No.  27  of  the  printed 
report. 
P.  B.  ROBINSON,  Supt.  C.  D.  POWELL,  Mine  Foreman, 
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No.  90.     Meadowbrook  Mine  No.  ..'. —  Pittsburg  seam  —  drift. 

This  mine  is  located  nine  and  one-quarter  miles  north  of  Clarksburg,  on 
the  M.  R.  Division  of  the  B.  &  O.  R.  R.  Ventilation  is  produced  by  a  7-foot 
fan.  and  is  exceedingly  good  throughout  the  mine.  The  drainage  is 
good,  except  some  places  going  to  the  dip,  which  are  being  taken  care  of 
by  the  management.  The  coal  from  this  mine  is  hauled  by  an  electric 
motor  through  a  section  of  No.  1  Meadowbrook  mine  and  is  dumped  over 
No.  1  tipple. 

The  law  is  being  fully  complied  with  at  this  mine. 

This  mine,  with  a  full  force  of  men,  is  capable  of  producing  450  tons 
per  day. 

This  mine  was  reported  last  year  in  connection  with  the  Meadowbrook 
mine  without  number. 
P.  B.  ROBINSON,  Supt.  C.  D.  POWELL,  Mine  Foreman. 

No.  91.     Globe  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  six  and  a  half  miles  north  of  Clarksburg,  on  the 
M.  R.  Division  of  the  B.  &  O.  R.  R.  Is  opened  up  on  the  double  entry 
system. 

The  ventilation,  which  is  produced  by  a  7-foot  electric  Stine  fan,  has 
always  been  found  ample  and  well  distributed  to  the  working  places 
throughout  the  mine.  The  roof  in  this  mine  along  main  haulway,  near 
mouth  of  mine,  was  found  on  date  of  last  visit  to  be  in  rather  bad  con- 
dition, on  account  of  disintegration  of  the  same.  This  was  recommended 
to  be  timbered  at  once.  The  management  of  this  mine  has  gone  to  a  great 
deal  of  expense  to  better  the  drainage,  which  is  bad  in  some  sections  of 
this  mine  in  wet  weather,  but  on  date  of  last  visit  they  had  almost  com- 
pleted ditch  to  a  point  where  they  are  going  to  install  a  very  large  pump, 
which  would  take  care  of  all  the  water,  and  will  make  conditions  good. 
The  State  mine  law  at  this  time  is  being  fully  complied  with  at  this  mine. 

With  a  full  force  of  men,  the  mine  is  capable  of  loading  on  board  cars 
750  tons  per  day. 

This  mine  was  reported  last  year  as  Globe,  No.  28  of  the  printed  report. 
H.  H.  WATSON,  Supt.  P.  J.  McANDREWS,  Mine  Foreman. 

No.  92.     Glen  Falls  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  5  miles  north  of  Clarksburg,  on  the  M.  R.  Division 
of  the  B.  &  O.  R.  R. 

This  mine  has  not  been  in  operation  during  the  past  year. 

This  mine  was  reported  last  year  as  Glen  Falls,  No.  29  of  the  printed 
report. 
H.  H.  WATSON,  Supt.  P.  J.  McANDREWS.,  Mine  Foreman. 

No.  93.     Dunham  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  5  miles  north  of  Clarksburg,  on  the  M.  R.  Divis- 
ion of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system,  and 
the  ventilation,  which  is  produced  by  a  12-foot  steam  fan,  is  good  through- 
out the  mine.  The  coal  is  being  hauled  to  the  mouth  of  this  mine  by 
mules  at  this  time,  but  the  company  is  considering  the  installation  of 
motor   haulage.     The   coal    is    undercut    by    electric    machines,    and    solid 
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shooting  is  not  permitted.     The  State  mine  law  is  being  fully  complied 
with  at  this  mine. 

With  the  present  equipment  and  a  full  force  of  men.  this  mine  is  capa- 
ble of  producing  750  tons  daily. 

This  mine  was   reported   last  year  as  Dunham,   No.   30  of  the  printed 
report. 
H.  H.  WATSON,  Supt.  SAM  LEWIS,  Mine  Foreman. 

No.  94.     Lynch  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  G  miles  south  of  Clarksburg,  on  the  W.  Va.  &'  P. 
Division  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system 
and  is  ventilated  by  a  12-foot  electric  fan,  and  the  air  is  fairly  well  dis- 
tributed throughout  the  mine.  The  drainage  is  bad  in  several  sections  of 
this  mine,  but  they  were  working  to  remedy  this  as  fast  as  possible.  The 
top  is  exceedingly  bad  and  requires  very  careful  timbering.  Natural  con- 
ditions in  and  around  this  mine  are  rather  adverse. 

Considering  everything,  the  mine  was  found  in  as  satisfactory  condition 
as  consistent  with  practical  mining.  The  powder  is  taken  into  the  mine 
in  5-pound  cans,  and  the  State  mine  law  is  being  fully  complied  with. 

With  the  present  equipment  and  a  full  force  of  men,  this  mine  is  capa- 
ble of  producing  400  tons  daily. 

This  mine  was  reported  last  year  as  Lynch,  No.  31  of  the  printed  report. 
LOWELL  CHILDS.  Supt.  A.  L.  HORD  and 

W.  A.  ROUSH,  Mine  Foremen. 

"No.  95.     West  Fork  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  seven  and  three-fourths  miles  south  of  Clarksburg, 
-on  the  W.  Va.  &  P.  Division  of  the  B.  &  O.  R.  R.  This  mine  is  opened  up 
on  the  double  entry  system,  ventilated  by  a  furnace.  The  ventilation  is 
fairly  good  throughout  this  mine.  Drainage  is  rather  bad  in  some  sec- 
tions of  this  mine,  but  great  improvements  have  been  made  since  the  date 
of  first  visit. 

The  top  of  this  mine  is  very  bad,  but  timbering  is  being  carefully  looked 
after  and  quite  a  large  amount  of  money  has  been  expended  by  the  man- 
agement in  corduroying  roads  and  in  timbering  along  haulways. 

The  mine  law  is  being  fully  complied  with  in  every  particular. 

With  a  full  force  of  men  and  the  present  mine  equipments  this  mine  is 
capable  of  producing  250  tons  daily. 

This  mine  was  not  reported  last  year. 
LOWELL  CHILDS,  Supt.  WORTHY  RIGGS,  Mine  Foreman. 

No.  96.     Reynoldsville  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  7  miles  west  of  Clarksburg,  on  the  Parkersburg 
branch  of  the  B.  &  O.  R.  R.     It  is  opened  up  on  the  double  entry  system. 

The  ventilation,  which  ic  produced  by  a  10-foot  steam  fan  is  good 
throughout  tthe  mine.  The  roof  in  this  mine  along  haulways  is  very  bad 
in  places,  but  timbering  is  being  looked  after  very  promptly. 

The  drainage  is  very  bad,  but  the  management  was  working  to  better 
conditions  along  this  line.  Powder  is  taken  into  the  mine  in  5-pound  cans 
by  the  workmen,  and  the  mine  law  is  being  fully  complied  with  in  every 
particular  at  this  time. 


Chief  .Mink  Inspector 


With  the  presenl  equipment  and  a  full  force  of  men,  this  mine  can  pro- 
duce  150  tons  daily. 

This  mine  last  year  was  reported  as  Reynbldsville,  No.  32  of  the  prii 
report. 
WM.  GANTZ,  Supt.  BROOKS  PATTOX,  -Mine  Foreman. 

Xo.  :.»7.     Columbia  Mine.  —  Pittsburg  seam  — drift. 

This  mine  is  located  -  miles  east  of  Clarksburg,  on  the  B.  &  0.  R.  R. 

It  is  opened  up  on  the  double  entry  system.  The  ventilation,  which  is 
produced  by  a  12-fool  steam  fan,  has  always  been  found  fairly  good,  yet  the 
management  shares  with  me  the  opinion  that  a  fan  of  larger  dimensions 
should  be  installed  so  as  to  insure  a  larger  volume  of  air  and  enable  them 
to  make  some  additional  splits  which  they  are  in  need  of.  No  gas  was 
found  in  this  mine  at  this  time.  The  mine  law  is  being  fully  complied 
with.  With  the  present  mine  development  and  with  a  full  force  of  men, 
and  with  the  present  mechanical  equipments,  this  mine  is  capable'  of  pro- 
ducing 1200  tons  daily. 

This  mine  last  year  was  reported  as  Columbia  Mine,  Xo.  33  of  the 
printed  report.  RALPH  BROYVX,  Mine  Foreman. 

J.  H.  NUZUM,   Supt.  MIKE  ROOXEY.  Ass't  Mine  Foreman. 

Xo.  98.     Ocean  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  3  miles  east  of  Clarksburg,  on  the  B.  &  O.  R.  R. 

This  mine  is  opened  up  on  the  double  entry  system.  The  ventilation, 
which  is  produced  by  a  15-foot  fan,  has  always  been  found  good. 

Drainage,  timbering  and  all  the  sanitary  and  other  conditions  for  the 
general  safety  and  health  of  the  employes  are  in  good  condition. 

All  powder  is  taken  to  the  mines  in  5-pound  cans,  and  all  other  state 
mine  laws  are  being  fully  complied  with. 

This  mine,  with  a  full  force  of  men,  and  with  the  present  equipment, 
can  produce  1200  tons  daily. 

This  mine  was  reported  last  year  as  Ocean  Mine,  Xo.  34  of  the  printed 
report. 
K.  D.  BAILEY,  Supt.  U.  B.  BLAKESMITH,  Mine  Foreman. 

Xo.   99.     Riverdale  Mine.  —  Drift  —  Pittsburg  seam. 

This  mine  is  located  about  16  miles  south  of  Fairmont,  on  the  M.  R. 
Division  of  the  B.  &  O.  R.  R.,  and  is  opened  up  on  the  double  entry  system. 
Ventilation,  produced  by  a  7-foot  electric  Stine  fan,  has  always  been  found 
good.  Xo  gas  has  ever  been  found  in  this  mine.  The  drainage  is  rather 
bad  in  a  great  number  of  the  working  places  of  this  mine. 

The  rcof  is  of  a  very  treacherous  nature  and  requires  careful  timbering 
to  insure  safety.  I  found  on  date  of  one  of  my  visits  that  this  was  being 
neglected  and  the  attention  of  the  mine  foreman  was  called  to  this  mat- 
ter, and  I  am  pleased  to  report  that  on  date  of  last  visit  I  found  a  very 
great  improvement,  found  the  timbering  fairly  good  throughout  the  mine. 
Some  violations  were  found  as  to  the  oil  in  use  by  the  workmen  on  the 
inside.  The  attention  of  the  mine  foreman  was  called  to  this  fact  and  he 
gave  me  the  assurance  that  he  would  have  it  stopped  at  once.  All  powder 
is  carried  into  the  mine  in  cans  of  5-pound  capacity. 
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This  mine,  with  a  full  force  of  men.  is  capable  of  producing  600  tons 
per  day. 

Other  than  the  above  mentioned,  the  mine  law  is  being  strictly  complied 
with  at  this  mine. 

This  mine  was  reported  last  year  as  Riverdale,  No.  35  of  the  printed 
report. 

G.  W.  FLEMING,  Supt.  S.  C.  VINCENT,  Mine  Foreman. 

H.  C.  ICE,  Assistant  Supt. 

PITTSBURG  d  FAIRMONT  FUEL   COMPANY. 

No.  100.    Perry  Mines  Nos.  1  and  2.  —  Pittsburg  seam  —  drift. 

These  mines  are  located  3  miles  west  of  Clarksburg,  on  the  Short  Line 
Division  of  the  B.  &  O.  R.  R.  Ventilation  is  produced  by  steam  fans,  and 
is  fairly  good  throughout,  though  brattices  and  overcasts  are  constructed 
of  rather  bad  material  and  require  a  great  deal  of  attention  to  keep  them 
serviceable.  The  top  is  very  bad  in  some  sections  of  the  mines,  but  the 
timbering  is  being  well  looked  after,  and  loose  and  overhanging  slate  is 
being  taken  down  and  removed.  The  coal  is  being  cut  by  electric  chain 
machines  and  is  being  hauled  by  electric  motors  and  dumped  over  one 
tipple.  No  gas  is  found  in  these  mines.  All  powder  is  carried  into  the 
mines  in  cans  of  5-pound  capacity.  Some  violations  were  found  of  the  oil 
statutes  among  employes  on  the  inside,  but  the  management  assured  me 
that  it  would  be  stopped  at  once  and  that  their  rules  strictly  forbid  the 
burning  of  mixed  oil.  With  the  exception  of  the  above,  the  State  mine 
laws  are  being  complied  with. 

With  the  present  mine  development  and  equipment,  and  a  full  force  of 
men,  these  mines  are  capable  of  producing  1600  tons  daily. 

These  mines  were  reported  last  year  as  Perry  Mines  Nos.  1  and  2,  Nos. 
36  and  37  of  the  printed  report.  FLOYD  GANDY  and 

L.  W.  SMITH,  Supt.  ARTHUR  MORGAN,  Mine  Foremen. 

No.  101.     Coaling  Station,   or  Perry  No.  3.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  2  miles  west  of  Clarksburg,  on  the  Short  Line-  Di- 
vision of  the  B.  &  O.  R.  R.    It  is  opened  up  on  the  double  entry  system. 

The  ventilation  is  produced  by  a  12-foot  electric  fan  and  is  fairly,  good 
throughout  the  mine.  Some  gas  was  found  at  the  face  of  the  advanced 
workings  on  the  date  of  one  of  my  visits,  but  on  the  date  of  last  visit 
no  trace  of  gas  could  be  found.  The  head  coal  being  maintained  along 
haulways  and  in  the  working  places  of  this  mine,  the  top  was  found  to  be 
fairly  good  throughout.  The  coal  was  being  cut  by  electric  chain  machines 
and  being  hauled  by  mules  and  horses  to  the  drift  mouth.  Other  than  a 
few  violations  of  the  law  governing  illuminating  oils  to  be  burned  by  the 
employes  on  the  inside,  this  mine  meets  fully  the  requirements  of  the 
State  mine  laws. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  600  'tons  daily. 

This  mine  last  year  was  reported  as  Perry  Coaling  Station,  No.  38  of  the 
printed  report.  W.  J.  KEEFE  and 

L.  W.  SMITH,  Supt.  A.  L,  HORD.  Mine  Foremen. 
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No.  102.     Pooz  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  12  miles  north  of  Clarksburg,  on  the  Short  Line 
Division  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system, 
and  ventilation,  which  is  produced  by  a  16-foot  steam  fan,  has  always  been 
found  good.  The  roof  in  the  southern  section  of  this  mine  is  of  an  ex- 
ceedingly dangerous  character  and  requires  careful  timbering  and  a  great 
deal  of  additional  labor  in  pulling  down  and  in  removing  the  loose  and 
overhanging  slate.  In  the  northern  section  of  this  mine  the  top  is  fairly 
good.  Some  gas  was  found  in  the  advanced  workings  of  this  mine,  but 
was  being  well  taken  care  of  on  the  dates  of  my  visits. 

The  coal  is  being  undercut  by  electric  chain  machines  and  is  being 
hauled  by  mules  to  the  junction  of  the  inside  of  the  mine,  from  thence 
It  is  let  down  the  engine  plane  by  the  endless  rope  and  handgrip  system. 

The  employes  at  the  present  time  burn  the  oil  sold  them  by  the  oper- 
ating company,  which  meets  the  requirements  of  the  law.  The  State  mine 
law  is  being  fully  complied  with  at  this  mine. 

With  the  present  equipment  and  with  a  full  force  of  men,  this  mine  is 
capable  of  producing  1500  tons  daily. 

This  mine  was  reported  last  year  as  Pooz  Mine,  No.  39  of  the  printed 
report.  N.  H.  HACKER,  Mine  Foreman. 

A.  C.  ICE,  Supt.  JAMES  FLEMING,  Fire  Boss. 

No.  103.     Lucas  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  twelve  and  a  quarter  miles  north  of  Clarksburg,  on 
the  Short  Line  Division  of  the  B.  &  O.  R.  R. 

It  is  opened  up  on  the  triple  entry  system,  and  the  ventilation  is  pro- 
duced by  a  7-foot  Stine  fan,  and  was  always  found  fairly  good  throughout 
the  mine.  Some  gas  was  found  at  the  face  of  some  of  the  working  places 
on  third  left  entry  on  the  date  of  one  of  my  visits,  but  on  the  date  of  last 
visit,  by  reason  of  the  largely  increased  volume  of  air  sweeping  that  sec- 
tion of  the  mine,  which  was  recommended  in  my  certificate,  no  trace  of 
gas  could  be  found.  The  top  in  this  mine  is  very  bad  in  places  where 
head  coal  has  not  been  maintained,  and  it  requires  very  careful  attention, 
which  I  am  pleased  to  say  i§  being  carefully  looked  after.  The  coal  in 
this  mine  is  cut  by  electric  chain  machines  and  is  hauled  to  the  tipple  by 
mules  and  horses. 

The  State  mine  law  is  in  every  particular  being  complied  with  at  this 
mine. 

With  a  full  force  of  men  and  with  the  present  equipment,  this  mine  is 
capable  of  producing  1000  tons  daily. 

This  mine  was  reported  last  year  as  Lucas  Mine,  No.  40  of  the  printed 
report.  JOHN  WALTERS,  Mine  Foreman. 

A.  C.  ICE,  Supt.  L.  C.  HARDESTY,  Fire  Boss. 

FAIRMONT  &  BALTIMORE  COAL  d  COKE  COMPANY. 

No.  104.     Fairmore  Mine.  —  Pittsburg  seam  —  drift. 
This  mine  is  located  2  miles  west  of  Clarksburg,  on  the  B.  &  O.  R.  R. 
It  is  opened  up  on  the  double  entry  system.     The  ventilation,  which  is 
produced  by  a  12-foot  fan,  is  at  the  present  time  good,  but  on  my  first 
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visit  found  thai  the  fan  house  had  been  very  Improperly  constructed  and 
imended  thai  ir  be  remodeled,  which  was  done  promptly. 

This,   in   addition    to   increasing   the   area   of   return   airway,   largely   in- 
otal  volume  of  air  passing  through  the  mil 

No  sver  been  found  in  this  mine.     The  drainage  is  bad.  local 

conditions  being  such  as  to  make  ii    impossible  to  have  good  drainage  in 
some  sections  of  this  mine.    The  management,  however,  is  doing 
best  possible  along  this  line. 

All  powder  is  carried  into  the  mine  in  5-pound  cans.  Employes  burn  the 
oil  sold  to  them  by  the  operating  company,  which  meets  the  requirement 
of  the  law.  In  fact,  the  State  mine  law  is  being  fully  complied  with  at 
this  mine  at  this  time.  The  roof  in  Miis'mine  is  very  had  in  some  sec- 
tions, but  timbering  is  being  well  looked  after,  and  all  loose  slate  is  being 
promptly  taken  down. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men.  this  mine  is  capable  of  producing  800  tons  daily. 

This  mine  was  reported  last  year  as  Fairmore  Mine  Xo.  41  of  the  printed 
report. 
A.  L.  WHITE.  Supt.  T.  J.  WESTMORELAND,  Mine  Foreman. 

COOK  COAL  &  COKE  COMPANY. 

Xo.   L05-.     Qirard  Xo.  1  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  9  miles  north  of  Clarksburg,  on  the  M.  R.  Divis- 
ion of  the  B.  &  O.  R.  R.     It  is  opened  up  on  the  double  entry  system. 

The  ventilation,  which  is  produced  by  a  7-foot  electric  Stine  fan,  is  good 
throughout   the  mine.     No  gas  has  ever  been  found  in  this  mine. 

Head  coal  is  being  maintained  along  the  haulways  and  working  places 
and  for  this  reason  the  top  is  fairly  good  throughout.     The  coal  is  being 
cut  by  electric  chain  machines  and  is  being  hauled  by  electric  motors. 
The  employes  burn  the  oil  sold  them  by  the  operating  company  and  fully 
meets  the  requirements  of  the  law. 

Drainage  and  other  sanitary  conditions  in  and  about  this  mine  are 
fairly  good.     The  State  mine  law  is  being  fully  complied  with. 

With  the  present  mine  development  and  with  a  full  force  of  men,  and 
with  present  equipment,  ibis  mine  is  capable  of  producing  800  tons  daily. 

This  mine  was  reported  last  year  as  Girard  No.  1  Mine,  No.  42  of  the 
printed  report. 
C.  C.  LOVETT,  Supt.  O.  C.  ISNER,  Mine  Foreman. 

MEADOWBROOE  COAL  tC-  COKE  COMPANY. 

No.  106.     Erie  Mine.  —  Pittsburg  seam  —  drift. 

This  mine  is  located  (i  miles  north  of  Clarksburg,  on  the  Short  Line. 
Railroad.     It  is  opened  up  on  the  four  entry  system. 

The  ventilation,  which  i-  produced  by  a  12-foot  fan,  has  always  been 
found  fairly  good  throughout  the  workings.  This  mine  formerly  gen- 
erated small  quantities  of  Marsh  gas  in  approaching  clay  veins,  but  these 
feeders  would  last  but  a  very  short  time,  but  on  date  of  last  visit  no  trace 
of  gas  was  found. 


1906  I  Chiei    Mine  Inspi  i  -s| 


The  coal  is  being  undercut  by  compressed  air  machines  of  the  puncher 
and  shooting  on  the  solid   is  prohibited.     The  roof  in  this  mine  is 
bad  in  some  sections,  bu1   timbering  is  well  looked  after.     All   powder  is 
carried  into  the  mine  in  cans,  of  5-pound  capacity.     The  oil  tie  re- 

quirements of  the  law.     At   the  present    time  the  State  mine  law   is  bi 
fully  complied  with. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  700  tons  daily. 

This  mine  was  reported  last  year  as  Erie  .Mine,  No.  43  of  the  printed 
report.  C    D.  M.  KRAMER,  .Mine  Foreman. 

L.  L.  CRAWFORD,  Supt.  T.  W.  FRANCIS,  Fire  Boss. 

MADEIRA  -  HI  LL  -CLARK    COAL    COMPANY. 

No.  107.     Waldo  Mine  No.  /.  —  Pittsburg  seam  —  drift. 

This  mine  "is  located   1  miles  West  of  Clarksburg,  on  the  B.  &  0.  R.  R. 

This  mine  is  opened  up  on  the  double  entry  system.  The  ventilation, 
which  is  produced  by  a  15-foot  fan,  has  always  been  found  fairly  good 
throughout  the  mine.  This  mine  is  equipped  with  the  latest  devices  for 
handling  coal  after  it  reaches  the  drift  mouth. 

The  coal  is  undercut  by  compressed  air  machines  of  the  puncher  type 
and  hauled  to  the  drift  mouth  by  mules.  No  gas  is  found  in  this  mine. 
The  drainage  is  good,  except  some  sections  of  the  mine,  where  local  dips 
are  found.  At  these  points  pumps  are  located,  which  take  care  of  the 
w:ater.  Head  coal  is  maintained  in  all  of  the  haulways,  also  in  all  or 
nearly  all  of  the  working  places,  and  for  this  reason  the  top,  which  other- 
wise wrould  be  bad,  is  good  throughout. 

The  timbering  is  very  carefully  looked  after  at  this  mine,  the  rooms 
being  exceedingly  well  timbered  throughout  for  a  machine  mine. 

All  powder  is  carried  into  the  mine  in  cans  of  5-pound  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
meets  the  requirements  of  the  law. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  1000  tons  daily. 

This  mine  was  reported  last  year  as  Waldo  Mine  No.  1,  No.  44  of  the 
printed  report. 
H.  B.  CLARK,  Supt.  A.  G.  COBURN,  Mine  Foreman. 

-\"o.  10S.     Goff  Mine.  —  Pittsburg  Seam— Drift. 

This  mine  is  located  3%  miles  west  of  Clarksburg  on  the  B.  &  O.  R.  R. 

This  is  a  pick  operation  opened  up  on  the  double  entry  system.  The  ven- 
tilation, which  is  produced  by  a  fire  basket,  has  alwrays  been  found  suffi- 
cient for  the  development  and  the  number  of  men  employed. 

No  gas  has  ever  been  found  in  this  mine.  The  coal  is  hauled  to  the 
drift  mouth  by  mules  and  lowered  to  the  tipple  by  means  of  a  gravity 
plane.  The  State  Mine  Law  is  being  fully  complied  with  at  this  mine 
in  every  particular. 

With  the  present  mine  development  and  equipment  and  with  a  full  force 
of  men  this  mine  is  capable  of  producing  250  tons  daily. 
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This  mine  was  reported  last  year  as  Waldo  No.  2  mine,  number  45  of 
the  printed  report. 
H.  B.  CLARK,  Supt.  WM.  ASHCRAFT,  Mine  Foreman. 

No.  109.     Neio  Chieftain  Mine.  —  Pittsburg  Seam — Drift. 

This  mine  is  located  7  miles  west  of  Clarksburg  on  the  B.  &  O.  R.  R.  It 
is  ventilated  by  a  12  foot  fan  and  has  always  been  found  fairly  good 
throughout  the  mine,  but  the  brattices,  which  were  very  cheaply  con- 
structed, require  a  great  deal  of  attention,  and  it  was  with  much  insist- 
ence on  the  part  of  the  Inspector  that  they  were  kept  in  serviceable  con- 
dition. The  top  in  this  mine  is  of  such  a  nature  that  it  is  necessary  to 
maintain  head  coal  in  order  to  hold  it,  being  composed  of  soapstone 
(horseback)  which  disintegrates  when  it  comes  in  contact  with  the  air. 
Places  where  the  top  is  skinned,  however,  were  being  promptly  timbered 
and  carefully  looked  after. 

The  coal  is  undercut  by  electric  machines  of  the  chain  type  and  the 
coal  is  hauled  to  the  tipple  by  electric  motors.  This  mine,  in  sections, 
is  inclined  to  be  very  dry  and  dusty  in  the  winter  season,  and  I  recom- 
mended in  my  certificate  of  inspection  that  it  be  kept  thoroughly  wet 
which  was  promptly  done  by  the  management. 

All  powder  is  being  carried  into  this  mine,  at  this  time,  in  cans  of  5 
pound  capacity,  but  on  one  of  my  former  visits  I  found  that  this  section 
of  the  law  was  not  being  complied  with.  The  attention  of  the  workmen 
and  also  the  management  was  called  to  this  fact  and  they  promptly  had 
It  stopped.  The  employes  burn  the  oil  sold  them  by  the  operating  com- 
pany which  meets  the  requirements  of  the  law. 

With  "a  full  force  of  men  and  with  the  present  equipment  this  mine 
is  capable  of  producing  with  the  present  mine  development  450  tons  daily. 

This  mine  was  reported  last  year  as  Chieftain  No.  1,  number  53  of  the 
printed  report. 

H.   B.   CLARK,    Supt.  GEO.   COBURN,   Mine  Foreman. 

J.  FOWLER,  Asst.  Supt. 

No.  110.     Randolph  Mine.  —  Pittsburg  Seam — Drift. 

This  mine  is  located  7  milles  west  of  Clarksburg  on  the  B.  &  O.  R.  R. 

This  mine  is  opened  up  on  the  triple  entry  system,  at  this  time,  but 
formerly  it  was  only  double  entry.  The  ventilation,  at  this  time  pro- 
duced by  a  15  foot  fan  which  has  been  recently  installed  by  the  company, 
is  exceedingly  good  throughout  the  mine.  The  mine  formerly  was  venti- 
lated by  a  furnace  which  did  not  produce  ample  ventilation,  for  the  mine 
development  and  the  management,  agreed  with  the  Inspector  that  it  was 
necessary  to  install  the  present  fan  which  was  very  promptly  done.  The 
fan  is  modern  in  every  particular  and  the  company  went  to  the  additional 
expense  of  driving  a  new  air  course  from  the  outside  paralleling  the  other 
openings  at  the  mouth  of  which  they  placed  the  fan. 

The  roof,  in  this  mine  is  similar  to  that  of  the  Chieftain,  which  makes 
it  necessary  to  maintain  head  coal  in  all  the  working  places  in  order  to 
hold  the  top. 

This  mine  also  is  dusty  in  winter  season,  in  some  sections,  but  on  rec- 
ommendation of  the  Inspector  it  was  kept  thoroughly  wet  with  water  in 
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the  dry  sections.  As  a  rule  the  employes  burn  oil  sold  them  by  the  oper- 
ating company  which  meets  tlu>  requirements  of  the  law.  A  few  violations, 
however,  of  this  acl  was  found  on  one  of  my  former  visits,  the  attention  of 
the  management,  and  also  the  workmen  was  called  to  this  fact,  and  they 
gave  me  the  assurance  thai  it  would  be  promptly  slopped. 

I  found  on  date  of  my  last  visit  the  Mine  Law  was  being  fully  com- 
pli  I  with  at  this  mine.The  coal  was  being  undercut  by  electric  machines 
and  being  hauled  to  the  tipple  by  electric  motor. 

With  a  full  force  of  men  this  mine  is  capable  of  producing  350  tons  daily. 

This  mine  was  reported  last  year  as  Chieftain  No.  2,  number  54  of  the 
printed  report. 

H.  B.  CLARK,  Supt.  GEO.  COBURN,  Mine  Foreman. 

J.  FOWLER,  Asst.  Supt. 

COOK  &  HART  COAL  COMPANY.      . 

No.  111.     Cork  Mine.  —  Pittsburg  Seam — Drift. 

Located  7%  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  of 
the  B.  &  O.  R.  R. 

This  is  a  pick  operation.  The  ventilation  is  natural  and  some  seasons 
of  the  year,  when  the  temperature  within  and  without  the  mine  is  about 
equal  it  is  necessarily  bound  to  be  very  sluggish,  but  on  dates  of  the  visits 
of  the  Inspector  the  ventilation  was  found  fairly  good  throughout  the 
mine.  For  the  above  reasons  the  Inspector  insisted  that  a  ventilator 
of  some  type  be  installed  at  a  point  that  he  designated  to  the  Mine  Fore- 
man, and  by  reason  of  their  having  no  power  of  any  kind  a  furnace  or 
fire  basket  was  the  only  one  that  could  be  considered. 

On  date  of  last  visit  this  had  not  been  done.  His  attention  was  again 
called  to  the  matter  and  he  gave  me  the  assurance  that  it  should  be 
promptly  attended  to.  By  reason  of  the  soft  nature  of  the  coal  no  shoot- 
ing is  necessary  in  this  mine  as  all  the  coal  is  prepared  by  picks  without 
any  explosives  being  used.  For  this  reason  the  Inspector  was  inclined  to 
be  a  little  more  lenient  than  he  would  have  been  under  different  condi- 
tions. The  drainage  on  date  of  last  visit  was  found  to  be  fair,  but  on 
former  visits  in  some  sections  of  the  mine  it  was  very  bad,  but  they  had 
cut  to  the  outside  and  ditched  off  most  of  the  water,  but  there  is  still 
room  for  improvement. 

General   safety  condition  in   and  around  this  mine  are  very  good. 

Employes  were  burning  the  oil  sold  to  them  by  the  operating  company 
which  meets  the  requirement  of  the  law. 

With  a  full  force  of  men  this  mine  is  capable  of  producing  300  tons 
daily. 

This  mine  last  year  w-as  reported  as  Cork  mine.  No.  46  of  the  printed 
report. 
JAS.  F.  COOK,  Supt.  C.   S.  MILLS,  Mine  Foreman. 

ROSEBUD  COAL   COMPANY. 

No.  112.     Rosebud  Mine.  —  Pittsburg  Coal — Drift. 

This  mine  is  located  15  miles  northwest  of  Clarksburg  on  the  Short 
Line  Railroad.     It  is  opened  up  on  the  double  entry  system.     The  venti- 
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lation,  which  is  produced  by  a  fire  basket,  has  always  been  found  ample 
for  the  development  and  number  of  men  employed. 

No  gas  has  ever  been  found  in  this  mine.  The  top  is  fairly  good 
throughout.  The  coal  is  cut  by  electric  machines  of  the  chain  cutter  type 
and  hauled  to  the  drift  mouth  with  horses  and  is  lowered  to  the  tipple  by 
a  gravity  plane.  This  mine  does  not  meet  the  requirements  of  the  law, 
as  it  is 'not  provided  with  a  second  opening,  but  by  reason  of  the  number 
of  employes  on  the  inside  being  under  the  number  specified  by  the  law, 
this  law  has  not  been  enforced  by  the  Inspector. 

Their  attention,  however,  was  called  to  this  fact  and  they  claimed  to  be 
working  with  due  diligence  to  provide  the  second  opening  at  which  time 
they  will  increase  their  working  force  on  the  inside. 

No  map  has  ever  been  furnished  the  inspector  by  this  company. 

Their  attention  was  also  called  to  this  fact.  The  employes  burn  the 
oil  sold  them  by  the  operating  company  which  meets  the  requirements  of 
the  law.  A  small  section  of  this  mine  is  inclined  to  be  dusty  and  my 
certificate  of  inspection  recommended  that  it  be  kept  wet,  which  I  am  in- 
formed was  done. 

With  a  full  force  of  men  and  with  the  present  mine  development,  and 
had  they  the  second  opening  as  the  law  provides  for,  so  that  they  would 
be  permitted  to  work  a  full  force  of  men  on  the  inside,  this  mine  would 
be  capable  of  producing  400  tons  daily. 

This  mine  was   reported   last  year  as  Rosebud.,   No.   47   of  the  printed 
report. 
SAMUEL  KROMER,  Supt.  TONY  STARR,  Mine  Foreman. 

HUTCHINSON  FUEL  COMPANY. 

.     No.  113.     Hutchinson  Mine  No.  1.  —  Pittsburg  Seam — Drift. 

This  mine  is  located  8y2  miles  south  of  Clarksburg  on  the  W.  Va.  &  P. 
Division  of  the  B.  &  O.  R.  R. 

It  is  opened  up  on  the  double  entry  system.  The  ventilation  which  is 
produced  by  a  7  foot  Stine  fan  is  fairly  good  throughout  the  mine.  This 
mine  generates  marsh  gas  in  very  small  quantities  in  some  of  the  ad- 
vanced workings  but  on  dates  of  visits  was  being  taken  care  of. 

The  top  in  this  mine  is  very  bad  but  timbering  is  being  carefully 
looked  after.  The  coal  is  being  undercut  by  compressed  air  machines  of 
the  puncher  type  and  is  hauled  to  the  tipple  by  mules. 

The  return  aircourse  in  this  mine  on  date  of  first  visit  was  found  to  be 
in  very  bad  condition  by  reason  of  falls  of  roof.  The  attention  of  the 
mine  foreman  was  called  to  it,  but  on  subsequent  visit  found  great  im- 
provements and  found  a  force  of  men  still  engaged  in  cleaning  and  re- 
moving the  falls. 

The  Mine  Law   is  being  fully  complied  with  at  this  mine. 

With  the  present  mine  development  and  a  full  force  of  men  this  tnine  is 
capable  of  producing  400  tons  daily. 

This  mine  was  reported  last  year  as  Hutchinson  mine  No.  1,  number 
48  of  the  printed  report. 
W.  G.  H.  CRAWFORD,  Supt.  W.  B.  MALONE,  Mine  Foreman. 
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No.  114.     Hutchinson  Mine  No.   .'.  —  Pittsburg  Seam — Drift. 

This  mine  is  located  8%  miles  south  of  Clarksburg  on  the  \Y.  Va.  &  P. 
Dn  ision  of  the  B.  &  O.  R.  R. 

The  ventilation,  which  is  produced  by  a  12  fool  fan.  was  found  good 
throughout.  No  gas  lias  ever  been  found  in  this  mine.  The  coal  is  under- 
cut by  compressed  air  machines  of  the  puncher  type  and  is  being  hauled 
to  the  tipple  by  mules.  The  coal  is  dumped  over  the  same  tipple  as  thai 
of  No.  1  mine.  The  roof  in  this  mine  is  much  better  than  that  of  the  No.  1 
mine,  but  in  some  sections  it  is  rather  bad  but  the  timbering  is  carefully 
looked  after  and  loose  and  overhanging  slate  is  promptly  taken  down  and 
removed.  Employes  burn  the  oil  sold  them  by  the  operating  company 
which  meets  the  requirements  of  the  law. 

Conditions  for  mining  are  much  better  in  this  mine  than  Xo.  1  mine  as 
tin  coal  is  higher  and  the  top  much  better.  The  .Mine  Law  on  date  of 
last    visit  was  being  fully  complied   with  at    this  mine. 

With  the  present  mine  development  and  with  a  full  force  of  men  this 
mine  is  capable  of  producing  500  tons  daily. 

This  mine  was  reported  last  year  as  Hutchinson  No.  2  mine,  number  49 
of  the  printed  report. 
W.  G.  H.  CRAWFORD.  Supt. 

W.  B.  MALONE.  Mine  Foreman. 

G.    V.    FRANKHAUSER,   Fire   Boss. 

DOUGLASS  -  HATCH  COAL  &  COKE  COMPANY. 

No.  115.     Phoenix  Mine.  —  Pittsburg  Seam — Slope. 

This  mine  is  located  7  miles  west  of  Clarksburg  on  the  B.  &  O.  R.  R. 

The  ventilation,  which  is  produced  by  12  foot  fan,  has  always  been 
found  good  throughout  the  workings.  Gas  is  found  at  the  face  of  the 
advanced  entries  but  it  is  kept  clear  by  means  of  wooden  brattices. 

The  mine  is  dry  in  some  sections  and  it  was  recommended  to  be  kept 
thoroughly  wet.  The  coal  •  is  undercut  by  means  of  compressed  air 
puncher  machines  and  is  hauled  to  the  landing  at  the  bottom  of  the 
slope  with  mules  and  it  is  conveyed  up  the  slope  by  means  of  an  endless 
sprocket  chain.  Head  coal  is  maintained  throughout  this  mine  in  order 
to  prevent  falls  of  roof,  the  overlying  strata  being  soft  soapstone  (horse- 
back) which  would  disintegrate  in  places  where  top  coal  was  taken  down. 

The  timbering  is  carefully  looked  after.  This  mine,  everything  consid- 
ered, was  found  to  be  in  very  good  condition.  This  mine  is  not  provided 
with  a  second  outlet  as  prescribed  by  the  State  Mine  Law  and  on  date 
of  last  visit  for  purpose  of  inspection  found  the  law  being  violated  as  to 
the  number  of  men  permitted  to  work  on  the  inside.  This  matter  was 
taken  up  very  rigidly  with  the  Superintendent  on  the  ground  also  with  the 
General  Manager  and  the  company  and  they  gave  me  the  assurance  that 
they  would  immediately  cut  down  the  number  of  employes  on  the  inside 
so  that  they  should  at  no  time  exceed  twenty.  They  also  immediately 
began  operations  to  provide  for  the  second  opening  by  cutting  a  connec- 
tion with  the  O'Gara  mine  which  adjoins  it.  At  this  time  have  the  con- 
nection about  made.  Other  than  the  above  the  State  Mine  Law  is  being 
complied   with  at  this   mine.     With   the   present  mine   development  and 
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equipment,  had  they  the  second  opening  and  were  permitted  to  work  a 
full   force   of   men,   this   mine   would   be   capable   of   producing   600   tons 
daily.     This  mine  was  reported  last  year  as  Phoenix  Mine,  No.  50  of  the 
printed  report. 
B.    H.   MONROE,    Supt  JAMES   HOWE,    Mine    Foreman. 

O'GARA  COAL  MINING  COMPANY. 

No.  116.     Wolf  Summit  or  O'Gara  Mine.  —  Pittsburg  Seam — Slope. 

This  mine  is  located  7  miles  west  of  Clarksburg  on  the  B.  &  O.  R.  R. 

The  ventilation,  which  is  produced  by  12  foot  fan,  has  always  been  found 
fairly  good  throughout  the  mine.  This  mine  generates  a  small  quantity 
of  marsh  gas  in  some  of  the  working  places,  but  is  kept  clear  by  means 
of  wooden  brattices.  The  mine  is  dry  in  some  sections  and  it  was  neces- 
sary to  recommend  sprinkling  to  allay  the  dust,  which  was  promptly 
done.  The  coal  is  undercut  by  machines  of  the  puncher  type  with  com- 
pressed air  power.  The  coal  is  hauled  to  the  landing  at  the  bottom  of 
thes  lope  by  mules  and  is  hoisted  up  the  slope  by  means  of  head  rope 
which  has  been  recently  installed,  as  it  was  formerly  taken  up  the  slope  by 
an  endless  sprocket  chain.  The  roof  in  this  mine  is  very  bad,  top  being 
similar  to  that  of  the  Phoenix  mine  which  makes  it  necessary  to  main- 
tain head  coal. 

The  State  Mine  Law  is  being  well 'observed  at  this  mine. 

This  mine  with  a  full  force  of  men  and  with  the  present  mine  develop- 
ment is  capable  of  producing  800  tons  daily. 

This  mine  was  reported  last  year  as  O'Gara  Mine,  number  51  of  the 
printed  report. 
M.  MANNIX,  Supt.     D.  J.  MANNIX  and  WM.  P.  WHYTE,  Mine  Foremen. 

MARSHALL  COAL  COMPANY. 

No.  117.     Marshall  or  Lukens  Mine.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  located  7  miles  south  of  Clarksburg  on  the  W.  Va.  &  P. 
Division  of  the  B.  &  O  .  R.  R.  The  ventilation,  which  is  produced  by  a 
12  foot  fan,  is  good  throughout  the  workings.     No  gas  was  found. 

Drainage  and  sanitary  conditions  are  good  throughout  this  mine. 

The  roof  is  fairly  good  throughout  the  mine.  All  powder  is  carried  into 
the  mines  in  cans  of  five  pound  capacity.  Oil  used  by  the  employes  on  the 
inside  meets  the  requirements  of  the  law.  The  coal  is  undercut  by  ma- 
chines of  the  puncher  type,  compressed  air  being  the  power  in  use. 

It  is  hauled  to  the  drift  mouth  by  mules  ■  and  lowered  to  tipple  by 
gravity  plane.     The  Mine  Law  is  being  fully  complied  with. 

"With  a  full  force  of  men  and  with  the  present  equipment  this  mine  would 
be  capable  of  producing  900  tons  daily. 

This  mine  was  reported  last  year  as  Lukens  Mine,  number  52  of  the 
printed  report. 
JOHN  TEMPLE,  Supt.  JOSEPH  MATHENY,  Mine  Foreman. 

PITCAIRN  COAL  COMPANY. 

No.   118.     Pitcairn   Mine.  —  Pittsburg   Seam  —  Drift. 

This  mine  is  located  1  mile  south  of  Clarksburg  on  the  W.  Va.  &  P.  Di- 
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vision  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system.  The 
ventilation,  which  is  produced  by  a  15  foot  fan,  has  always  been  found 
good  throughout.     No  gas  has  ever  been  found  at  this  mine. 

This  is  quite  a  model  mine  in  every  particular,  at  the  present  time.  It 
was  until  quite  recently  a  pick  mine,  but  the  company  has  recently  in- 
stalled an  up  to  date  electric  equipment  for  cutting  the  coal  and  is  at 
the  present  time  engaged   in   installing  electric   motor  haulage. 

The  coal  at  the  present  time  is  cut  by  the  electric  machines  spoken  of 
and  hauled  to  the  drift  mouth  by  mules,  from  thence  it  is  hauled  to  the 
tipple,  some  half  mile  distant  by  means  of  a  locomotive,  of  which  the  com- 
pany has  two.  The  top  coal  in  this  mine  is  maintained  throughout  the 
mine,  making  the  general  safety  as  to  falls  of  top  exceedingly  good.  The 
oil  in  use  by  the  employes  meets  the  requirements  of  the  law  and  all  other 
State  mine  laws  are  well  observed  at  this  mine. 

While  the  ventilation  is  good  throughout  the  mine  for  the  present  de- 
velopment the  Inspector  on  the  date  off  his  last  visit  found  the  fan 
house  was  very  improperly  constructed,  as  the  approaches  to  the  ports 
of  entry  were  found  to  be  entirely  too  small  in  area,  containing  only  16 
square  feet,  the  rim  was  also  very  improperly  constructed. 

This  matter  was  taken  up  with  the  superintendent  on  the  ground,  who 
assured  me  that  the  alterations  necessary  would  be  immediately  made. 

When  this  is  done  there  will  be  a  much  larger  volume  of  air  traveling 
throughout  the  mine. 

With  a  full  force  of  men  and  the  present  development  and  equipment 
this  mine  is  capable  of  producing  1200  tons  daily. 

This  mine  was  reported  last  year  as  Pitcairn  mine,  number  55  of  the 
printed  report. 
J.  A.  JENKINS,  Supt. 

ROBERT  WILSON,  and   WM.   J.   KEEFE,   Mine  Foremen. 

WASHINGTON   FUEL    COMPANY. 

No.  119.     Harold  Mine.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  located  2  miles  north  of  Qlarksburg  on  the  M.  R.  Division 
of  the  B.  &  O.  R.  R.  This  is  a  pick  operation,  and  is  ventilated  by  a  fur- 
nace.    The  ventilation  is  fairly  good  throughout  the  workings. 

It  was  with  much  insistence  on  the  part  of  the  Inspector  that  the  law 
providing  for  the  second  opening  was  complied  with.  This,  however, 
has  been  provided  and  the  mine  at  this  time  fully  complies  with  the  State 
Mine  Law  in  every  particular.  The  top  is  good  throughout  the  mine. 
Drainage  is  fairly  good,  other  than  in  some  local  dips  where  the  water  is 
being  handled  by  a  syphon.  The  coal  is  hauled  to  the  drift  mouth  by  mules, 
and  is  lowered  to  the  tipple  by  gravity  plane. 

With  the  present  mine  development  and  equipment  and  with  a  full 
force  of  men  this  mine  is  capable  of  producing  400  tons  daily. 

This  mine  was  reported  last  year  as  Harold  Mine,  No.  56  of  the  printed 
report. 
ED.  CLINGAN,  Supt.  ED.  CLINGAN,  Mine  Foreman. 
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SHOUT  LINE  COA±j   COMPANY. 

No.  120.     Girard  No.   2  Mine.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  located  19  miles  northwest  of  Clarksburg  on  the  Short  Line 
Division  of  the  B   &  O.  R.  R. 

The  ventilation  on  the  date  of  last  visit  was  produced  by  a  furnace  of 
recent  construction,  but  on  account  of  the  bad  conditions  of  the  bra- 
tices  which  separated  the  inlet  from  the  return  current,  it  was  found  to 
be  bad.  My  certificate  recommended  that  these  stoppings  be  made  ser- 
viceable at  once  which  the  management  assured  me  would  be  promptly 
attended  to.  The  volume  of  air  found  at  the  outlet  would  be  suffi- 
cient to  properly  ventilate  the  mine  with  the  present  development  if  the 
stoppings  were  made  serviceable.  This  is  a  pick  operation.  The  head 
coal  has  been  maintained  throughout  the  mine  and  for  this  reason  the 
top  is  exceedingly  good.  The  mine  other  than  the  ventilation  spoken  of 
above  was  found  in  a  evry  good  condition  as  to  general  safety,  etc. 

The  coal  hauled  to  the  drift  mouth  by  mules  and  horses. 

The  employes  burn  oil  sold  them  by  the  operating  company  which  fully 
meets  the  requirements  of  the  law.  The  mine  law  is  being  well  observed 
at  this  mine. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  600  tons  daily. 

This  mine  was  reported  last  year  as  Girard   No.  2,  number  57  of  the 
printed  report. 
ISHAM  KEITH,  Supt.  B.  H.  STAIRS,  Mine  Foreman. 

NATIONAL   COAL   COMPANY. 

No.  121.     Overholt  or  Dola  Mine.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  located  16  miles  northwest  of  Clarksburg  on  the  Short  Line 
Division  of  the  B.  &  O.  R.  R., 

The  ventilation  is  produced  by  a  furnace  and  is  fairly  good  throughout 
the  mine.  The  top  is  fairly  good  as  the  head  coal  is  being  maintained 
throughout  the  mine.  The  coal  is  being  undercut  by  picks  and  is  being 
hauled  to  the  tipple  by  mules.  The  drainage  is  fairly  good  throughout 
the  mine,  except  some  places  going  to  the  dip  where  the  water  is  being 
handled  by  hand  pumps.  The  Mine  Law  is  being  fully  complied  with  in 
every  particular.  Other  than  on  date  of  last  visit,  I  found  cross-cuts  not 
being  driven,  as  the  Law  prescribes,  through  pillars  separating  entries. 
This  matter  was  mentioned  to  the  foreman  and  he  promptly  marked  off 
the  places  and  started  desired  cross-cuts. 

With  the  present  mine  development  and  equipment  and  with  a  full  force 
of  men  this  mine  is  capable  of  producing  300  tons  daily. 
H.  F.  SWIGER,   Supt.  H.  F.   SWIGER,  Mine  Foreman. 

CLARKSBURG  FUEL  COMPANY. 

No Lydia  Mine.  —  Pittsburg  Seam  —  Slope. 

This  mine  is  located  8  miles  west  of  Clarksburg  on  the  B.  &  0.  R.  R. 
This  mine  has  not  been   in   operation   during  the  past  several   years* 
J.  O.  BROOKS,  Supt. 
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No Despard  Mine.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  located  1%  miles  east  of  Clarksburg  on  the  B.  &  O.  R.  R. 
This  mine  has  not  been  in  operation  for  the  past  several  years. 
J.  H.  NUZUM,  Supt. 

FAIRMONT   COAL   COMPANY. 

No....    Melrose  Mine.  —  Drift  —  Pittsburg  Seam. 
Thickness  of  coal  from  7  to  9  feet. 

This  mine  has  not  been  operation  during  the  past  several  years. 
G.  W.   FLEMING,   Supt. 

TAYLOR  COUNTY. 

GRAFTON   COAL  &   COKE  COMPANY. 

No.   122.     Sandlirk  Mine.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  located  13  V2  miles  east  of  Clarksburg  on  the  B.  &  O.  R.  R. 

This  mine  is  opened  up  on  the  double  entry  system.  The  ventilation, 
which  is  natural  is  very  sluggish  throughout  the  mine. 

No  gas  has  ever  been  found  in  this  mine,  other  than  a  large  body  of 
carbonic  acid  gas  which  was  found  on  one  of  my  former  visits  in  some  of 
the   old    workings.      The   timbering   is    good   throughout    the   mine. 

The  top  is  fairly  good,  though  in  some  sections  of  the  mine  it  is  bad. 

This  is  a  pick  mine  and  the  coal  is  hauled  to  the  drift  mouth  by  mules 
and  is  lowered  to  the  tipple  by  a  gravity  plane. 

I  have  insisted  on  all  my  former  visits  that  this  mine  construct  a 
ventilator  at  a  point  designated  to  the  mine  foreman,  and  as  there  is 
no  power  at  this  plant  of  course  no  other  plan  of  ventilation  could  be  con- 
sidered other  than  a  furnace,  but  as  yet  they  have  not  complied  with 
my  recommendations.  That  section  of*  the  law  is  being  violated  which 
requires  the  operators  to  furnish  inspector  with  a  map  of  their  work- 
ings. 

I  have  repeatedly  called  their  attention  to  this  fact  but  as  yet  they  have 
not  complied.  The  oil  in  use  meets  with  the  requirements  of  the  law. 
Other  than  the  above  the  State  Mine  Law  is  being  complied  with  at  this 
mine. 

There  are  several  outlets  and  inlets  at  this  mine,  which  make  conditions 
rather  favorable  for  natural  ventilation,  but  yet  I  am  of  the  opinion  that 
a  furnace  should  be  constructed  and  shall  on  the  date  of  my  next  visit 
insist  that  it  be  done  at  once. 

With  a  full  force  of  men  and  the  present  equipment  this  mine  is  capa- 
ble of  producing  500  tons  daily. 

This  mine  was  reported  last  year  as  Sandlick  mine,  number  617  of  the 
printed  report. 
J.  W.  FAHEY,  Supt.  W.  J.  PHILLIPS,  Mine  Foreman. 

PITTSVEIN    COAL    COMPANY. 

No.  123.     Flemington  Mine.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  located  12%  miles  east  of  Clarksburg  on  the  B.  &  O.  R.  R. 

It  is  opened  up  on  the  double  entry  system.     The  ventilation,  which  is 
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produced  by  a /foot  Stine  fan,  has  always  been   found  good  throughout 
the  mine.     No /gas  has  ever  been  found  in  this  mine. 
'  The  top  is  fairly  good  and  the  timbering  is  well  looked  after. 

It  was  found  necessary  to  recommend,  on  one  of  my  visits,  that  some 
loose  and  overhanging  slate  be  removed  which  was  promptly  done. 

The  coal  is  undercut  by  electric  machines  of  the  chain  cutter  type  and 
hauled  to  the  drift  mouth  by  electric  motor,  and  lowered  to  tipple  by  a 
gravity  plane. 

The  oil  in  use  meets  the  requirements  of  the  law. 

All  other   Stale  Mine  Laws  are  being  well  observed  at  this  mine. 

With  a  full  force  of  men  and  with  the  present  equipments  and  in  case 
that  No.  4  mine,  which  is  idle,  should  be  cleaned  up,  and  put  in  operation 
in  connection  with  this  -mine,  they  should  be  capable  of  producing  1000 
tons  of  coal  daily. 

This  mine  was  reported  last  year  as  Flemington  mine,  number  618  of 
the  printed -report. 
J.  W.  DAVIDSON,  Supt.  G.  R.  W.  JOHNSON,  Mine  Foreman. 

No.  124.     Flemington  Mine  No.  ^.  —  Pittsburg  Seam  —  Drift. 

This  mine  is  opened  up  on  the  double  entry  system  and  is  located 
121/2  miles  east  of  Clarksburg  on  the  B.  &  O.  R.  R.  It  has  not  been  in 
operation   during  the  past  year. 

When  it  is  in  operation  it  is  operated  in  connection  with  the  Fleming- 
ton  mine  and  the  coal  is  hauled  by  electric  motor  and  lowered  down  the 
gravity  plane  and  is  dumped  over  the  same  tipple  as  Flemington  mine. 

This  mine  was  reported  in  connection  with  Flemington  mine  last  year. 

The  output  of  this  mine  has  been  included  in  the  Flemington  mine. 
J.   W.   DAVIDSON,   Supt.  G.   R.   W.   JOHNSON,   Mine   Foreman. 

L.  B.  BEYDON. 

No.   125.     Bryclon   or  Foster  Mine. — Pittsburg  Seam  —  Drift. 

This  mine  is  located  6  miles  West  of  Grafton  on  the  &.  &  O.  R.  R. 

The  ventilation  is  natural  and  rather  sluggish.  The  drainage  is  bad,, 
and  very  muddy  along  the  roadways.  The  timbering  is  bad.  No  gas 
has  ever  been  found.  The  mine  does  not  meet  with  the  requirements  of 
the  law  as  the  rules  governing  the  operations  of  the  mine  have  never 
been  posted  by  the  company.  The  attention  of  the  officials  was  called 
to  this  matter,  also  to  the  bad   condition  of  the  mine  generally. 

This  mine  is  nearly  worked  out  and  very  few  men  were  found  on  the 
inside.  It  is  a  pick  operation.  The  coal  is  hauled  to  the  drift  mouth  with 
horses  and  lowered  to  the  tipple  by  gravity  plane. 

With  a  full  force  of  men  and  the  present  equipment  this  mine  is  capable 
of  producing  75  tons  daily. 

This  mine  was  reported  last  year  as  Brydon  or  Foster  mine,  No.  619  of 
the  printed  report. 
W.   S.   BRYDON,   Supt.  GUY  LAKE.  Mine   Foreman. 

DAVIS  COAL  MINING  COMPANY. 

No.  126.     T.  B.  Davis  Mine.— Pittsburg  Seam  —  Drift. 

This  mine  is  located  10  miles  West  of  Grafton  on  the  B.  &  O.  R.  R. 
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It  is  opened  up  on  the  double  entry  system.  The  ventilation,  which  is 
natural  at  present,  is  rather  sluggish,  but  on  recommendation  of  Inspec- 
tor the  company  is  cutting  and  has  almost  completed- a  place  for  the 
installation  of  a  ventilator  which  1  think,  from  what  I  can  learn  of  them, 
will  be  a  fan  of  some  sort,  as  they  have  very  recently  constructed  a  power 
house  for  the  purpose  of  installing  a  mechanical  rope  haulage  and  the 
superintendent  informs  me  that  they  will  purchase  a  fan  of  suitable  di- 
mensions to  secure  good  ventilation  and  install  it  at  the  place  designated. 
The  coal  is  undercut  by  picks  and  hauled  by  mules  to  the  drift  mouth 
ami  lowered  by  gravity  plane  to  the  tipple,  at  the  present  time,  but  the 
company  has  a  large  force  of  men  employed  installing  rope  haulage  and 
in  driving  an  additional  haulway  which  will  make  the  third  entry  for  the 
mine.  This  will  do  away  with  the  gravity,  when  completed  and  make  it 
an  engine  plane. 

All.  or  nearly  all  the  entries  in  this  mine,  are  encountering  very  bad 
faults  which  makes  economical  mining  out  of  the  question.  No  gas  has 
ever  been  discovered  in  this  mine.  The  roof  is  fair  throughout  the  mine, 
and  on  date  of  my  last  visit  found  the  timbering  very  good.  The  oil 
in  use  is  good  and  the  mine  meets  fully  the  requirements  of  the  State 
Mine  Laws. 

With  a  full  force  of  men  and  the  present  equipments  this  mine  is 
capable  of  producing  400  tons  daily. 

This  mine  was  reported  last  year  as  T.  B.  Davis  Mine,  number  620  of 
the  printed  report. 
W.  R.  DAVIS,  Supt.  WM.  DRATXER,  Mine  Foreman. 

DAVIS  COAL  c(-  COKE  COMPAXY. 

Xc.  127.     New  York  Xo.    [•/  Mine. — Pittsburg  Seam  —  Drift. 

This  mine  is  located  9  miles  West  of  Grafton  on  the  B.  &  O.  R.  R. 

The  ventilation,  which  is  natural,  is  very  sluggish  in  certain  seasons 
of  the  year  throughout  the  mine.  The  drainage  is  bad  in  a  large  sec- 
tion of  this  mine  as  a  great  number  of  the  working  places  are  going  to 
the  dip.  The  roof  is  fair  throughout  the  mine  and  the  timbering  is  fairly 
well  looked  after.  Marsh  gas  is  given  off  in  small  quantities  in  some 
of  the  advanced  workings  of  this  mine.  The  company  at  the  present 
time  have  under  advisement,  by  the  recommendation  of  the  inspector, 
the  installation  of  some  system  cf  ventilation,  either  furnace  or  fan,  but 
has  not  as  yet  commenced  actual  work  on  the  same,  but  they  assure 
me  that  it  will  be  done  at  once.  This  mine  has  several  outlets  and  in- 
lets which  make  natural  ventilation  fairly  goOd  in  some  sections  of  the 
mine,  but  in  some  other  sections  the  ventilation  is  very  bad. 

I  had  Fire  Basket  placed  at  an  opening  designated  to  the  Mine  Fore- 
man as  a  temporary  means  of  bettering  conditions  in  that  section  of  the 
mine  where  the  ventilation  was  the  worst.  The  present  superintendent 
who  recently  took  charge  of  the  operation  has  it  up  with  the  operating 
compa'ny  very  hard  in  reference  to  a  more  permanent  system  of  ventila- 
tion and  I  believe  that  in  the  near  future  that  this  mine  will  rank  as  one 
of  the  well  ventilated  mines  of  the  Second  District. 

This  is  a  pick  operation  and  the  coal  is  hauled  to  the  Junction  on  the 
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inside  of  the  mine  by  mules  and  is  hauled  to  the  head  of  the  incline 
plane  by  means  of  head  and  tail  rope,  from  thence  it  is  lowered  over  the 
hill  by  a  gravity  plane  to  the  tipple. 

It  would  appear  to  a  practical  man  on  examination  of  this  property 
that  this  mine  opened  up  very  improperly,  as  it  is  something  near  a 
half  mile  from  the  tipple  to  the  drift  mouth  over  a  very  crooked  and 
circuitous  road  that  the  coal  is  hauled  by  means  of  ropes  on  the  out- 
side. 

With  a  full  force  of  men  this  mine  is  capable  of  producing  700  tons 
daily. 

This  mine  was  reported  last  year  as  New  York  mine  number  41,  No 
621  of  the  printed  report. 
D.  R.  PHILLIPS,  Supt.  OLIVER  JENKINS  and 

JOHN    PEARSON,    Mine    Foremen. 

ROSEMONT  COAL  COMPANY. 

No.   128.     Rosemont  Mine. — Pittsburg  Seam  —  Drift. 

This  mine  is  located  11  miles  East  of  Clarksburg  on  the  B.  &  O.  R.  R. 

It  is  opened  up  on  the  double  entry  system.  .The  ventilation,  which  is 
natural,  is  sluggish.  The  damage  is  fairly  good  throughout  the  mine. 
No  gas  has  ever  been  found.  The  top  is  good  and  timber  is  being  prompt- 
ly looked  after.  This  mine  does  not  meet  the  requirements  of  the  law 
in  the  following  particulars.  On  dates  of  last  visits  found  rules  of  the 
operating  company  were  not  posted,  cross-cuts  through  pillars  separating 
entries  were  not  driven  as  regularly  as  the  law  requires  and  no  map  of 
this  mine  has  ever  been  furnished  this  office,  notwithstanding  the 
Superintendent's  attention  has  been  called  to  this  matter  by  the  Inspector 
on  several  occasions.  On  date  of  my  last  visit  I  recommended  that  a  ven- 
tilator be  placed  at  a  point  designated  to  the  Mine  Foreman,  and  as  they 
have  no  power  of  any  kind  of  course  I  considered  only  the  furnace  type. 
I  cannot  say  as  to  whether  they  have  complied  with  this  recommendation 
or  not.  This  is  a  pick  mine  and  the  coal  is  hauled  by  mules  to  the  drift 
mouth  and  lowered  to  the  tipple  by  a  gravity  plane.  It  has  a  number 
of  openings  to  the  outside  and  a  large  section  of  the  mine  is  well  venti- 
lated, naturally.  Some  sections  of  the'  mine  the  ventilation  is  very 
poor.  The  Mine  Foreman's  attention  was  called  to  the  irregularity  of  the 
cross-cuts  with  instruction  that  he  have  them  cut  at  once.  This  I  under- 
stand was  done. 

With  a  full  force  of  men  and  the  present  equipment  this  mine  is  capable 
of  producing  600  tons  daily. 

This  mine  was   reported  last  year  as  Rosemont  Mine,   number  622   of 
the   priated  report. 
J.  W.  FAHEY,  Supt.  JOHN  McGRAW,  Mine  Foreman. 

MARYLAND  COAL  COMPANY. 

No  129.     Wendel  Mine. — Pittsburg  Seam  —  Drift. 

This  mine  is  located  13  miles  "West  of  Grafton  on  a  branch  of  the  B.  & 
O.  R.  R.  running  to  their  mine  which  is  located  at  the  head  of  Sandlick 
Run.     This  mine  is  opened  up  on  the  double  entry   system  with  eight 
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natural  and  district  openings  from  the  outside,  (or  rather  four  double  butl 
entries  which  will  be  driven  through  this  property). 

This  will  be  one  of  the  model  mines  of  this  region  when  it  is  com- 
pleted. It  will  be  equipped  with  the  latesl  electric  appliances  for  cutting, 
hauling  and  handling  the  coal.  It  will  be  ventilated  by  a  fan  of  large 
dimensions,  which  was  on  the  ground  on  the  date  of  lasl  visit,  but  had 
as  yet  not  been  installed.  The  tipple  is  an  ideal  one,  substantially  con- 
structed  and  capable  of  taking  care  of  a  large  tonnage. 

The  buildings  and  outside  equipment  are  among  the  best,  if  not  the 
best  in  this  region.  They  have  in  addition  to  their  other  equipment  a 
railroad  scale  for  the  purpose  of  weighing  the  coal  at  their  mine. 

Their  machinery  is  of  the  very  latest  invention.  On  date  of  la*st  visit 
the  coal  was  being  mined  by  pick,  having  as  yet  not  installed  their 
machines. 

With  the  present  mine  development  this  mine  is  capable  of  producing 
300  tons  daily,  but  in  a  very  short  time  it  will  be  capable  of  producing 
one  of  the  largest   outputs   in   this   region. 

This  is  a  new  operation  and  was  not  reported  last  year. 
GEO.  S.  BRACKETT,  Supt.  AUGUST  RICKER,  Mine  Foreman. 

MOHAWK  SMOKELESS  COAL  COMPANY. 

Xo.  130.  Stone  House  Shaft. — Upper  Freeport  Seam  —  Shaft. 

This  mine  is  located  G  miles  South  of  Grafton  on  the  Grafton  &  Beling- 
ton  branch  of  the  B.  &  O.  R.  R.  This  mine  is  not  in  operation  at  present  and 
has  never  reached  that  state  of  development  that  it  would  be  called  a 
commercial  mine,  as  in  sinking  they  encountered  a  large  volume  of  water 
and  for  either  that  or  some  other  reason  ceased  operation,  at  the  depth 
of  about  130  feet  and  did  not  reach  the  coal.  I  thought,  however,  that 
I  would  examine  this  operation,  on  account  of  the  number  of  men  which 
was  employed  by  the  contractor  in  sinking.  I  found  on  examination 
that  he  was  using  a  common  hemp  rope  for  the  purpose  of  hoisting  and 
removing  the  strata  from  the  shaft  while  the  men  were  engaged  at  work 
immediately  underneath  the  up  going  bucket.  This  I  ordered  stopped 
at  once  and  that  a  Plow  'Steel  Transmission  Rope  of  not  less  than  % 
inch  diameter  be  procured  at  once  and  the  hemp  rope  be  removed.  The 
contractor  immediately  stopped  and  telegraphed  order  for  a  rope  which 
he  received  in  a  very  short  time  and  installed. 

I  believe  that  had  he  still  used  the  before  mentioned  rope  that  it  would 
have  resulted  in  the  loss  of  life  as  I  found  it  in  a  very  worn  and  bad 
condition.  Hope  to  be  able  in  my  next  annual  report  to  report  this  mine 
as  completed  and  in  successful  operation. 

This  mine  was  not  reported  last  year. 
GEO.  S.  BECKWITH,  Gen'l.  Manager. 

CLARKSBURG  FUEL  COMPANY. 

Tyrconnell  Mine. — Pittsburg   Seam  —  Drift. 

This  mine  is  located  11  miles  East  of  Clarksburg  on  the  B.  &  O.  R.  R. 
This  mine  has  not  been  in  operation'  during  the  past  several  years. 
ROBERT  LOVE,  Sr.,  Supt. 
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UPSHUR  COUNTY. 

PENNSYLVANIA    CONSOLIDATED  COAL  COMPANY. 

No.  131.    Peneo  Mine. — Red  Stone  Seam — -Shallow  Slope. 

This  mine  is  located  4  miles  Northwest  of  Buckhannon  on  the  Weston 
and  Pickens  branch  of  the  B.  &  O.  R.  R. 

The  ventilation  is  produced  by  a  12  foot  fan  and  is  good  throughout 
this  mine.  Some  gas  was*  discovered  in  the  advanced  entries,  but  was 
being  well  taken  care  of  by  means  of  wooden  brattices.  The  mine  is 
also  dry  and  dusty  during  the  winter  season.  This  was  recommended  to 
be  kept  thoroughly  wet,  which  the  management  promptly  did. 

This»mine  has  been  opened  for  the 'past  two  years  but  by  reason  of 
some  difficulty  about  railroad  connections  it  has  but  very  recently  be- 
gun shipping  coal.  They  are  operating  the  seam  known  as  the  Red 
Stone,  which  is  said  to  be  a  very  high  grade  of  steam  and  domestic 
coal. 

On  the  date  of  my  first  visit  the  Mine  Law  was  not  being  complied 
with  in  the  following  particulars:  No  Rules  were  posted  governing  the 
employes,  no  safety  lamp  was  kept,  and  also  found  that  they  were  shoot- 
ing the  coal  off  the  solid,  which  in  the  presence  of  dust  was  considered 
a  very  dangerous  method.  These  matters  I  recommended  to  be  remedied 
so  as  to  fully  comply  with  the  State  Mine  Laws.  This  the  manage- 
ment gave  me  the  assurance  would  be  done  at  once,  and  on  my  subsequent 
visit  I  found  the  law  being  fully  complied  with. 

The  top  throughout  this  mine  is  good.  The  water  is  being  handled  by 
a  pump.  The  sanitary  condition  was  good.  They  are  at  the  present  time 
engaged  in  constructing  a  Coaling  Station  for  the  purpose  of  coaling  en- 
gines on  the  above  named  railroad.  When  this  is  completed  it  will  be 
up  to  date  in  every  particular.  This  is  a  pick  operation  and  one  of  the 
few  operations  of  this  district  in.  which  machines  are  not  used. 

With  a  full  force  of  men  and  the  present  mine  development  and  equip- 
ments this"  mine  could  produce  150  tons  daily. 

This  mine  not  reported  last  year. 
W.  D.  McCAUSLAND,  Gen'l.  Supt.  C.  L.  FORTNEY,  Mine  Foreman. 

FLOYD  GANDY,  Supt.  A.  WINCENT,  Fire  Boss. 

RED  ROCK  FUEL  COMPANY. 

No  .132.     Red  Rock  Mine.  —  Red  Stone  Seam  —  Drifts'. 

This  mine  is  located  3i<s  miles  Northwest  of  Buckhannon  on  the  Wes- 
ton &  Pickens  branch  of  the  B.  •&  0.  R.  R. 

This  is  a  twin  operation  with  two  openings  on  the  double  entry  sys- 
tem, each  ventilated  by  a  7  foot  Electric  Stine  Fan.  The  ventilation  was 
good  throughout  the  mines.  The  coal  is  being  dumped  over  one  tipple 
and  is  being  gathered  and  hauled  by  the  Electric  Motor  system.  No 
horses  or  mules  being  used.  This  in  the  very  near  future  will  be  a  model 
mine  with  the  very  latest  equipment   for   producing  and   handling  coal. 

Thet  top  or  overlying  strata  is  exceedingly  good  throughout  these 
mines.  The  drainage  in  the  North  opening  is  good,  but  on  the  South  side 
will  have  to  be  handled  with  pumps. 
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No  gas  has  been  discovered  in  these  mines  and  the  general  safety 
conditions  are  exceedingly  good.  The  coal  at  this  time  is  being  cut  by 
both  types  of  machines  (the  puncher  and  chain)  and  both  powers  are 
being  used  (Compressed  Air  and  Electricity),  but  the  management  has 
in  view  the  ultimate  adoption  of  electric  power. 

The  coal  ranges  in  height  in  this  as  well  as  the  Penco  mine  before  de- 
scribed from  3  v.  to  5  feet  in  thickness,  being  absolutely  clean. 

The  Mine  Law  is  being  fully  complied  with  at  these  mines. 

With  a  full  force  of  men  and  with  the  present  mine  development  and 
equipment  these  mines  are  capable  of  producing  250  tons#  daily. 

This  mine  was  not   reported   last   year. 
E.  P.  GOEDECKE,  Supt.  W.  E.  BROWNING,  Mine  Foreman. 
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GENERAL  SUMMARY  OF   THE  THIRD   DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  SO,  1906. 
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Office  of  the  Third  District  Mine  Inspector, 

Independence,  W.  Va.,  August  24,  1906. 
Hon.  J.  W.  Paut., 

Chief  Mine  Inspector, 

Charleston,  W.  Va.  » 

Sir:  — 

I  herewith  respectively  submit  to  you  my  annual  report  as  Inspector 
of  Mines  of  the  Third  District  of  W.  Va.  for  the  year  ending  June  30th, 
1906. 

There  are  56  mines  in  this  district,  31  of  which  are  operated  in  the 
Upper  Freeport  Coal,  18  in  the  Lower  Kittanning,  4  in  the  4-foot,  and  3 
in  the  Pittsburg  Coal. 

The  ventilation  and  drainage  in  a  majority  of  these  mines  are  in  fairly 
good  shape,  and  there  has  been  quite  an  improvement  in  the  conditions 
of  quite  a  number  o*f  the  mines  in  this  District,  while  in  others  there 
has  been  very  little,  if  any,  improvement  as  to  ventilation  and  drainage. 
The  chief  cause  of  bad  drainage  and  ventilation  in  almost  every  instance 
is  on  account  of  the  main  intake  or  return  airways  and  ditches  becoming 
filled  up  by  falls  of  slate  and  rock,  and  the  falls  not  cleaned  up.  If  the 
operators  were  required  to  keep  a  good  track  in  the  main  intake  and  re- 
turn airways  so  there  could  be  a  car  or  truck  hauled  in  and  out  of  these 
airways  these  falls  could  be  all  cleaned  up  and  the  airways  kept  clean 
of  all  obstructions  there  would  be  no  difficulty  in  conducting  the  cur- 
rent of  air  around  the  working  faces. 

Another  difficulty,  in  the  way  of  having  the  mines  put  in  and  kept  in 
good  sanitary  conditions,  is  the  inexperience  and  incompetency  of  the 
superintendent  who  in  some  instances  never  had  a  day's  practical  ex- 
perience in  a  mine  in  his  life,  yet  the  mine  boss,  whom  the  law  requires 
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to  be  a  practical  coal  miner,  or  a  person  having  three  years'  experience 
in  a  coal  mine,  is  subject  to  the  orders  of  the  superintendent  and  in  a 
great  many  instances  is  not  permitted  to  do  the  work  necessary  in  or- 
der to  keep  his  mine  in  a  good  sanitary  condition. 

If  the  superintendent  was  required  to  be  a  practical  man  and  held 
responsible  for  the  condition  of  the  mine,  as  well  as  the  mine  boss,  I 
believe  the  coal  mines  in  West  Virginia  would  soon  be  in  a  much  better 
condition  and  fewer  accidents  would  occur. 

In  my  opinion,  the  conditions  necessary  to  produce  cheap  coal  and 
insure  the  health  and  safety  of  the  miner  and  mine  laborer,  are  first 
class  ventilation,  first  class  drainage  and  good  tracks  in  the  mine. 

There  has  been  a  new  electric  plant  installed  at  Bretz,  Elkins  C.  &  C. 
Co.,  also  100  coke  ovens  built  in  the  last  year.  The  Oakland  C.  &  C  Co. 
has  installed  a  coal  crusher  and  washer  in  the  past  year. 

The  following  mines  have  been  opened  in  the  last  year:  Davis  C.  &  C. 
Co.,  No.  20  at  Coketon  in  the  Upper  Freeport  Coal,  shipments  were  begun 
from  this  mine  about  November  1905;  the  Davis  C.  &  C.  Co.,  No.  51  is  a 
new  mine  operating  the  4-foot  coal,  shipments  from  this  mine  began  Feb- 
ruary, 1906,  the  tipple  and  mine  are  connected  by  an  incline  plane  of  600 
or  700  feet;  Davis  C.  &  C.  Co.,  No.  50  mine  has  been  re-opened  in  the 
4-foot  coal,  and  a  new  plane  600  or  700  feet  built;  the  Big  Vein  Coal  Col 
has  made  a  new  opening  in  the  Pittsburg  Vein.  They  have  a  small  body 
of  this  vein  supposed  to  be  6  or  8  acres,  about  3  miles  from  Shaw  on  the  W. 
M.  R.  R.  the  coal  is  hauled  by  a  locomotive  on  tram  road  2%  miles  to  the 
head  of  a  plane,  then  lowered  several  hundred  feet  to  the  dump  house. 
The  Elkins  C.  &  C.  Co.  is  opening  a  new  mine  at  Kingwood  on  the  M.  & 
K.  R.  R.  in  the  Upper  Freeport  Coal. 

Shooting  the  coal  on  the  solid  is  practiced  to  a  great  extent  in  this 
District  and  almost  exclusively  in  some  of  the  mines. 

The  powder  law  has  been  violated  at  several  of  the  mines  by  the  miners 
taking  full  kegs  of  powder  into  the  mines. 

The  oil.  sold  by  some  few  operators  is  of  a  very  inferior  quality. 

There  have  been  several  fatal  accidents  and  a  number  of  non-fatal  ac- 
cidents in  this  District  in  the  past  year,  reports  of  which  have  been  for- 
warded to  you. 

In  conclusion  I  wish  to  return  my  thanks  to  the  mine  officials  and  miners 
for  their  kind  and  courteous  treatment  they  extended  to  me  during  my 
official  visits  to  their  mines,  and  also  to  thank  you  sincerely  for  your 
able  and  efficient  instructions  and  advice  in  the  discharge  of  my  official 
duty  during  the  past  year. 

Yours  very  respectfully, 

John  F.  Bratt, 
Mine  Inspector,  Third  District. 
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CONDITIONS  OF  THE  MINES  IN  THE  THIRD  DISTRICT. 


GRANT   COUNTY. 

DAVIS  COAL  AND  COKE  COMPANY. 

No.  133.  Henry  Shaft  No.  22. — This  mine  is  located  on  the  W.  M.  R.  R. 
and  on  the  Potomac  River.  This  is  a  Shaft  Mine  210  feet  deep  operating 
in  the  Upper  Preeport  Coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  16-foot  fan  has  always  been  found  good,  except  in  some 
parts  of  the  mine  where  the  doors  were  found  open  and  neglected.  The 
drainage  is  fairly  good.  Shooting  the  coal  on  the  solid  is  not  practiced 
much  in  this  mine.  The  powder  is  carried  into  the  mine  in  cans  of  five 
pounds  capacity.  The  roof  in  this  mine  is  a  hard  slate,  and  is  a  fairly 
good  one  and  well  looked  after.  The  general  safety  of  this  mine  is  good. 
The  oil  burned  by  the  employes  is  sold  them  by  the  operating  company 
and  is  of  a  fair  quality.  With  the  present  mine  development  and  equip- 
ment this  mine  is  capable  of  producing  500  tons  per  day.  The  second 
opening  of  this  mine  meets  all  the  requirements  of  the  law.  Blankets  and 
stretchers  kept  on  hand,  and  rules  posted. 
JAMES   G.   BOYD,   Supt.  P.  A.   SHARPE,  Mine  Boss. 

No.  134.  Henry  Shaft  No.  33. — This  mine,  located  at  Henry  on  the  W.  M. 
R.  R.,  is  a  Shaft  419  feet  deep  operating  the  Lower  Kittanning  Coal  on  the 
double  entry  system.  This  shaft  has  been  operated  very  little  in  the  past 
year.  The  coal  is  not  very  satisfactory  at  present,  being  cut  up  with 
faults  and  clay  seams.  They  were  driving  a  pair  of  main  entries  and  only 
working  six  men.  The  ventilation,  produced  by  a  16-foot  fan,  was  found 
good.  This  mine  gives  off  considerable  explosive  gas,  but  owing  to  the 
good  ventilation  there  was  no  standing  gas  found. 

Blankets  and  stretchers  kept  on  hand,  and  rules  posted.  Oil  used  for 
illuminating  purposes  is  of  a  fair  quality. 

JAMES  G.  BOYD,   Supt.  F.  A.   SHARPE,  Mine  Boss. 

THOS.  WALSH,  Fire  Boss. 

BUFFALO    CREEK   CUMBERLAND    COAL    COMPANY. 

No.  135.  Buffalo  Creek  Mine. — This  mine  is  located  one  mile  south  of 
Bayard  on  the  W.  M.  R.  R.  and  on  Buffalo  Creek,  and  is  a  drift  opening 
operating  the  Lower  Kittanning  Coal  on  the  double  entry  system.  The 
ventilation  is  good,  the  company  having  installed  a  12-foot  fan  within  the 
past  four  months.  The  drainage  is  fairly  good.  Shooting  the  coal  on  the 
solid  is  practiced  to  some  extent.  The  powder  is  carried  into  the  mine 
in  cans  of  five  pounds  capacity.  The  roof  in  this  mine  is  fairly  good  and 
is  fairly  looked  after.  The  oil  used  for  illuminating  purposes  is  of  a.  fair 
quality.  With  the  present  mine  development  and  equipment  and  a  full 
force  of  men  this  mine  is  capable  of  producing  300  tons  per  day.  Blankets 
and  stretchers  kept  on  hand,  and  rules  posted.  The  second  opening  to 
this  mine  meets  all  the  requirements  of  the  law. 
RICHARD  WADDEL,  Superintendent  and  Mine  Boss. 
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MINERAL  COUNTY. 

DAVIS  COAL  AND  COKE  COMPANY. 

No.  13G.     No.  i  'i  Mine.  —  This  is  a  new  mine  in  the  Upper  Freeport  coal, 
which  is  five  feet  three  inches  at   this  point.     Made  no  shipmenl   prior  to 
June  30th,   1906. 
LEE  OTT,  Supt.  F.  C.  PATTON,  Mine  Boss. 

No.  137.  No.  10  Mine. — This  mine,  located  near  Blaine  on  the  W.  M. 
R.  R.,  is  a  drift  opening  operating  the  Lower  Kittanning  Coal  on  the 
double  entry  system.  The  ventilation  produced  by  a  furnace  has  always 
been  found  fairly  good,  we  recommended  that  a  fan  be  installed.  The 
drainage  and  general  safety  are  good.  The  roof  in  this  mine  is  fairly  good 
and  is  well  timbered  and  well  looked  after.  Shooting  the  coal  on  the  solid 
is  practiced  in  this  mine.  The  powder  is  carried  into  this  mine  in  cans  of 
five  pounds  capacity.  With  the  present  mine  development  and  equipment 
and  a  full  force  of  men,  this  mine  is  capable  of  producing  200  tons  per 
day.  Blankets  and  stretchers  kept  on  hand,  and  rules  posted.  The  sec- 
ond opening  to  this  mine  meets  all  the  requirements  of  the  law. 
LEE  OTT,  Supt.  B.  S.  COLEMAN,  Mine  Boss. 

No.  138.  No.  9  Mine. — This  mine,  located  on  the  Elk  Garden  Branch  of 
the  W.  M.  R.  R.  and  on  Abrams  Creek,  is  a  drift  opening  operating  the 
Pittsburg  Coal  on  the  double  entry  system.  The  ventilation  is  natural  and 
is  good.  The  entries  are  nearly  all  driven  out  to  the  crop  which  makes  a 
good  circulation  of  air.  The  drainage  is  good.  The  thickness  of  this 
seam  here  is  from  14  to  16  feet  of  clean  coal.  There  is  no  powder  used  in 
this  mine  in  mining  the  coal.  The  coal  is  all  hauled  out  of  the  mine  by 
horses  and  is  then  lowered  down  an  incline  of  several  hundred  feet  and 
dumped  into  railroad  cars.  The  roof  is  bad,  but  is  well  timbered  and 
well  looked  after.  With  the  present  mine  development  and  equipment  and 
a  full  force  of  men  this  mine  is  capable  of  producing  1,200  tons  per  day. 
The  oil  used  for  illuminating  purposes  is  of  a  fair  quality.  Blankets  and 
stretchers  kept  on  hand,  and  rules  posted. 
LEE  OTT,  Supt.  JACOB  OTT,  Mine  Boss. 

No.  139.  No.  6  Elk  Garden  Mine. — This  mine,  located  at  Elk  Garden  on 
the  Elk  Garden  Branch  of  the  W.  M.  R.  R.,  is  a  drift  operating  the  Pitts- 
burg Coal  on  the  double  entry  system.  The  ventilation  produced  by  a  15- 
foot  fan  has  always  been  found  good.  The  drainage  is  good.  This  mine  is 
all  pillar  work,  the  entries  and  rooms  have  all  been  driven  out.  The  roof 
is  bad,  but  is  well  timbered  and  well  looked  after.  With  the  present  mine 
development  and  equipment  and  full  force  of  men  this  mine  is  capable  of 
producing  300  tons  per  day.  The  oil  used  for  illuminating  purposes  is  of 
a  fair  quality.  Blankets  and  stretchers  kept  on  hand  and  rules  posted. 
The  second  opening  to  this  mine  meets  with  all  the  requirements  of  the 
law. 
LEE  OTT,  Supt.  FOSTER  WILSON,  Mine  Boss. 

No.  140.     No.  19  Mine. — This  mine,  located  near  the  West  Virginia  Junc- 
tion on  the  W.  M.  R.  R.  and  on  Montgomery  Run,  is  a  drift  opening  oper- 
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ating  the  Lower  Kittanning  Coal.  This  mine  was  not  in  operation  the 
first  part  of  the  year.  The  ventilation  produced  hy  a  fan  is  good,  and  is 
well  distributed  throughout  the  mine.  The  drainage  and  general  safety 
are  good.  The  roof  in  this  mine  is  very  good  and  well  timbered.  Shoot- 
ing the  coal  on  the  solid  is  not  much  practiced  in  this  mine.  The  powder 
is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  oil  used 
for  illuminating  purposes  is  of  a  fair  quality.  Blankets  and  stretchers 
kept  on  hand,  and  rules  posted.  With  the  present  mine  development 
and  equipment  this  mine  is  capable  of  producing  200  tons  per  day.  The 
second  opening  of  this  mine  meets  all  the  requirements  of  the  law. 
O.  TIBBETS.   Sunt.  J.  A.   TIBBETS,  Mine  Boss. 

No.  141.  No.  50  Mine. — This  mine,  located  near  the  "West  Virginia 
Junction  on  the  W.  M.  R.  R.  and  on  Montgomery  Run,  is  a  drift  opening 
operating  the  4-foot  seam  of  coal.  It  is  an  old  mine  and  was  abandoned 
sometime  ago  but  re-opened  in  the  last  year.  The  company  has  built  a 
new  incline  plane  some  600  or  700  feet  long.  They  have  shipped  some  coal 
since  it  was  re-opened.  The  mine  is  closed  down  at  present  until  they 
can  install  a  fan  as  the  ventilation  is  bad. 
O.  TIBBETS,  Supt.  LOUIS  GRANT,  Mine  Boss. 

No.  142.  No.  51  Mine. — This  mine,  located  near  the  West  Virginia 
Junction  on  the  W.  M.  R.  R.  and  on  Montgomery  Run,  is  a  drift  opening 
operating  the  4-foot  seam  of  coal  on  the  double  entry  system.  It  is  a 
new  opening  in  the  last  year  and  is  not  much  developed  as  yet.  They 
began  shipping  some  coal  in  February,  1906.  The  ventilation  is  natural 
and  is  not  what  it  should  be.  I  understand  the  company  intends  in- 
stalling a  furnace  or  a  fan  soon.  The  drainage  is  good.  The  roof  seems  to 
be  very  good.  Blankets  and  stretchers  kept  on  hand.  Rules  are  posted. 
The  oil  used  for  illuminating  purposes  is  of  a  fair  quality.  The  second 
opening  to  this  mine  meets  all  the  requirements  of  the  law. 
O.  TIBBETS,  Supt.  J.  A.  TIBBETS,  Mine  Boss. 

SMITH  COAL  COMPANY. 

N.  143.  Smith  Mine.— This  mine,  located  at  Blaine,  on  the  W.  M.  R.  R., 
is  a  drift  opening  operating  the  Lower  Kittanning  Coal  on  the  double 
entry  system.  The  ventilation  produced  by  a  10-foot  fan  has  always  been 
found  good  and  well  distributed  throughout  the  mine.  The  drainage  is 
good.  The  general  safety  is  good.  The  roof  in  this  mine  is  a  very  hard 
slate  and  is  good.  Shooting  the  coal  on  the  solid  is  practiced  to  some  ex- 
.  tent.  The  powder  is  carried  into  the  mine  in  cans  of  five  pounds  ca- 
pacity. The  oil  used  for  illuminating  purposes  is  of  a  fair  quality.  Blan- 
kets and  stretchers  kept  on  hand,  and  rules  posted.  With  the  present 
mine  development  and  equipment  and  a  full  force  of  men  this  mine  i& 
capable  of  producing  250  tons  per  day.  The  second  opening  to  this  mine 
meets  all  the  requirements  of  the  law. 
R.  A.  SMITH,  Supt.  W.  D.  WALKER,  Mine  Boss. 

STAFFORD   COAL  MINING   COMPANY. 

No.  144.     Virginia  Mine. — This  mine,  located  at  Piedmont  on  the  B.  & 
O.  R.  R.,  is  a  drift  opening  operating  the  Lower  Kittanning  Coal  on  the 
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double  entry  system.  This  mine  is  ventilated  by  a  small  furnace  which 
has  never  given  very  good  results.  The  attention  of  the  superinten 
has  been  called  to  this  facl  and  we  recommended  thai  a  fan  be  installed, 
the  company  does  not  seem  willing  to  incur  the  expense  of  putting  in 
a  fan.  but  the  management  has  promised  to  improve  the  furnace  and  bet- 
he  ventilation.  The  drainage  is  good.  The  roof  in  this  mine  is  bad, 
but  is  fairly  well  timbered  and  looked  after.  Shooting  the  coal  on  the 
solid  is  practiced  to  some  extent.  All  powder,  I  think,  is  carried  into  the 
mine  in  cans  of  five  pounds  capacity.  The  oil  used  for  illuminating  pur- 
poses is  of  a  fair  quality.  With  mine  development  and  equip- 
ment and  a  full  force  of  nun  this  mine  is  capable  of  producing  L50  tons 
per  day.  The  second  opening  meets  all  the  requirements  of  the  law. 
Blankets  and  stretchers  kept  on  hand.  Rules  not  posl 
F.  A.  HUSTED,  Si                                            EDWARD  BREMAN,  Aline  Boss. 

BIG   VEIN  COAL   COMPANY. 

No.  I  I".  Big  Vein  or  Armstrong  Mine. — This  mine,  located  on  the  W. 
M.  1      R  r  Shaw,  is  a  new  opening  operating  the  Pittsburg  Coal  on 

the  double  entry  system.  It  has  been  opened  within  the  last  year.  The 
coal  is  hauled  from  the  mine  by  a  locomotive  on  a  tram  road  two  and  one- 
half  miles  and  then  lowered  down  an  incline  plane  several  hundred  feet 
and  dumped  into  the  railroad  cars.  There  are  supposed  to  be  six  or 
eight  acres  of  the  Big  Vein  in  this  opening.  The  ventilation  is  natural  and 
is  fairly  good.  The  drainage  fairly  good.  Timbering  is  good.  There 
is  no  powder  used  in  this  mine  in  getting  the  coal.  The  oil  used  for 
illuminating  purposes  is  of  a  fair  quality.  The  second  opening  to  this 
mine  meets  all  the  requirements  of  the  law.  Blankets  and  stretchers  were 
not  on  hand,  nor  rules. posted. 
C.  F.  JORDAN,  Supt.  W.   S.  BEYER,  Mine  Boss 

No.   146.     tour-foot  Mine. — This  mine,  located  at   Shaw  on  the   W.   M. 
R.  R..  is  a  drift  opening  operating  the  4-foot  coal.     This  mine  was  not  in 
•operation  either  time  I  was  there  and  was  not  inspected. 
C.  F.  JORDAN,  Supt.  W.   S.  BEVER,  Mine  Boss. 

TAYLOR    COAL   COMPANY. 

No.  147.  Taylor  Mine. — This  mine  is  located  one  and  one-half  miles 
from  Harrison  on  the  W.  M.  R.  R.,  and  is  on  the  Elk  Garden  Branch 
R.  R.,  and  on  Abrams  Creek.  Is  a  drift  opening  operating  the  Upper 
Freeport  Coal.  The  mine  has  not  been  working  very  much  and  was  not 
inspected  by  me. 

WM.   C.   LAREW,   Superintendent  and   Mine   Boss. 

MASTELLER   COAL   COMPANY. 

No.  148.  Hampshire  Four-foot  Mine. — This  mine,  located  at  Hampshire 
on  the  W.  M.  R.  R.;  is  a  drift  opening  operating  the  4-foot  coal  on  the 
-double  entry  system.  The  ventilation  produced  by  a  10-foot  fan  has 
always  been  found  fairly  good,  except  in  some  of  the  entries,  where  they 
are  driven  ahead  of  the  air  and  the  cross-cuts  not  put  through.     The  at- 
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tent  ion  of  the  management  was  called  to  this.  The  drainage  is  fairly 
good.  The  roof  and  general  safety  are  good.  The  oil  used  for  illumin- 
ating purposes  is  of  a  fair  quality.  There  is  no  powder  used  in  this  mine 
for  getting  the  coal.  With  the  present  mine  development  and  equipment 
and  a  full  force  this  mine  is  capable  of  producing  200  tons  per  day.  Blan- 
kets and  stretchers  kept  on  hand,  and  rules  posted.  The  second  opening 
meets  all  the  requirements  of  the  law. 
M.  MASTELLER,  Supt.  HENRY  BYERS,  Mine  Boss. 

ABRAMS  CREEK  COAL  AXD  COKE  COMPANY. 

No.  149.  OaJcmont  Mine. — This  mine  is  located  one  mile  from  Harrison 
on  the  Elk  Garden  Branch  of  the  W.  M.  R.  R.  on  Abrams  Creek.  It  is  a 
drift  opening  operating  the  Upper  Freeport  Coal  on  the  double  entry  sys- 
tem. The  ventilation  produced  by  a  small  furnace  is  very  poor.  We  rei. 
ommended  there  be  a  fan  installed  as  soon  as  possible.  The  drainage  is 
fairly  good.  This  mine  has  a  good  roof.  This  mine  is  very  dry  and  dusty 
in  some  portions,  and  we  recommended  that  the  dust  be  thoroughly 
watered  and  kept  damp,  and  we  requested  the  superintendent  to  give  this 
matter  his  attention  at  once.  Shooting  the  coal  on  the  solid  is  practiced 
almost  exclusively  in  this  mine.  All  powder  is  carried  into  the  mine  in 
cans  of  five  pounds  capacity.  The  oil  used  for  illuminating  purposes  is  of 
a  fair  quality.  With  the  present  mine  development  and  equipment  and 
a  full  force  of  men  this  mine  is  capable  of  producing  200  tons  per  day. 
The  second  opening  to  this  mine  meets  with  all  the  requirements  of  the 
law.  Blankets  and  stretchers  kept  on  hand.  Rules  not  posted. 
A.  P.  BRADY,  Supt.  WM.  SALMON, 

L.  D.  VAUGHN,  Mine  Bosses. 

ROBERT  BARRICK, 

GLEASON  COAL  AXD  COKE  COMPANY. 

No.  150.  Gleason  No.  1. — This  mine,  located  two  miles  south  of  Har- 
rison on  the  W.  M.  R.  R.,  is  a  drift  opening  operating  the  Upper  Kittan- 
ning  Coal  on  the  double  entry  system.  The  ventilation  is  natural  and 
only  fair.  The  drainage  is  good.  The  coal  is  low  and  does  not  show  up 
very  good.  There  were  seven  men  working  in  the  mine.  The  superin- 
tendent informed  me  that  the  company  was  thinking  of  closing  it  down 
for  the  present. 

J.  M.   DAVIS,   Superintendent  and   Mine   Boss. 

No.  151.  Gleason  No.  2. — This  mine,  located  two  miles  south  of  Har- 
rison on  the  W.  M.  R.  R.,  is  a  drift  opening  operating  the  Lower  Kittan- 
ning  Coal  on  the  double  entry  system.  This  is  a  new  opening  within  the 
past  year.  They  began  shipping  coal  about  February  last.  The  ventil- 
ation is  natural  and  only  fair.  The  drainage  is  good.  The  roof  is  very 
good.  The  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capac- 
ity. There  were  seven  men  working  in  this  mine  when  I  visited  it.  The 
company  expected  to  develop  this  mine  as  rapidly  as  possible.  No  blan- 
kets nor  stretchers  on  hand,  and  no  rules  posted. 
J.    M.    DAVIS,    Supt.  J.    H.    SMITH,    Mine    Boss. 
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PIEDMONT  BRICK  AND   COAL   COMPANY. 

No.  152.  Piedmont  Mine. — This  mine,  located  one  mile  east  of  Pied- 
mont on  the  B.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Lower  Kit  tan- 
ning Coal  on  the  donhle  entry  system.  The  ventilation  is  natural  and  is 
poor.  The  drainage  is  only  moderate.  The  roof  is  fairly  good  and  fairly 
well  timbered  and  looked  after.  The  oil  used  for  illuminating  purposes  is 
of  a  fair  quality.  There  were  no  blankets  and  stretchers  kept  on  hand. 
No  rules  posted.  This  mine  is  not  very  extensive,  the  bulk  of  the  produc- 
tion is  used  at  the  present  time  in  the  manufacture  of  brick.  I  under- 
stand the  company  contemplates  abandoning  this  mine,  and  making  a  new 
opening  in  the  near  future. 
B.  R.   SHULTIC,  Supt.  J.   L.  BROWN,  Mine  Boss. 

PRESTON   COUNTY. 

AUSTEN  COAL  AND  COKE  COMPANY. 

No.  153.  Austen  No.  1. — This  mine,  located  on  the  B.  &  O.  R.  R.  and  on 
Raccoon  Creek,  is  a  drift  opening  operating  the  Upper  Freeport  Coal  part- 
ly on  the  double  entry  system.  The  ventilation  produced  by,  a  10-foot  fan 
is  not  very  satisfactory  on  account  of  not  driving  the  main  air  course 
along  with  the  main  heading.  It  has  been  with  much  insistence  on  the 
part  of  the  inspector  that  the  management  has  again  started  the  main  air 
course,  and  when  this  air  course  is  driven  through  into  the  Pell  Heading 
it  will  make  the  ventilation  good.  The  roof  in  this  mine  is  rather  bad 
and  dangerous,  but  timbering  is  very  well  looked  after,  and  dangerous 
pieces  of  slate  taken  down.  All  powder  is  taken  into  the  mine  in  cans  of 
five  pounds  capacity.  The  employes  burn  oil  sold  to  them  by  the  operating 
company  which  is  of  a  fairly  good  quality.  With  the  present  mine  de- 
velopment and  equipment  and  a  full  force  of  men  this  mine  is  capable 
of  producing  400  tons  per  day.  The  second  opening  to  this  mine  -meets 
all  the  requirements  of  the  law.  Blankets  and  stretchers  kept  on  hand,, 
rules  are  posted. 
F.   W.   HORCHLER,   Supt.  A.   R.  MURPHY,   Mine   Boss. 

No.  154.  Austen  No.  ..'. — This  mine  is  located  on  the  B.  &  O.  R.  R.  and 
on  Raccoon  Creek.  It  is  a  drift  opening  operating  the  Upper  Freeport 
Coal  on  the  double  entry  system.  The  ventilation  produced  by  an  '8-foot 
fan  has  always  been  found  good  and  fairly  well  distributed  throughout 
the  mine.  The  roof  in  this  mine  is  principally  a  hard  sand  rock,  but  in 
some  places  it  has  a  thin  layer  of  slate  between  the  coal  and  rock  and  is 
somewhat  treacherous  but  is  well  looked  after.  All  powder  is  carried 
into  the  mine  in  cans  of  five  pounds  capacity.  Shooting  the  coal  on  the 
solid  is  not  practiced  in  this  mine.  The  employes  burn  the  oil  sold  them 
by  the  operating  company.  The  second  opening  of  this  mine  meets  all  the 
requirements  of  the  law.  Blankets  and  stretchers  kept  on  hand,  and 
rules  are  posted.  With  the  present  mine  development  and  equipment  and 
a  full  force  of  men  this  mine  is  capable  of  producing  400  tons  per  day. 
F.   W.   HORCHLER,   Supt.  G.   R.   COOK,  Mine  Boss. 
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IRONA  COAL  COMPANY. 

No.  158.  Irona  Mine  No.  1. — This  mine  is  located  two  miles  southwest 
of  Kingwood  on  the  West  Virginia  R.  R.  and  on  Morgans  Run,  and  is  a 
drift  opening  operating  in  the  Upper  Freeport  Coal  on  the  double  entry 
system.  The  ventilation  produced  by  a  10-foot  fan.  This  mine  was  closed 
down  shortly  after  my  first  visit  and  has  not  been  operated  since.  The 
company  moved  the  fan  from  this  mine  and  placed  it  at  No.  3  in  order 
to  ventilate  Nos.  1  and  3  with  the  same  fan  and  dump  the  coal  of  Nos.  1 
and  3  over  the  No.  2  tipple.  The  ventilation  in  this  mine  was  fairly  good. 
Drainage  and  general  safety  were  good.  Fair  quality  of  oil  used.  Blan- 
kets and  stretchers  kept  on  hand. 
GEORGE  P.  KING,  Supt.  T.  RAY  SPENCER,  Mine  Boss. 

No.  159.  Irona  Mine  No.  2.— This  mine,  located  two  miles  southwest 
of  Kingwood  on  the  W.  Va.  N.  R.  R.  on  Morgans  Run,  is  a  drift  opening 
operating  the  Upper  Freeport  Coal  on  the  double  entry  system.  Ventil- 
ation is  produced  by  a  small  furnace  which  does  not  give  very  good  re- 
sults and  the  ventilation  is  rather  poor.  I  recommended  there  be  a  fan 
installed.  The  drainage  and  general  safety  are  good.  Shooting  the  coal 
on  the  solid  is  not  much  practiced  in  this  mine.  The  roof  in  this  mine  is 
good,  being  a  sandrock.  The  law  in  regard  to  carrying  powder  into  the 
mine  I  think  is  strictly  complied  with.  The  oil  used  for  illuminating  pur- 
poses is  of  a  fair  quality.  Blankets  and  stretchers  are  kept  on  hand. 
With  the  present  mine  development  and  equipment  and  full  force  of  men 
this  mine  is  capable  of  producing  about  400  tons  per  daay.  The  second 
opening  to  this  mine  meets  all  the  requirements  of  the  law. 
GEO.  P.  KING  and  C.  W.  SANDRIDGE,  Supts. 

T.  R.  SPENCER,  Mine  Boss. 

No.  160.  Irona  Mine  No.  3.— This  mine,  located  two  miles  southwest  of 
Kingwood  on  the  W.  Va.  N.  R.  R.,  on  Morgans  Run,  is  a  drift  opening 
operating  the  Upper  Freeport  Coal  on  the  double  entry  system.  Ventila- 
tion produced  by  a  10-foot  fan  gives  good  results.  This  is  a  new  opening 
and  now  connected  with  No.  1.  The  coal  from  No.  1  will  be  hauled 
through  this  mine  and  dumped  over  No.  2  tipple.  Drainage  is  fairly 
good.  General  safety  fairly  good.  Blankets  and  stretchers  kept  on  hand. 
The  roof  in  this  mine  is  fairly  good  and  is  well  looked  after.  The  oil 
used  for  illuminating  purposes  meets  the  requirements  of  the  law.  The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
GEO.  P.  KING  and  C.  W.   SANDRIDGE,  Supts. 

T.  R.  SPENCER,  Mine  Boss. 
MERCHANTS    COAL    COMPANY. 

Nos.  161  and  162.  Tunnelton  Mines  Nos.  1,  2  and  8.— These  mines  are 
located  at  Tunnelton  on  the  B.  &  O.  R.  R.,  and  are  drift  openings  operating 
the  Upper  Freeport  Coal.  Nos.  1  and  3  have  not  been  in  operation  for  the 
last  year,  and  have  never  been  inspected  by  me.  I  have  regularly  inspected 
No.  2  four  times  during  the  last  year,  and  have  always  found  ventilation 
and  drainage  very  good.    The  general  safety  fairly  good.     It  seems  to  be 
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per  day.    The  second  openii  eets  all  the  requirements  of 

the  law. 
s    II    JORDAN,  Supt.  JollX   HENRY,  Mine 

KINGWOOD    CO  W.    COMPAQ  V. 

No  164  Hotci  iii<-  Vine.-  This  mine,  located  on  the  W.  7a.  N  R  R., 
ii\.-  miles  Bouthwesl  of  Kingwood,  is  a  drift  mine  opening  operating  the 
Upper  Preepoii  Coal  mi  the  double  entrj  The  ventilation  is  pro- 

duced by  furnace  which  ba  ind  fairly  good  throughout  the  mine. 

Shooting  the  coal  <>n  the  solid  was  formerly  practiced  in  this  mine,  but 
has  been  almost  discontinued.    The  drain  i     The  :  ood,  it 

ad  rock.  The  powder  la  carried  Into  the  mine  In  cans  of  five  pounda 
capacity.  The  employes  burn  the  oil  >>>\<\  them  by  the  merchants  here, 
which  is  oot  a  firsl  class  oil.  With  present  mine  development  and  equip- 
ment and  a  full  force  of  men  thin  mine  la  capable  of  producing  350  tons 
per  day.  Blankets  and  Btretchera  Kepi  on  hand. 
V    EC    GOCKE    Bupt 

R     B     i   \i,'K\v    and    THOS.    MACKBY,    Mine    Bo 

///  / 1:  CO  I  /.  d  OOE  r.  COMPA  \  V. 

No    165      D  icated  on  the  B.  <k-  O.  R.  R  and 
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on  Raccoon  Creek,  is  a  drift  opening  operating  the  Upper  Freeport  Coal  on 
the  double  entry  system.  The  ventilation  produced  by  a  furnace  has  al- 
ways been  found  satisfactory.  The  air  is  well  distributed  throughout  the 
mine.  The  drainage  and  genera]  ;afetj  arc  good.  The  roof  in  this  mine 
is  good.  It  is  a  hard  sandrock.  Shooting  the  coal  on  the  solid  is  not 
practiced  in  this  mine.  The  powder  is  carried  into  the  mine  in  five  pound 
cans.  The  oil  used  for  illuminating  purposes  is  of  a  fair  quality.  Blank- 
ets and  stretchers  kept  on  hand.  The  second  opening  to  this  mine  meets 
all  the  requirements  of  the  law.  With  (he  present  development  of  this 
mine  and  a  full  force  of  men  this  mine  is  capable  of  producing  150  tons 
per  day. 
R.  M.  HITE,  Supt.  ALF.  FORTNEY,  Mine  Boss. 

ORR  COAL  d    COKE  COMPANY. 

No.  1GG.  Vulcan  Mirie. — This  mine,  located  on  the  B.  &  O.  R.  R.  and 
on  Raccoon  Creek,  is  a  drift  opening  operating  the  Upper  Freeport  Coal 
on  the  double  entry  system.  The  ventilation  produced  by  a  10  ft. 
fan  has  never  been  satisfactory.  The  main  air  course  is  considerably 
filled  with  slate  and  chokes  the  ventilation.  I  recommended  that  the 
air  course  be  cleaned  out.  On  my  last  visit  to  this  mine  I  found  the  ven- 
tilation very  much  improved.  The  drainage  is  fairly  good.  General  safety 
fairly  good.  The  roof  in  this  mine  in  some  places  is  a  hard  sandrock  and 
in  others  a  very  treacherous  soapstone,  but  is  well  looked  after.  The  oil 
used  by  the  employes  is  sold  them  by  the  operating  company  and  is  of 
a  fair  quality.  The  powder  Ls  can  ied  into  the  mine  in  cans  of  five  pounds 
capacity.  The  second  opening  to  this  mine  meets  all  the  requirements  of 
the  law.  Blankets  and  stretchers  kept  on  hand.  With  the  present  de- 
velopments and  equipment  and  full  force  of  men  this  mine  is  capable 
of  producing  300  tons  per  day. 
J.  M.  ORR,  Supt.  GRANT  DEAL  and  F.  E.  DAWSON,  Mine  Bosses. 

MANUFACTURERS  COAL  d-  COKE  COMPANY. 

Nos.  1G7  and  168.  Victoria  Mines  Nos.  J  and  2. — These  mines  are  lo- 
cated on  Three  Fork  Creek  1  mile  north  of  Hardman  on  the  B.  &  O.  R.  R. 
No  1  is  a  drift  opening  operating  the  Lower  Kittanning  Coal  on  the  double 
entry  system,  but  has  not  been  in  operation  in  the  last  year.  No.  2  is 
a  slope  opening  operating  the  Lower  Kittanning  Coal  on  the  triple  en- 
try system.  The  ventilation  has  always  been  only  fair  on  account  of  not 
being  well  distributed  around  the  working  faces.  On  the  last  inspection 
I  found  the  ventilation  much  improved,  the  company  installed  a  10  ft. 
Robinson  fan  which  will  make  ample  ventilation  for  sometime.  This  mine 
generates  considerable  explosive  gas  and  requires  careful  watching.  In 
July  1905  there  was  a  small  explosion  which  resulted  in  the  death  of  one 
man  and  burned  two  others.  This  mine  caught  fire  from  some  cause  in 
February  which  necessitated  the  bratticing  up  and  flooding  of  the  mine, 
it  was  re-opened  in  May  and  was  found  that  the  fire  had  done  no  serious 
damage  to  the  mine.  The  drainage  is  only  moderate.  The  roof  is  slate 
and  is  fairly  good.     The  oil  used  for  illuminating  purposes  meets  with 
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the  requirements  of  the  law.  The  powder  is  carried  into  the  mine  in  cans 
of  5  pounds  capacity.  Blankets  and  stretchers  kept  on  hand,  and  rules 
posted.  With  the  present  mine  development  and  equipment  and  a  full 
force  of  men  this  mine  is  capable  of  producing  200  tons  per  day.  The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
JOHN  H.  LAREW  and  DAVID  STODDARD,  Supts. 

JOE  GRIM  and  DAVID  STODDARD,  Mine  Bosses. 

PENNSYLVANIA  CONSOLIDATED  COAL  COMPANY. 

No.  1G9.  Shrader  Mine. — This  mine  located  on  Three  Fork  Creek  1% 
miles  north  of  Hardman  on  the  B.  &  0.  R.  R.  is  a  drift  opening  operating 
the  lower  Kittanning  Coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  10  ft.  fan  has  always  been  fairly  good  except  some  of  the 
south  entries.  There  were  some  suggestions  made  in  regard  to  bettering 
the  ventilation  in  these  entries.  This  mine  is  somewhat  dry  and  dusty 
on  the  north  side  but  is  kept  well  watered  and  damp  by  the  use  of  a  water 
car  for  that  purpose.  The  drainage  and  general  safety  throughout  the 
mine  are  good.  Shooting  the  coal  on  the  solid  is  practiced  to  some  ex- 
tent. The  powder  is  carried  into  the  mine  in  cans  of  5  pounds  capacity. 
The  oil  used  for  illuminating  purposes  is  of  a  fair  quality.  Blankets  and 
stretchers  kept  on  hand.  Rules  not  posted,  and  the  attention  of  the  Su- 
perintendent has  been  called  to  this  several  times.  With  the  present 
mine  development  and  equipment  and  a  full  force  of  men  this  mine  is 
capable  of  producing  200  tons  per  day.  The  second  opening  meets  all 
the  requirements  of  the  law. 
CHARLES   S.   FORTNEY   and   FRED.   FORTNEY,   Supts. 

FERD  ROWE  and  G.  S.  PYLES,  Mine  Bosses 

ATLANTIC  COAL  d  COKE  COMPANY. 

No.  170.  Atlantic  Mine  No.  1. — This  mine  is  located  three  miles  east 
of  Tunnelton  on  Pringles  Run  is  a  drift  opening  operating  the  Upper 
Freeport  Coal  on  the  triple  entry  system.  The  ventilation  produced  by  a 
1G  ft.  Robinson  fan  has  always  been  found  good,  except  on  some  of  the 
entries  where  the  air  courses  were  behind.  The  general  safety  and  drain- 
age are  good.  The  oil  used  for  illuminating  purposes  meets  the  require- 
ments of  the  law.  Blankets  and  stretchers  kept  on  hand.  The  roof  in  this 
mine  is  a  sandrock  and  is  therefore  what  we  term  a  good  roof.  With  the 
present  mine  development  and  equipment  and  with  a  full  force  of  men 
this  mine  is  capable  of  producing  350  tons  per  day.  Powder  is  carried  in- 
to the  mine  in  five  pound  cans.  The  second  opening  meets  with  all  the  re- 
quirements of  the  law. 
C.  W.  SANDRIDGE,  Supt. 

THOS.  MUCKEY,  W.  H.  SANFORD  and  F.  E.  EAVANS,  Mine  Bosses. 

ELKINS  COAL  &  COKE  COMPANY. 

No.  171.  No.  2  or  Bretz  Mine. — This  mine,  located  about  ten  miles 
south  east  of  Morgantown  on  the  M.  &  K.  R.  R.  and  on  Deckers  Creek, 
is  a  drift  opening  operating  the  Upper  Freeport  Coal  on  the  double  entry 
system.    The  ventilation  is  produced  by  a  16  ft.  Robinson  fan,  which  has 
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been  installed  in  the  last  year.  The  ventilation  is  not  what  it  should  be 
on  account  of  the  main  air  course  being  somewhat  filled  up  with  falls  of 
slate.  The  drainage  and  general  safety  are  good  and  are  very  well  looked 
after.  The  oil  in  use  here  is  of  rather  poor  quality.  Blankets  and 
stretchers  kept  on  hand.  The  powder  is  carried  into  the  mine  in  cans 
of  five  pounds  capacity.  There  has  been  considerable  improvement  at 
this  plant  in  the  last  year,  installing  machinery  and  building  coke  ovens. 
They  have  built  100  new  coke  ovens,  and  installed  2-200  K.  W.  generators, 
3-10  ton  electric  motors,  2-150  H.  P.  boiler,  new  coal  crusher,  125  H.  P. 
motor  and  100  steel  mine  cars.  From  present  indications  the  Company  in- 
tends this  to  be  an  up  to  date  plant.  This  Company  was  formerly  West  Vir- 
ginia Coal  Co. 
J.  E.  HAMILTON  and  J.  B.  HANSFORD,  Supts. 

JOHN  BELIJ  and  G.  B.  MILLER,  Mine  Bosses. 

No.  172.    No.  h  Mine. — This  is  a  new  mine  being  developed  in  the  Upper 
Freeport  Coal. 
J.  B.  HANFORD,  Supt.  J.  Y.  RALSTON,  Mine  Boss. 

RANDOLPH  COUNTY. 

DAVIS  COLLIERY  COMPANY. 

No.  173.  Colliery  No.  1  or  Coalton  Mine. — This  mine,  located  at  Coal- 
ton  about  five  miles  above  Roaring  Creek  Junction  on  the  W.  M.  R.  R.  and 
on  Roaring  Creek,  is  a  drift  opening  operating  the  Upper  Freeport  Coal. 
The  ventilation  produced  by  a  20ft.  Robinson  fan  has  always  been  found 
good.  This  mine  is  ventilated  with  overcasts  in  every  entry,  and  each 
entry  is  supplied  with  separate  and  distinct  divisions  of  air  and  it  is  one  of 
the  best,  if  not  the  best,  ventilated  mine  in  the  Third  District.  The  roof  in 
this  mine  is  good.  On  my  last  visit  to  this  mine  I  found  several  full 
kegs  of  powder  that  had  been  taken  into  the  mine  by  the  miners.  I  or- 
dered them  taken  out  at  once.  The  drainage  and  timbering,  good.  The 
oil  used  for  illuminating  purposes  meets  the  requirements  of  the  law. 
Shooting  the  coal  on  the  solid  is  practiced  in  this  mine  to  a  great  ex- 
tent. With  the  present  mine  development  and  equipment  and  a  full  force 
of  men  this  mine  is  capable  of  producing  GOO  tons  per'  day.  The  second 
opening  to  this  mine  meets  with  all  the  requirements  of  the  law.  Blankets 
and  stretchers  kept  on  hand,  and  rules  posted. 
A.  C.  FINLEY,  Supt. 

ED.  WILLIAMS  and  DAVID  STODDARD,  Mine  Bosses. 

No.  174.  Colliery  No.  3  or  Harding  Mine. — This  mine,  located  at  Hard- 
ing on  the  W.  M.  R.  R.  is  a  drift  opening  operating  the  Upper  Freeport 
coal.  The  ventilation,  produced  by  a  10-ft.  fan,  has  always  been  fairly 
good  except  in  some  of  the  advance  workings.  There  have  been  some  rec- 
ommendations made  in  regard  to  improving  the  ventilation.  This  mine  is 
operated  on  the  double  entry  system  .  There  is  from  18  in.  to  2  ft.  of 
coal  left  next  the  top  for  roof  which  makes  an  excellent  one.  Shoot- 
ing the  coal  on  the  solid  is  practiced  in  this  mine  to  some  extent. 
The  powder  so  far  as  I  could  see  is  carried  in  the  mine  in  cans  of  five 
pounds  capacity.    The  drainage  is  good.    The  oil  for  illuminating  purposes 
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meets  the  requirements  of  the  law.  Blankets  and  stretchers  kept  on  hand, 
and  rules  posted.  With  the  present  mine  development  and  equipment 
and  a  full  force  of  men  this  mine  is  capable  of  producing  500  tons  per 
day.  The  second  opening  to  this  mine  meets  with  all  the  requirements  of 
the  law. 
A.  C.  FINLEY,  Supt.  A.  C.  DAVIS.  Mine  Boss. 

No.  175.     Grassy  Run  Mine. — This  mine  is  located  on  the  C.  &  C.  R.  R. 
and  on  Grassy  Run.     It  is  a  drift  opening  operating  the  Upper  Freeport 
Coal.     This  mine  has  not  been  working  the  past  year  and  was  never  in- 
spected by  me. 
A.  C.  FINLEY,  Supt. 

DAVIS  COAL  d-  COKE  COMPANY. 

•  No.  176.  Weaver  Mine  No.  1. — This  mine,  located  on  the  Belington  and 
Beaver  Creek  R.  R.  and  on  Beaver  Creek  about  11  miles  from  Belington, 
is  a  drift  opening  operating  the  Upper  Freeport  Coal  on  the  double  entry 
system.  The  ventilation  produced  by  a  12  ft.  fan  has  always  been  found 
good.  The  air  is  well  distributed  throughout  the  mine.  The  drainage  is 
good.  This  seam  is  from  ly.,  feet  to  8  feet  in  thickness.,  and  has  a  slate  roof 
but  the  timbering  is  well  looked  after  and  loose  pieces  of  slate  taken 
down.  The  powder  is  taken  into  the  mine  in  Ave  pounds  capacity.  So 
far  as  I  could  see  shooting  the  coal  on  the  solid  is  not  much  practiced  in 
this  mine.  The  oil  for  illuminating  purposes  is  of  fair  quality.  With 
the  present  mine  development  and  equipment  and  a  full  force  of  men  this 
mine  is  capable  of  producing  500  tons  per  day.  The  second  opening  to  this 
mine  meets  all  the  requirements  of  the  law.  Blankets  and  stretchers  are 
kept  on  hand,  and  rules  posted. 
WM.  BARRICK  and  M.  L.  GARVEY,  Supts. 

JAMES  STEWART,  Mine  Boss. 

No.  177.  Weaver  Mine  No.  ,?. — This  mine,  located  11  miles  from  Beling- 
ton on  the  Belington  &  Beaver  Creek  R.  R..,  is  a  drift  opening  operating 
the  Upper  Freeport  coal  on  the  double  entry  system.  The  ventilation  pro- 
duced by  a  12  foot  fan  has  always  been  found  good.  The  drainage  and 
general  safety  are  good.  The  powder  is  carried  into  the  mine  in  cans 
of  five  pounds  capacity.  Shooting  the  coal  on  the  solid  is  not  much  prac- 
ticed. This  coal  is  from  1\U  to  8  feet  in  thickness  and  has  a  slate  roof, 
but  timbering  is  well  looked  after  and  loose  pieces  of  slate  taken  down. 
The  oil  burned  by  the  employes  is  sold  them  by  the  operating  company 
and  is  of  a  fair  quality.  With  the  present  mine  development  and  equip- 
ment and  a  full  force  of  men  this  mine  is  capable  of  producing  500  tons 
per  day.  The  second  opening  of  this  mine  meets  all  the  requirements  of 
the  law.  Blankets  and. stretchers  kept  on  hand,  and  rules  posted. 
M.  L.  GARVEY  and  WM.  BARRICK,  Supts. 

J.  L.  THOMAS  and  WM.  REEVES,  Mine  Bosses. 

No.  178.    Leiter  Mine. — This  mine,  located  on  the  C.  &  C.  R.  R.  one  mile 
from   Roaring  Creek   Junction   on   the    Tygarts   Valley    River,    is   a   drift 
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opening  operating   the    Upper   Freeport   Coal.     This    mine    has   not  been 
working  the  past  year  and  was  not  inspected. 
M.  L.  GARVEY  and  WM.  BARRICK,  Snpts. 

W.  H.  GREEN. 

No.  170.  Klondyke  Mine. — This  mine  is  located  one  mile  west  of  Mabie 
on  branch  of  the  C.  &  C.  R.  R.  and  on  Roaring  Creek.  It  is  a  drift  open- 
ing operating  the  Upper  Freeport  Coal  on  the  double  entry  system.  The 
ventilation  is  produced  by  a  small  furnace  and  does  not  give  very  good 
results.  This  mine  has  not  been  working  much  the  past  year  and  was 
inspected  once  during  the  year.  The  drainage  is  good.  The  oil  used  for 
illuminating  purposes  was  of  a  fair  quality.  Shooting  the  coal  on  the 
solid  is  practiced.  I  found  some  full  kegs  of  powder  taken  in  the  mine 
by  the  men  and  ordered  them  to  be  taken  out.  The  second  opening  to  this 
mine  meets  all  the  requirements  of  the  law.  Blankets  and  stretchers  not 
kept  on  hand,  nor  rules  posted. 
W.  H.  GREEN.,  Supt.  and  Mine  Boss. 

TUCKER  COUNTY. 

DAVIS  COAL  &  COKE  COMPANY. 

No.  ISO.  No.  28  or  Thomas  Drift  Mine.  —  This  mine,  located  at  Thomas 
on  the  W.  M.  R.  R.,  is  a  drift  opening  operating  the  Upper  Freeport  Coal 
on  the  double  entry  system.  The  ventilation  produced  by  an  18  ft.  fan. 
has  always  been  found  good.  The  drainage  good.  Oil  used  for  illuminat- 
ing purposes  is  of  a  fair  quality.  Shooting  the  coal  on  the  solid  is  still 
practiced.  The  roof  is  good.  Taking  powder  into  the  mine  in  full  kegs 
was  formerly  practiced,  but  that  practice  has  been  discontinued,  and 
powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  second 
opening  to  this  mine  meets  all  the  requirements  of  the  law.  With  the  pres- 
ent development  and  equipment  and  a  full  force  of  men  this  mine  is  capable 
of  producing  1200  tons  per  day.  Blankets  and  stretchers  kept  on  hand, 
and  rules  posted. 
D.  R.  JONES,  Supt.  ALEX.  CLOSE,  Mine  Boss. 

No.  181.  No.  25  Mine.  —  This  mine,  located  at.  Thomas  on  the  W.  M.  R. 
R.,  is  a  drift  opening  operating  the  Upper  Freeport  Coal  on  the  double  entry 
system.  The  ventilation  produced  by  a  10  ft.  fan  has  always  been  only 
moderate  on  account  of  the  air  courses  being  somewhat  filled  up,  and  the 
doors  not  properly  attended,  being  sometimes  left  standing  open.  The 
drainage  is  fairly  good.  Some  parts  of  this  mine  generate  explosive  gas 
in  small  quantities.  The  roof  is  a  very  hard  slate  and  is  safe.  Shooting 
the  coal  on  the  solid  is  practiced  to  a  large  extent  in  this  mine.  The  em- 
ployes burn  the  oil  sold  them  by  the  operating  company  which  is  of  a 
fair  quality.  With  the  present  mine  development  and  equipment  and  a 
full  force  of  men  this  mine  is  capable  of  producing  500  tons  per  day.  The 
powder  is  carried  into  the  mine  in  five  pound  cans.  Blankets  and  stretch- 
ers kept  on  hand,  and  rules  are  posted. 
D.  R.  JONES,  Supt. 

GEO.  CAMPBELL  and  A.  REXROAD,  Mine  Bosses 
A.  STUART,  Fire  Boss. 
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No.  182.  No.  26  Wine.— This  mine  located  a1  Coketon  on  the  W.  M. 
R.  R.  and  North  Branch  <>r  Black  Water,  is  a  drift  opening  operating  the 
Upper  Freeport  Coal  on  the  double  entry  system.  This  is  a  new  opening 
made  within  the  past  year.  They  began  shipping  coal  ahout  the  month  of 
November  1905.  The  ventilation  is  not  good.  On  my  last  visit  to  this 
mine  in  June  1900,  the  Company  was  installing  a  15  ft.  fan  which  will 
give  ample  ventilation.  The  drainage  and  general  safety  were  good.  The 
oil  burned  by  the  employes  is  sold  them  by  the  operating  company  and  is 
of  a  fair  quality.  Shooting  the  coal  on  the  solid  is  practiced  in  this  mine. 
The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
"With  the  present  mine  development  and  equipment  and  a  fu}l  force  of 
men  this  mine  is  capable  of  producing  100  tons  per  day.  The  roof  in  this 
mine  is  excellent  being  a  very  hard  slate.  Blankets  and  stretchers  kept 
on  hand,  and  rules  posted. 
R.  C.  SIMPSON,  Supt.  S.  G.  SIMPSON,  Mine  Boss. 

No.  183.  No.  S.'i  or  Thomas  Shaft  Mine.  —  This  mine  located  at  Thomas  on 
the  W.  M.  R.  R.,  is  a  shaft  opening  180  feet  deep  operating  the  Lower  Kit- 
tanning  Coal  on  the  double  entry  system.  The  ventilation  produced  by  a 
10  ft.  fan  has  not  always  been  satisfactory,  and  the  drainage  was  very  bad 
on  my  first  inspection.  The  air  courses  and  ditches  were  badly  stopped 
up.  There  were  recommendations  given  in  regard  to  cleaning  the  ditches 
and  widening  the  air  courses.  On  my  second  inspection  I  found  great 
improvement  in  the  ventilation  and  drainage.  The  roof  in  this  mine  is 
very  bad,  but.  timbering  is  well  looked  after.  The  present  management 
has  adopted  the  plan  of  leaving  up  head  coal  for  roof  which  I  think  will 
.be  a  great  benefit  to  this  mine  in  regard  to  the  safety  of  the  employes 
and  saving  to  the  company  in  operating  the  mine.  The  powder  is  carried 
into  the  mine  in  five  pound  cans.  The  second  opening  to  this  mine  meets 
the  requirements  of  the  law.  With  the  present  mine  development  and 
equipment  and  a  full  force  of  men  this  mine  is  capable  of  producing  GOO 
tons  per  day.  Blankets  and  stretchers  kept  on  hand,  and  rules  posted. 
D.  R.  JONES,  Supt.  THOS.  MALOY  and  A.  WOODS,  Mine  Bosses. 

GEORGE  EVANS,  Fire  Boss. 

No.  184.  No.  35  Mine. — This  mine,  located  at  Coketon  on  the  W.  M.  R. 
R.  and  the  north  branch  of  Black  Water,  is  a  drift  opening  operating  the 
Lower  Kittanning  Coal.  The  ventilation  is  natural  and  very  poor.  The 
drainage  has  been  somewhat  improved  in  the  past  year  but  is  still  not  very 
satisfactory.  The  management  has  promised  to  put  it  in  a  more  satisfac- 
tory condition  by  the  time  of  my  next  visit.  It  has  a  slate  roof  which 
is  very  bad,  but  is  fairly  well  timbered  and  looked  after.  Shooting  the 
coal  on  the  solid  is  practiced  in  this  mine.  The  oil  used  Eor  illuminating 
purposes  is  of  a  fair  quality.  With  the  present  mine  development  and 
equipment  and  a  full  force  of  men  this  mine  is  capable  of  producing  150 
tons  per  day.  The  second  opening  of  this  mine  meets  all  ili<'  requirements 
of  the  law.  Blankets  and  stretchers  kept  on  hand,  and  rules  are  posted. 
R.  C.   SIMPSON,    Supt. 

THOS.  KILROY  and  GEORGE  CHRISTIFER,  Mine  Bosses. 

No.  185.    No.  86  Mine.— This  mine,  located  at  Coketon  on  the  W.  M.  R. 
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R.  and  on  the  north  branch  of  Black  Water,  is  a  drift  opening  operating 
the  Lower  Kittanning  Coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  L5  ft.  fan  has  always  been  found  fairly  good  and  fairly  well 
distributed  throughout  the  mine.  Tbe  drainage  is  fairly  good.  The  oil 
used  for  illuminating  purposes  is  of  a  fair  quality.  Shooting  the  coal 
on  the  solid  is  practiced  to  some  extern.  Willi  the  present  mine  develop- 
ment and  equipment  and  a  full  force  of  men  (bis  mine  is  capable  of 
producing  450  ton  per  day.  Blanket's  and  stretchers  kept  on  hand,  and 
rules  are  posted.  The  roof  in  this  mine  is  good.  The  head  coal  is  left 
up  and  makes  a  good  safe  roof.  The  second  opening  to  this  mine  meets 
with  all  the  requirements  of  the  law.  The  powder  is  carried  into  the  mine 
in  five  pound  cans. 
R.  C.  SIMPSON,  Supt.  WM.  J.  CHRISTIFER,  Mine  Boss. 

No.  1SG.  No.  37  Mine. — This  mine,  located  at  Coketon  on  the  W.  M.  R. 
R.  and  on  the  north  branch  of  Black  Water,  is  a  drift  opening  operating 
the  Lower  Kittanning  Coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  12  ft.  fan  has  never  been  very  satisfactory.  While  there 
have  been  some  improvements  in  the  drainage  in  the  past  year  the 
condition  of  this  mine  in  regard  to  ventilation  and  drainage  are  not 
at  all  satisfactory.  A  letter  was  addressed  to  the  General  Superintend- 
ent calling  his  attention  to  the  conditions  of  this  mine  with  a  request 
that  this  mine  be  put  in  a  satisfactory  condition  and  that  he  give  it  his 
immediate  attention.  The  oil  used  for  illuminating  purposes  is  only  of  a 
fair  quality.  The  roof  in  this  mine  is  very  bad.  Shooting  the  coal  on 
the  solid  is  practiced  to  a  great  extent.  Blankets  and  stretchers  kept  on 
hand,  and  rules  are  posted.  With  the  present  mine  development  and 
equipment  and  a  full  force  of  men  this  mine  is  capable  for  producing 
300  tons  per  day.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law. 
R.  C.  SIMPSON,  Supt. 

WM.  REEVES  and  G.  J.  KILROY,  Mine  Bosses. 

CUMBERLAND  COAL  COMPANY. 
Nos.  187  and  18S.  Nos.  1  and  3  Mines.— These  mines  are  located  at 
Douglas  on  the  W.  M.  R.  R.  and  on  the  north  branch  of  the  Black  Water 
They  are  drift  openings  operating  the  Lower  Kittanning  Coal.  No.  1  is 
worked  out  and  was  abandoned  during  the  past  year.  No.  3  is  operated 
on  the  double  entry  system.  The  ventilation  is  natural  and  poor.  The 
drainage  bad.  The  roof  in  this  mine  is  bad,  but  is  fairly  well  timbered 
and  looked  after.  The  oil  used  for  illuminating  purposes  only  of  a  fair 
quality.  Shooting  the  coal  on  the  solid  is  practiced  to  some  extent.  With 
the  present  mine  development  and  equipment  this  mine  is  capable  produc- 
ing 100  tons  per  day.  Blankets  and  stretchers  kept  ond  hand,  and  rules 
are  posted.  The  second  opening  to  this  mine  meets  all  the  requirements 
of  the  law. 
J.  B.  JENKINS,  Supt. 

JAMES  CHRISTOPHER  and  A.  JENKINS,  Mine  Bosses. 

Nos.  1S9  and  190.    Douglas  Mines  Nos.  Jf  and  J.— These  mines  are  located 
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at  Douglas  on  the  W.  M.  R.  R.  and  on  the  north  branch  of  the  Black 
Water,  and  are  drift  openings  operating  the  Lower  Kittanning  Coal  on  the 
double  entry  system.  The  ventilation  produced  by  a  20  ft.  fan  has  always 
been  found  good  on  the  entries,  but  not  so  well  distributed  throughout 
the  mine.  The  drainage  is  fairly  good  in  these  mines  now  there  has  been 
b'ome  improvement  along  this  line.  Shooting  the  coal  on  the  solid  is  prac- 
ticed in  these  mines.  All  powder  is  carried  into  the  mine  in  cans  of  five 
pounds  capacity.  The  employes  burn  the  oil  sold  them  by  the  operating 
Company  which  is  only  a  fair  quality.  These  mines  are  connected  and 
are  both  ventilated  by  the  same  fan.  Blankets  and  stretchers  kept  on 
hand.  Rules  posted.  With  the  present  mine  development  and  equipment 
and  a  full  force  of  men  these  mines  are  capable  of  producing  400  tons  per 
day.  The  second  opening  to  these  mines  meets  all  the  requirements  of  the 
law 
J.  B.  JENKINS,  Supt. 

JAS.  CHRISTOPHER  and  A.  JENKINS.,  Mine  Bosses. 

BEACON  COAL  <C-  COKE  COMPANY. 

No.  191.  Beacon  Mine. — It  is  located  G  miles  east  of  Davis  on  the  Davis 
Branch  of  the  W.  M.  R.  R.  and  on  Beaver  Creek,,  and  is  a  drift  opening 
operating  the  Lower  Kittanning  Coal  on  the  double  entry  system.  The 
ventilation  produced  by  a  10  ft.  fan  has  always  been  found  good.  The 
drainage  is  good.  The  roof  is  rather  bad,  but  is  well  timbered  and  well 
looked  after.  Shooting  the  coal  on  the  solid  is  not.  much  practiced.  The 
powder  is  carried  into  the  mine  in  cans  of  5  pounds  capacity.  The  oil 
used  for  illuminating  purposes  is  of  a  fair  quality.  With  the  present  mine 
development  and  equipment  and  a  full  force  of  men  this  mine  is  capable 
of  producing  300  tons  per  day.  Blankets  and  stretchers  kept  on  hand. 
Rules  not  posted.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law. 
D.  G.  PORTER  and  W.  C.  PATTERSON,  Supts. 

FRANK  BELL,  Mine  Boss. 
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Office  of  the  Forum  District  Mink  [nspectob, 

Clifton,  W.  Va.s  Sept.  12,  1906. 

Hon.  James  W.  Paul. 
Chief  Mine  Inspector, 
Charleston,  W.  Va. 
Sib— I  herewith  respectfully  submit    to  you  for  your  consideration  my 
annual  report  as  Inspector  of  the  mines  in  the   Fourth   District  of  West 
Virginia,  for  the  year  ending  June  30,  190G. 

During  the  vear  I  made  23G  regular  inspections,  and  forty-eight  special 
visits  which  were  principally  in  response  to  written  requests  of  the  miners 
and  for  the  purpose  of  investigating  fatal  accidents. 

I  am  pleased  to  report  that  a  majority  of  the  mines  in  this  District 
have  been  improved  in  their  conditions  in  many  respects.  The  general 
safety  and  ventilation,  especially,  have  received  considerable  attention 
with  good  results. 

During  my  official  visits  to  the  mines.  I  have  not  failed  to  impress  upon 
the  miners  the  importance  of  keeping  their  places  properly  timbered.  I 
have  impressed  upon  the  mine  officials  the  importance  of  enforcing  the 
rules  as  laid  down  in  the  State  Mining  Law;  for,  if  these  were  more 
strictly  enforced,  the  number  of  accidents  would  be  greatly  reduced,  as 
some  of  the  fatal  accidents  might  have  been  prevented  if  the  unfortunate 
persons  themselves  had  exercised  ordinary  care. 

During  the  vear.  I  found  it  necessary,  in  two  instances,  to  institute 
legal  proceedings  against  companies  for  operating  their  mines  in  viola- 
tion of  sections  G  and  10  of  the  State  Mining  Law,  and  on  May  28,  notice 
was  served  on  the  Rothwell  Coal  Company  and  the  St.  Clair  Colliery  Com- 
pany  that  on  the  31st  day  of  May  application  would  be  made  to  the  Cir- 
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cuit  Court  of  Fayette  County  for  an  injunction  to  restrain  them  from  oper- 
ating their  mines  in  violation  of  the  law.  Said  application  was  made  on 
the  above  named  date  and  the  cases  set  for  hearing  June  Gth.  On  this 
date,  Judge  W.  R.  Bennett,  after  hearing  "the  evidence,  issued  an  order 
restraining  the  Rothwell  Coal  Company  from  employing  more  than  twen- 
ty persons,  at  any  one  time,  in  their  Dubree  Mine,  until  such  time  as  the 
mine  should  be  placed  in  condition  to  comply  with  sections  G  and  10  of 
the  State  Mining  Law.  On  the  same  date  an  order  was  issued  restraining 
the  St.  Clair  Colliery  Company  from  operating  their  No.  2  Mine  until  such 
time  as  the  mine  should  be  placed  in  condition  to  comply  with  sections 
G  and  10  of  the  State  Mining  Law. 

During  the  year  the  Pennsylvania  and  New  River  Coal  Company  installed 
an  electric  plant  at  their  Kohinoor  Mine.  Compressed  air  plants  were 
installed  by  the  following  companies:  Falling  Rock  Cannel  Coal  Com- 
pany, at  their  Jones  Mine;  Mill  Creek  Cannel  Coal  Company,  at  their  Mill 
Creek  Mine;  Pen  Mar  Coal  Company,  at  their  Pen  Mar  Mine;  and  W.  W. 
Graham  Company  at  their  Graham  Mine. 

Eleven  new  mines  were  opened  in  this  District  during  the  year. 

In  conclusion,  I  am  glad  to  acknowledge  the  very  courteous  treatment 
that  I  have  received  at  the  hands  of  the  miners,  mine  officials,  and  oper- 
ators throughout  the  District,  in  the  performance  of  my  official  duties. 

I  also  wish  to  thank  you  for  your  kind  treatment  and  valuable  assist- 
ance. 

Very  truly  yours, 

Earl  A.  Henry, 
Mine  Inspector  Fourth  District. 


CONDITION  OF  THE  MINES  IN  THE  FOURTH  DISTRICT. 


CLAY  COUNTY. 
DORFEE  COAL  MINING  COMPANY. 

P.    O.,    DORFEE,    W.    VA. 

No.  192.  Elk  Manor  Mine. — This  mine  is  located  at  Dorfee,  forty-two 
miles  east  of  Charleston,  on  the  Coal  and  Coke  Railroad.  It  is  a  drift 
opening  operating  the  Winifrede  Seam  on  the  double  entry  system. 

"Ventilation  is  produced  by  an  eight-foot  fan  which  is  found  to  be  gener- 
ally good  throughout  the  mine.  Cross-cuts  are  regularly  driven;  mine 
doors  and  stoppings  in  good  condition. 

The  roof  is  good,  and  as  a  rule,  the  mine  is  well  timbered.  Haulways 
in  fair  condition.  The  mine  is  practically  dry,  having  but  little  water  to 
contend  with;  drainage  fair. 

Employes  are  prohibited  from  taking  an  excessive  quantity  of  powder 
in  the  mines.  The  employes  burn  the  oil  sold  them  by  the  operating  com- 
pany which  is  of  a  fair  quality. 

With   the  present  mine  development  and   equipment,   and  with   a  full 
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force  of  men,  this  mine  is  capable  of  producing  400  tons  per  day. 

The  second  opening  to  this  mine  meets  with  the  requirements  of  law; 
rules  are  posted;   safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Elk  Manor  Mine,  No.  100  of  the 
printed  report. 
HENRY  BROOKE,  Supt.  J.  J.  MURRAY,  Mine  Boss. 

OHIO  COAL  MIXING  COMPANY. 

P.  o.,  queen  shoals,   w.  va. 

No.  193.  Ohio  Mine. — This  mine  is  located  one-half  mile  east  of  Queen 
Shoals  on  the  Coal  and  Coke  Railway;  is  a  drift  opening  operating  the 
No.  5  Seam  on  the  double  entry  system. 

Ventilation  is  produced  by  a  temporary  furnace  which  furnishes  suffi- 
cient air  for  the  present  development,  there  being  but  few  persons  em- 
ployed at  any  time. 

The  roof  is  good  and  the  mine  properly  timbered;  drainage  fair.  The 
production  of  this  mine,  during  the  year,  was  very  small,  there  being  no 
effort  on  the  part  of  the  management  to  increase  the  capacity. 

No  rules  are  posted;   no  safety  lamp  or  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Ohio  Mine,  No.  101  of  the  printed 
report. 
J.  F.  KILBRIDE,   Supt.  OTTIS  WELSH,  Mine  Boss. 

CARTER  COAL  COMPANY. 

P.  O.,   SCOTFORD. 

No.  194.  Carter  Mine. — This  mine  is  located  on  the  Open  Fork  of  Bell 
Creek,  on  the  Gauley  Branch  of  the  C.  &  O.  Ry.,  eleven  miles  north  of 
Gauley  Bridge;  is  a  drift  opening  operating  the  Coalburg  Seam  of  coal 
on  the  double  and  single  entry  systems. 

Ventilation,  produced  by  temporary  furnace,  fails  to  meet  the  require- 
ments of  law,  as  the  air  was  found  to  be  deficient  in  some  sections  of 
the  mine,  this  being  principally  due  to  the  single  entry  system.  Mine 
doors  and  stoppings  in  fair  condition.  The  minff  is  practically  dry;  drain- 
age fair. 

The  roof  is  generally  good  and  the  mine  properly  timbered.  All  powder 
is  taken  into  the  mine  in  cans  of  five-pounds  capacity.  The  employes 
burn  oil  sold  them  by  the  operating  company,  which  is  apparently  of  a 
standard  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  meets-  with  all  the  requirements  of  law. 
Rules  are  not  posted,  nor  safety  lamp  or  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Carter  mine,  No.  102  of  the  printed 
report. 
WILLIAM  TAMPLIN,  Supt.  W.  R.  COTTLE,  Mine  Boss. 

GAULEY  CONSOLIDATED  COAL  COMPAUY. 

P.    O.,    SCOTFORD,    W.    VA. 

No.  195.     Scott  Mine.  —  This  mine  is  located  on  the  Open  Fork  of  Bell 
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Creek  on  the  Gauley  Branch  of  the  C.  &  O.  R'y.,  twelve  miles  from  Gauley 
Bridge,  is  a  drift  opening  operating  the  Coalburg  Seam  on  the  double 
entry  system. 

Ventilation  is  produced  by  a  temporary  furnace-  which  gives  very  poor 
results.     Mine  doors  and  stoppings  in  poor  condition. 

The  roof  is  generally  good,  main  haulways  in  fair  condition. 

This  mine  is  not  developed  to  any  great  extent  and  shows  evidence  of 
bad  management,  following  no  regular  system  of  development  and  paying 
but  little  attention   to   ventilation  or  drainage. 

The  new  superintendent,  Mr.  Burns,  has  recently  taken  charge  of  this 
property  and  he  gave  the  assurance  that  an  effort  would  be  made  to  put 
the  mine  in  condition  to  comply  with  the  State  Mining  Law,  having  em- 
ployed Mr.  K.  E.  Smith,  a  practical  mine  boss  to  look  after  the  inside  work- 
inge. 

The  second  opening  meets  with  the  requirements  of  the  law.     No  rules 
are  posted;    no  safety  lamp   or  stretchers  on  hand.     This  mine  was   re- 
ported last  year  as  Scott  mine,  No.  10o  of  the  printed  report. 
L.  D.  BURNS,  Supt.         K.  E.  SMITH  and  LEN  AUTHAR,  Mine  Bosses. 

FAYETTE  COUNTY. 

SUNDAY  CREEK  COMPANY. 

POSTOFFICE,    L0NGACEE,   W.    VA. 

No.  19G.  Sunday  Creek  Mine  No.  111. —  This  mine  is  located  on 
Smithers  Creek,  one-half  mile  east  of  Cannelton,  on  a  branch  line  to  the 
K.  &  M.  R.  R.;  is  a  drift  opening  operating  the  No.  2  gas  seam  of  coal  on 
the  double  entry  system. 

The  ventilation,  produced  by  a  six-foot  fan,  was  found  to  be  generally 
good  throughout  the  mine,  as  the  crosscuts  are  regularly  driven  and  the 
mine  doors  and  stoppings  in  good  condition.  The  mine  is  practically  dry, 
especially  so  in  some  sections,  which  necessitates  watering  to  allay  the 
dust.  Ample  provision  is  made  in  the  form  of  water  cars  to  thoroughly 
wet  the  dusty  sections. 

The  roof  is  slate  and  very  good  and  the  haulways  are  kept  in  good  con- 
dition. All  powder  is  carried  into  the  mine  in  cans  of  five  pounds 
capacity.  It  was  found  that  some  of  the  laborers  were  burning  an  in- 
ferior oil.  The  same  was  reported  to  the  company,  who  promptly  dis- 
charged the  offenders.  With  the  above  exception,  the  operators  and  em- 
ployes show  a  willingness  to  comply  with  official  instructions  given  during 
the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  900  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on 
hand. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  No.  Ill,  No.  247  of 
the  printed  report. 
T.  E.  ROAN,  Supt.  M.  B.  WELCH,  Mine  Boss. 
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No.  197.  Sunday  Creek  Mine  Xo.  112. —  This  mine  is  located  on 
Smithers  Creek,  one  mile  east  of  Cannelton,  on  a  branch  line  to  the  K.  & 
M.  R.  R.:  is  a  drift  opening  operating  the  No.  2  gas  seam  of  coal  on  the 
double  entry  system. 

Tbe  ventilation,  produced  by  an  eight-foot  fan,  was  found  to  be  generally 
good  throughout  the  mine.  The  mine  doors  and  stoppings  are  in  good 
condition  and  crosscuts  regularly  driven. 

The  mine  is  practically  dry,  which  necessitates  watering,  in  some  sec- 
tions to  allay  the  dust.  Ample  provision  is  made  in  the  form  of  water  cars 
to  thoroughly  wet  the  accumulations  of  dust.  The  roof  is  slate  and  very 
good,  and  the  mine  properly  timbered.  Haulways  are  kept  in  good  con- 
dition. 

All  persons  are  prohibited  from  carrying  into  the  mine  more  than  five 
pounds  of  powder  at  any  one  time.  The  employes  burn  oil  sold  them  by 
the  operating  company,  which  is  apparently  of  a  good  quality. 

With  the  present  mine  development  and  equipment  and  with  a  full 
force  of  men.  this  mine  is  capable  of  producing  700  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  112,  No.  248  of  the 
printed  report. 
T.  E.  ROAN,  Supt.  JOSEPH  HARRIS  and  R.  B.  COBB,  Mine  Bosses. 

No.  19S.  Sunday  Creek  Mine  Xo.  It'/.  —  This  mine  is  located  at  Long- 
acre,  on  the  K.  &  M.  R.  R. ;  is  a  drift  opening  operating  the  No.  2  gas  seam 
of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  two  fans  —  one  a  seven,  the  other  an  eight- 
foot  —  and  the  system  is  very  good.  The  cross  cuts  are  regularly  driven 
and  the  mine  doors  and  stoppings  in  good  condition,  and  the  air  current 
properly  distributed  to  the  working  places. 

The  roof  is  good  and  the  mine  properly  timbered.  It  is  practically  dry 
and  in  some  sections  there  was  a  slight  accumulation  of  dust.  Ample 
provision  is  made  in  the  form  of  water  cars  to  thoroughly  wet  the  dusty 
sections.     The  haulways  are  kept  in  good  condition. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
Mine  officials  and  employes  show  a  willingness  to  comply  with  official  in- 
structions given  during  the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  800  tons  per  day. 

The  second  opening  to  this  mine  meets  the  requirements  of  the  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on 
hand. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  No.  114,  No.  249  of  the 
printed  report. 
T.  E.  ROAN,  Supt.  ROBERT  TAYLOR,  Mine  Boss. 

No.  199.  Sunday  Creek  Mine  Xo.  115.  —  This  mine  is  located  one  mile 
south  of  Longacre,  on  the  K.  &  M.  R.  R.  It  is  a  drift  opening  operating  the 
No.  2  gas  seam  of  coal  on  the  double  entry  system. 
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Ventilation,  produced  by  a  seven-foot  fan,  has  been  found  to  be  generally 
good  throughout  the  mine.  Crosscuts  are  regularly  driven  and  mine  doors 
and  stoppings  in  fair  condition. 

While  the  mine  is  practically  dry,  there  is  a  moisture  throughout  the 
entire  mine  which  obviates  the  necessity  of  sprinkling. 

The  roof  is  very  good  and  properly  timbered,  and  the  haulways  kept 
in  good  condition.  All  powder  is  carried  into  the  mine  in  cans  of  five- 
pound  capacity.  The  oil  used  for  illuminating  purposes  is  of  a  fair 
quality. 

The  management,  superintendent  and  employes  of  the  Sunday  Creek 
Company  have  shown  a  willingness  to  comply  with  the  official  instruc- 
tions given  during  the  past  year.  Mr.  Roan,  the  superintendent,  gives 
special  attention  to  the  ventilation  and  general  safety  of  the  mines  under 
his  charge,  and  accompanies  the  Inspector  through  them  on  his  official 
visits,  at  which  time  he  takes  notes  of  any  deficiencies  and  insists  that 
the  mine  bosses  keep  the  mines  in  condition  to  comply  with  the  law. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  900  tons  per  day. 

The  second  opening  to  this  mine  meets  the  requirements  of  law.  Rules 
are  posted  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  No.  115,  No.  250  of  the 
printed  report. 
T.  E.  ROAN,  Supt.  ROBERT  TAYLOR,  Mine  Boss. 

No.  200.  Sunday  Creek  Mine  No.  111.  —  This  mine  is  located  one  mile 
north  of  Gauley  Bridge,  on  the  K.  &  M.  R.  R.;  is  a  drift  opening  operating 
the  No.  2  gas  seam  of  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  seven-foot  fan,  was  found  to  be  deficient 
in  some  sections  of  the  mine,  this  being  due  to  the  accumulation  of  water 
and  heavy  falls  of  slate,  as  well  as  to  a  rock  fault  which  extends  over  a 
large  section  of  the  mine,  practically  cutting  out  the  coal. 

The  roof  in  this  mine  is  very  bad  and  dangerous,  but  timbering  is  well 
looked  after  and,  as  a  rule,  all  loose  slate  is  promptly  taken  down.  Owing 
to  the  bad  condition  of  the  roof,  the  company  has  recently  abandoned  the 
use  of  mining  machines  and  returned  to  pick  mining,  believing  this  to  be 
the  safest  system  for  operating  this  mine.  This  mine  has  a  large  quan- 
tity of  water  to  contend  with,  which  has  been  the  source  of  a  great  deal  of 
annoyance,  keeping  the  roads  in  a  sloppy  condition,  it  being  practically  im- 
possible to  install  a  good  system  of  drainage. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  excessive  amount  of  water  and  the  bad  roof  make  this  an  expensive 
mine  to  operate,  and  it  requires  additional  labor  and  expense  to  meet  the 
requirements  of  the  mine  law. 

The  second  opening  meets  with  all  the  requirements  of  the  law.  Rules 
are  posted;    safety  lamp  and  stretchers  kept  on  hand. 


1906]  Chief  Mine  [nspector.  321 

This  mine  was  report ed  last  year  as  K.  &  H.  Mine  No.  117,  No.  251  of  the 
printed  report. 
T.  E.  ROAN,  Supt.  H.  J.  PATRICK,  Mine  Boss. 

COLUMBUS  IRON   AND   STEEL   COMPANY. 

POSTOFFICE,    MAKTING,    W.    VA. 

No.  201.  Cofumhns  No.  J  Mine.  —  This  mine  is  located  four  miles  east 
of  Cannelton,  on  a  branch  line  of  the  K.  &  M.  R.  R.;  is  a  drift  opening 
operating  the  No.  2  gas  seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  two  eight-foot  fans  and  is  found  to  be  gen- 
erally good  throughout  the  mine.  On  the  main  air  course  the  wooden 
stoppings  have  been  removed  and  replaced  with  stone  and  mortar,  which 
has  greatly  improved  the  ventilation.  Crosscuts  between  rooms  and 
entries  are  driven  at  a  distance  of  sixty  feet  that  the  air  current  may  be 
properly  distributed  to  the  working  places.  The  mine  is  practically  dry, 
which  necessitates  watering  to  allay  the  dust.  Ample  provision  is  had  in 
the  form  of  water  cars  and  pipe,  and  the  dusty  sections  are  thoroughly 
wet  as  often  as  necessary  to  insure  safety. 

The  roof  is  good  and  the  mine  properly  timbered  and  haulways  kept  in 
good  condition.  All  powder  is  carried  into  the  mine  in  cans  of  five-pound 
capacity.  The  employes  burn  the  oil  sold  them  by  the  operating  com- 
pany, which  is  of  a  fair  quality.  Mr.  Philips,  the  superintendent, 
gives  special  attention  to  the  inside  workings,  and  sees  that  the  mine  is 
operated  in  compliance  with  the  law  in  regard  to  ventilation  and  general 
safety.  Mr. -Philips,  being  a  practical  man,  knows  that  such  compliance  is 
to  the  best  interest  of  the  operators  and  employes. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  1000  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on 
hand. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  252  of  the  printed 
report. 
JOHN  PHILIPS,  Supt.  FENTON  CLENDENIN,  Mine  Boss. 

KANAWHA    GAS    COAL    CO. 

POSTOFFICE,    SJIITHERS,   W.    VA. 

No.  202.  KanaivJxa  Gas  Mine.  —  This  mine  is  located  at  Smithers,  on 
the  K.  &  M.  R.  R. ;  is  a  drift  opening  operating  the  No.  2  gas  seam  of  coal 
on  the  double  entry  system. 

Ventilation,  produced  by  a  ten-foot  fan.  has  been  found  to  be  generally 
good  throughout  the  mine.  Crosscuts  between  entries  and  rooms  are 
regularly  driven.  The  mine  has  recently  been  equipped  with  the  Canton 
Automatic  door,  which  has  been  a  decided  improvement  to  the  system  of 
ventilation. 

The  roof  is  good  and  the  mine  properly  timbered.  Some  sections  of  the 
mine  are  very  dry,  which  necessitates  watering  to  allay  the  dust.     Ample 
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provision  is  had  in  the  form  of  water  cars  to  thoroughly  wet  the  dusty 
sections. 

No  person  is  allowed  to  take  into  the  mine  more  than  five  pounds  of 
powder  at  any  one  time.  The  employes  burn  the  oil  sold  them  by  the 
operating  company,  which  is  apparently  of  a  good  quality. 

The  management  and  employes  of  this  mine  have  shown  a  willing- 
ness to  comply  with  the  official  instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  600  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Kanawha  Gas  Mine,  No.  253  of  the 
printed  report. 
T.  A.  BARTLAM,  Supt.  J.  F.  TITLOW,  Mine  Boss. 

W.  R.  JOHXSON  &  COMPANY. 

P.   0.,    SMITHEBS,   W.   VA. 

No.  203.  Oakland  Mine.  —  This  mine  is  located  at  Smithers,  on  the  K, 
&  M.  R.  R.;  is  a  drift  opening  operating  the  No.  2  gas  seam  of  coal  on 
tho  double  entry  system. 

Ventilation,  produced  by  a  ten-foot  fan,  has  been  found  to  be  generally 
good  throughout  the  mine.  The  mine  has  recently  been  equipped  with 
Canton  automatic  doors,  which  have  been  quite  an  improvement  to  the 
ventilation.  Crosscuts  are  regularly  driven  and  stoppings  kept  in  good 
condition.  The  roof  is  good  and  the  mine  is  properly  timbered.  Haul- 
waya  in  good  condition. 

The  mine  is  practically  dry,  which,  in  some  sections,  necessitates  water- 
ing to  allay  the  dust.  Ample  provision  is  had  in  the  form  of  water  cars 
to  thoroughly  wet  the  dusty  sections. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity.  Th.? 
employes  burn  oil  sold  them  by  the  operating  company,  which  is  appar- 
ently of  a  standard  quality. 

Officials  and  employes  of  this  mine  have  shown  a  willingness  to  comply 
with  official  instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  700  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine;    safety  lamp  and  stretchers  kept  on  hand. 

This   mine   was   reported   last   year   as   Oakland    Mine,   No.    254    of   the 
printed  report. 
T.  A.  BARTLAM,  Supt.  BEN  HILL,  Mine  Boss. 

BOOMER  COAL  AND  COKE  COMPANY. 

POSTOFFICE,  BOOMER,   W.    VA. 

No.  204.  Boomer  Mine  No.  1.  —  This  mine  is  located  at  Boomer,  on  a 
branch  line  to  the  K.  &  M.  R.  R.;  is  a  drift  opening  operating  the  No.  2. 
gas  seam  of  coal  on  the  double  entry  system. 
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Ventilation,  produced  by  a  twelve-foot  fan,  has  been  found  good  through- 
out i he  mine!  Crosscuts  are  regularly  driven;  mine  doors  and  stoppings 
in  good  condition. 

The  mine  is  dry  throughout,  which  necessitates  watering  to  allay  the 
dust.  Ample  provision  is  had  in  the  form  of  water  cars  to  thoroughly  wet 
the  dusty  sections.  A  pumping  station  was  installed  at  the  foot  of  the 
incline  and  a  reservoir  was  placed  near  the  drift  mouth  for  the  purpose  of 
supplying  water  for  allaying  the  dust,  there  being  no  water  in  the  mine 
available  for  that  purpose. 

The  roof  in  this  mine  is  very  good  and  the  mine  properly  timbered. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
Oil  used  for  illuminating  purposes  is  of  a  fair  quality. 

The  management  and  employees  of  this  mine  have  shown  a  willingness 
to  comply  with  official  instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  900  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Boomer  No.  1  Mine,  No.  255  of  the 

printed  report. 

W.  M.  GILLIE,  Supt.  EDWARD  LITTLEJOHN,  Mine  Boss. 

No.  205.  Boomer  Mine  No.  2,  North.  —  This  mine  is  located  two  miles 
east  of  Boomer,  on  a  branch  line  to  the  K.  &  M.  R.  R.;  is  a  drift  opening 
operating  the  No.  1  Eagle  seam  of  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  ten-foot  fan,  has  been  found  to  be  fairly 
good  throughout  the  mine.  Crosscuts  are  regularly  driven;  mine  doors 
and  stoppings  in  fair  condition.  Preparations  are  being  made  to  increase 
the  speed  of  the  fan,  which  will  improve  the  system  of  ventilation. 

The  roof  is  slate  and  generally  good  after  the  draw  slate,  which  varies 
iu  thicknes  from  four  to  eight  inches,  is  taken  down.  This  draw  slate 
extends  over  a  large  section  of  the  mine  and  requires  careful  attention  to 
insure  safety.  This  draw  slate  was  recently  the  cause  of  two  fatal  acci- 
dents in  this  mine.     Drainage,  fair.    Haulways  in  good  condition. 

Several  miners  were  found  to  have  full  kegs  of  powder  in  the  mine,  in 
violation  of  rules  posted  by  the  management.  This  was  ordered  taken 
out,  which  order  was  immediately  complied  with. 

With  the  present  mine  development  and  equipment  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  900  tons  per  day. 

Mr.  Gillie,  the  superintendent  of  the  four  mines  operated  by  the  Boomer 
Company,  is  a  practical  mine  man,  and  has  shown  a  willingness  to  comply 
with  official  instructions  given  during  the  past  year.  He  gives  special  at- 
tention to  the  mines  in  his  charge,  and  always  accompanies  the  Inspector 
through  them  on  his  official  visits,  at  which  time  he  takes  notes  of  any 
deficiencies  and  insists  that  the  mine  bosses  keep  the  mines  in  such  con- 
dition as  will  comply  with  the  mine  law. 

The  second  opening  meets  the  requirements  of  law;     rules  are  posted 
and  safety  lamp  and  stretchers  kept  on  hand. 
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This  mine  was  reported  last  year  as  Boomer  Mine  No.  2,  No.  256  of  the 
printed  report. 
\Y.  M.  GILLIE.  Supt.  W.  H.  DEEM,  Mine  Boss. 

No.  206.  Boomer  Mine  No.  2.  South.  —  This  mine  is  located  two  miles 
east  of  Boomer,  en  a  branch  line  to  the  K.  &  M.  R.  R.;  is  a  drift  opening 
operating  the  No.  1  Eagle  seam  of  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  ten-foot  fan,  has  been  found  to  be  fairly 
good  throughout  the  mine.  Crosscuts  are  regularly  driven;  mine  doors 
and  stoppings  in  fair  condition.  Preparations  are  being  made  to  increase 
the  speed  of  the  fan.  which  will  improve  the  system  of  ventilation. 

The  roof  is  slate  and  generally  good  after  the  draw  slate,  which  varies 
in  thickness  from  four  to  eight  inches,  is  taken  clown.  This  draw  slate 
extends  over  a  large  section  of  the  mine  and  requires  careful  attention  to 
insure  safety.     Drainage,  fair.     Haulways  in  good  condition. 

It  was  found  that  number  of  miners  had  full  kegs  of  powder  in  the 
mine,  in  violation  of  rules  posted  by  the  management.  This  was  ordered 
taken  out,  which  order  was  complied  with. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  800  tons  per  day. 

The  second  opening  of  this  mine  meets  with  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Boomer  No.  2  Mine,  No.  256  of  the 
printed  report. 
W.  M.  GILLIE,  Supt.  W.  H.  DEEM,  Mine  Boss. 

No.  207.  Boomer  Mine  No.  3. — -This  mine  is  located  two  miles  east  of 
"Boomer,  on  a  branch  line  to  the  K.  &  M.  R.  R. ;  is  a  drift  opening  oper- 
ating the  No.  2  gas  seam  of  coal  on  the  double  entry  system. 

Ventilation,  produced  by  an  eight-foot  fan,  has  been  found  to  be  gen- 
erally good  throughout  the  mine.  Crosscuts  are  regularly  driven;  mine 
doors  and  stoppings  in  good  condition. 

The  roof  in  this  mine  is  very  good  and  the  mine  properly  timbered.  A 
large  section  of  this  mine  is  very  dry,  which  necessitates  watering  to  allay 
the  dust.  Ample  provision  is  had  in  the  form  of  water  cars  to  thoroughly 
wet  the  dusty  sections,  and  this  is  done  as  often  as  necessary  to  insure 
safety. 

A  large  number  of  foreigners  are  employed  in  this  mine,  who  make  it 
a  practice  to  take  full  kegs  of  powder  into  the  mine,  in  violation  of  rules 
posted  by  the  management.  It  is  a  difficult  matter  to  induce  this  class  of 
foreign  laborers  to  comply  with  the  law.  As  a  rule,  they  are  impractical 
and  seem  not  to  realize  dangerous  conditions. 

With  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  1000  tons  per  day.. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand. 

This   mine   was   reported   last   year   as   Boomer  No.    3,   No.    257    of   the 
printed  report. 
W.  M.  GILLIE,  Supt.  J.  W.  ELLSWICK,  Mine  Boss. 
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/'///;  '/.W  LEY    MOUNTAIN   COAL  COMPANY. 

POSTO]  lit  E,    \  STSTED,    \V.   VA. 

No.  208.  Gauley  Mountain  Mine.  —  This  mine  is  located  at  Ansted,  on 
a  branch  of  the  C.  &  O.  Ry.,  leaving  the  main  line  at  Hawk's  Nest,  forty- 
five  miles  east  of  Charleston.  It  is  a  drift  opening  operating  the  No.  2 
gas  seam  on  the  double  entry  system. 

Ventilation  is  produced  by  a  fan  and  temporary  furnaces,  with  fair 
results  only.  Mine  doors  and  stoppings  in  fair  condition.  Crosscuts  be- 
tween rooms  neglected  to  some  extent.  Headings  have  been  started  and 
preparations  ar<=  being  made  to  install  a  system  of  ventilation  that  will 
meet  the  requirements  of  the  mine  law. 

The  roof  is  generally  good  in  the  rooms,  but  bad  on  some  of  the  entries. 
But  limbering  is  well  looked  after,  and  as  a  rule,  all  loose  slate  is  promptly 
taken  down.  The  drainage  is  generally  good  in  most  of  the  openings  and 
the  haulways  are  kept  in  fair  condition. 

The  mine  boss  was  instructed  that  all  powder  must  be  taken  into  the 
mine  in  cans  of  five-pound  capacity.  Employes  burn  the  oil  sold  them  by 
the  operating  company,  which  is  of  a  fair  quality. 

With  the  present  mine  development  and  equipment  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  1000  tons  per  day. 

The  second  openings  to  this  mine  meet  all  the  requirements  of  law. 
Rules  are  posted;    safety  lamp  and  stretchers  kept  on  hand. 

This  mine   was   repotted   last   year  as   Gauley  Mountain   Nos.   1   and    2 
Mines,  Nos.  290  and  291  of  the  printed  report. 
R.  C.  TAYLOR,  Supt.  JAMES  MARTIN,  Mine  Boss. 

GAYMONT  COLLIERY  COMPANY. 

POSTO I'TRE,    ELMO,    W.    VA. 

No.  209.  Gaymont  Mine.  —  This  mine  is  located  forty-six  miles  east  of 
Charleston,  on  the  C.  &  O.  Ry.;  is  a  drift  opening  operating  the  Sewell 
seam  on  the  double  and  single  entry  systems. 

Ventilation,  produced  by  a  twelve-foot  fan,  is  found  to  be  generally  good 
throughout  the  mine.  Crosscuts  are  regularly  driven.  Mine  doors  and 
stoppings  in  fair  condition. 

The  roof  is  very  good  and  the  mine  well  timbered.   Drainage  fairly  good. 

Oil  used  for  illuminating  purposes  is  of  a  fair  quality.  Employes  are 
prohibited  from  taking  an  excessive  quantity  of  powder  into  the  mine. 

\Vith  the  present  mine  development  and  equipment  and  with  a  full  force 
cf  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  meets  with  the  requirements  of  law. 

Machinery  was  on  the  ground  and  preparations  being  made  to  install  an 
electric  plant  and  mining  machines.  • 

Safety  lamp  and  stretchers  are  kept  on  hand,  but  no  rules  posted  at 
rho  mine. 

This   mine  was   reported   last    year  as   Gaymont    Mine,   No.   294    of   the 
printed  report. 
JAMES  HEATHERMAN,  Supt.  A.  T.  TOLER,  Mine  Boss. 
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BEURY-NEW  RIVER   COAL  COMPANY. 

POSTOFFICE,    EL3IO,    W.    VA. 

No.  210.  Elmo  Mine.  —  This  mine  is  located  at  Elmo,  forty-seven  miles 
east  of  Charleston,  on  the  C.  &  O.  Ry.;  is  a  drift  opening  operating  the 
Sewell  seam  of  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  an  eight-foot  Ian,  was  found  to  be  good 
on  the  entries,  but  the  air  not  well  distributed  to  the  faces  of  the  rooms, 
this  being  due  to  the  improper  construction  of  mine  doors  and  stoppings, 
the  doors  being  principally  constructed  of  canvas,  which  gives  unsatis- 
factory results.  The  attention  of  the  mine  boss  was  called  to  the  defect- 
ive system  of  doors  with  the  request  that  suostantial  doors  be  con- 
structed, so  that  the  air  might  be  properly  distributed  to  the  working 
places. 

The  roof  is  very  good  and  the  mine  well  timbered.    Drainage  fairly  good. 

Several  of  the  miners  were  found  to  have  full  kegs  of  powder  in  the 
mine,  which  were  ordered  to  be  taken  out;  the  order  was  complied  with 
at  once.  Oil  used  for  illuminating  purposes  was  apparently  of  a  good 
quality. 

With  the  present  mine  development  and  equipment,  this  mine  is  capable 
of  producing  250  tons  per  day. 

The  second  opening  of  this  mine  meets  with  the  requirements  of  law. 
No  rules  are  posted;    no  safety  lamp  or  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Elmo  Mine,  No.  295  of  the  printed 
report. 

JOHN  P.  VAUGHAN,  Gen.  Mgr.  J.  M.  ROSS  and 

JAMES  HEATHERMAN,  Supt.  W.  J.  HEATHERMAN,  Mine  Bosses. 

SUNBEURY  COAL  AND  COKE  COMPANY. 

P.    O.,    ELMO,    W.    VA. 

No.  211.  Sunnyside  Mine.  —  This  mine  is  located  forty-seven  miles  east 
of  Charleston,  on  the  C.  &  O.  Ry. ;  is  a  drift  opening  operating  the  Sewell 
seam  of  coal  on  the  double  entry  system. 

Ventilation,  produced  by  a  seven-foot  fan,  is  found  to  be  generally  good 
throughout  the  mine.  Crosscuts  are  regularly  driven;  mine  doors  and 
stoppings  in  fair  condition. 

A  small  quantity  of  explosive  gas  was  found  at  the  face  of  the  main 
straight  entry.  The  roof  is  very  good  and  the  mine  properly  timbered. 
There  is  a  great  deal  of  water  to  contend  with  at  this  mine  and  the 
present  system  of  drainage  is  poor. 

The  second  opening  to  this  mine  is  in  fair  condition.  Safety  lamp  and 
stretchers  are  kept  on  hand,  but  no  rules  are  posted. 

This  mine  was  visited  in  June,  but  no  inspection  was  made,  as  the  mine 
was  idle,  it  having  been  closed  down   for  the  purpose  of  constructing  a 
.  new  tipple. 

This  mine  was  reported  last  year  as  Sunnyside  Mine,  No.  296  of  the 
printed  report. 

JOHN  P.  VAUGHAN,  Gen.  Mgr.  RICHARD  SEYMOUR,  Mine  Boss. 

JAMES  HEATHERMAN,  Supt. 
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BIG    BEND    COAL    COMPANY. 

P0ST0FI  [<  E,    DEM  \H»  K,    W.    \.\. 

No.  212.  Big  Bend  Mine.  —  This  mine  is  located  sixty-two  miles  east  of 
Charleston,  on  the  C.  &  O.  Ry.  It  is  a  drift  opening  operating  the  Fire 
Creek  seam  01  coal  on  the  double  and  single  entry  systems. 

Ventilation  is  produced  by  natural  means  and  furnishes  sufficient  air 
for  the  number  of  persons  employed.  Mine  doors  and  stoppings  in  fair 
condition. 

The  roof  is  generally  good  and  the  mine  properly  timbered.  Drainage 
fair. 

The  miners  are,  apparently,  complying  with  the  law  regarding  powder, 
as  no  excessive  quantities  were  found  in  the  mine. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  100  tons  per  day. 

The  second  opening  meets  with  the  requirements  of  law.  No  rules  are 
posted;    no  safety  lamp  or  stretchers  on  hand. 

This  mine  was  reported  last  year  as  the  Dimmock  Mine,  No.  297  of  the 
printed  report. 
J.  H.  DEMPSEY,  Supt.  w.  a  R0WEj  Mine  Bogs 

MICHIGAN   COAL    COMPANY. 

POSTOFFICE,    FAYETTE,    W.    VA. 

No.  213.  Michigan  Mine.  —  This  mine  is  located  forty-eight  miles  east 
of  Charleston,  on  the  C.  &  O.  Ry.;  is  a  drift  opening  operating  the  Sewell 
seam  on  the  double  entry  system. 

The  ventilation,  produced  by  a  furnace,  was  found  to  be  generally  good 
throughout  the  mine.  Crosscuts  are  regularly  driven;  mine  doors  and 
stoppings  in  good  condition.  The  second  opening  meets  the  requirements 
of  law. 

The  roof  is  generally  good  and  the  mine  properly  timbered;  haulways 
in  safe  condition.    Drainage  fair. 

The  miners  are  prohibited  from  taking  an  excessive  amount  of  powder 
into  the  mine.  Employes  use  oil  sold  them  by  the  operating  company, 
which  is  of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

No  rules  are  posted  and  no  safety  lamp  kept  on  hand. 

This  mine  was  reported  last  year  as  Michigan  Mine,  No.  298  of  the 
printed  report.  C.  E.  SIMS  axd 

J.  D.  BOONE,  Supt.  MIKE  ZWILLING,  Mine  Bosses. 

FAYETTE   COAL  AND    COKE   COMPANY. 

P.    O.,    FAYETTE,    W.    VA. 

No.  214.  Fayette  Mine.  —  This  mine  is  located  forty-nine  miles  east  of 
Charleston,  on  the  C.  &  0.  Ry.;  is  a  drift  opening  operating  the  Sewell 
seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  furnace,  which  does  not  furnish  sufficient 
air  to  meet  with  the  requirements  of  the  mine  law,  this  being  due  to  the 
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return  airway  being  obstructed  by  falls  of  slate,  as  well  as  to  the  defective 
condition  of  the  mine  doors. 

The  roof  is  good  and  the  mine  properly  timbered.  This  mine  has  a 
large  quantity  of  water  to  contend  with  and  the  system  of  drainage  is 
very  poor. 

It  was  found  that  several  of  the  miners  were  violating  the  law  regard- 
ing powder  by  taking  full  kegs  into  the  mine.  These  kegs  of  powder  were 
ordered  taken  out;    the  order  was  at  once  complied  with. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  at  this  mine  is  in  fair  condition.  Safety  lamp  and 
stretchers  are  kept  on  hand,  but  no  rules  are  posted. 

This  mine  was  reported  last  year  as  Fayette  Mine,  No.  299  of  the 
printed  report. 

E.  G.  BLUME  and  MIKE  Z WILLING  and 

M.  W.  BRELLAHAN,  Supts.  JAMES  LOMAX,  Mine  Bosses. 

MANUFACTURERS  AND  CONSUMERS  COAL  COMPANY. 

P.    O.,    FAYETTE,    W.    VA. 

No.  215.  Newlyn  Mine.  —  This  mine  is  located  on  the  C.  &  O.  Ry., 
forty-eight  miles  east  of  Charleston.  It  is  a  drift  opening  operating  the 
Sewell  seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  small  furnace  and  fails  to  meet  with  the 
full  requirements  of  the  law.  Crosscuts  are  regularly  driven;  mine 
doors  and  stoppings  in  good  condition. 

The  roof  is  very  good  and  the  mine  properly  timbered.  System  of  drain- 
age only  fairly  good.    Haulways  in  good  condition. 

All  powder  is  taken  into  the  mine  in  cans  of  five  pounds  capacity.  Oil 
burned  by  the  employes  is  sold  by  the  operating  company  and  is  apparently 
of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  of  this  mine  is  in  fair  condition.  Rules  are  posted 
and  safety  lamp  and  stretchers  are  kept  on  hand. 

This  mine  was  reported  last  year  as  Newlyn  Mine,  No.  303  of  the  printed 
report. 
P.  H.  HENRY,  Supt.  J.  W.  SIMMS,  Mine  Boss. 

NUTTALLBURG  COAL  AND  COKE  COMPANY. 

POSTOFFICE,    NUTTALLBURG,    W.    VA. 

No.  216.  Nuttallburg  Mine.  —  This  mine  is  located  fifty-two  miles  east 
of  Charleston,  on  the  C.  &  O.  Ry.;  is  a  drift  opening  operating  the  Sewell 
seam  of  coal  on  the  double  and  single  entry  systems. 

The  ventilation  is  produced  by  a  sixteen-foot  fan  and  was  found  to  be 
generally  good  throughout  the  mine.  Crosscuts  regularly  driven;  mine 
doors  and  stoppings  in  fair  condition. 

The  roof  is  generally  good  and  the  mine  well  timbered.     This  mine  has 
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very  little  water  to  contend  with;    drainage  fair.     Haulways  are  in  good 
condition. 

The  miners  are  prohibited  from  taking  excessive  quantities  of  powder 
into  the  mine.     Oil  used  for  illuminating  purposes  is  of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  LT.it  tons  per  day. 

The  second  opening  to  this  mine  meets  the  requirements  of  law.  Safety 
lamp  and  stretchers  are  kept  on  hand,  but  no  rules  posted. 

This  mine  was  reported  last  year  as  Nuttallburg  Mine,  No.  304  of  the 
printed  report. 
L.  C.  BEIRNE,  Supt.  J.  G.  EDWARDS,  Mine  Boss. 

No.  217.  Keeneys  Creek  Mine.  —  This  mine  is  located  fifty-three  miles 
east  of  Charleston,  on  the  C.  &  O.  Ry. ;  is  a  drift  opening  operating  the 
Sewell  seam  of  coal  on  the  double  and  single  entry  systems. 

Ventilation    is   by   natural   means   and    furnishes   sufficient   air    for    tin 
number  of  men  employed,  as  there  are  several  openings  to  the  mine  near 
the  working  places.     Crosscuts  are  regularly  driven;    mine  doors  and  stop- 
pings in  fair  condition. 

The  roof  is  very  good  and  the  mine  well  timbered.     Drainage  fair. 

The  miners  were,  apparently,  complying  with  the  law  in  regard  to 
powder,  as  no  excessive  quantities  were  found  in  the  mine.  Oil  used  for 
illuminating  purposes  is  of  fair  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  150  tons  per  day. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of 
law.     Safety  lamp  and  stretchers  on  hand,  but  no  rules  posted  at  the  mine. 

This  mine  was  reported  last  year  as  Keeneys  Creek  Mine,  No.  305  of  the 
printed  report. 
L.  C.  BEIRNE.  Supt.  C.  McHOLLIDAY,  Mine  Boss. 

BOONE  COAL  AND  COKE  COMPANY. 

POSTOITKE.    BOONE,    W.    VA. 

No.  218.  Boone  Mine. — This  mine  is  located  on  Keeney's  Creek,  three 
miles  from  the  mouth  of  the  creek,  on  a  branch  of  the  C.  &  O.  R.  R.,  fifty- 
six  miles  from  Charleston.  It  is  a  drift  opening  operating  the  Sewell 
Seam  on  the  double  entry  system. 

Ventilation  is  produced  by  natural  means  and  was  found  to  be  generally 
good  as  there  are  several  openings  near  the  working  places. 

The  roof  is  generally  good  and  the  mine  well  timbered.  A  force  of  men 
was  employed  in  making  a  permanent  system  of  drainage.  Haulways  in 
fair  condition. 

The  miners  are  prohibited  from  taking  an  excessive  amount  of  powder 
into  the  mine.     Oil  used  for  illuminating  purposes  is  of  a  fair  quality. 

With  the  present  mine  development  and  with  a  full  force  of  men,  this 
mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of  law. 
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No  rules  are  posted;    no  safety  lamp  on  hand.     This  mine  was  reported 

last  year  as  Boone  Mine,  No.  307  of  the  printed  report. 

W.  F.  BOONE,  Supt.  P.  A.  OHLINGER,  Mine  Boss. 

BALLINGER    COAL   COMPANY. 

TOSTOFFICE,    NUTTALLBUBG,    W.    VA. 

No.  219.  Bollinger  Mine  No.  1. — This  mine  is  located  about  four  miles 
from  the  mouth  of  Keeney's  Creek,  on  a  branch  of  the  C.  &  O.  R.  R.,  fifty- 
seven  miles  from  Charleston.  It  is  a  drift  opening  operating  the  Sewell 
Seam  on  the  double  entry  system. 

Ventilation  is  produced  by  small  furnaces  with  fair  results,  as  there 
are  several  openings  to  this  mine  near  the  working  places.  Cross-cuts  are 
regularly  driven  and  mine  doors  and  stoppings  in  good  condition. 

The  roof  is  fairly  good  and  the  mine  properly  timbered.  In  some  sec- 
tions of  the  mine  there  is  considerable  water.  Owing  to  the  irregular 
grades  the  system  of  drainage  is  poor. 

A  number  of  the  miners  were  found  to  have  full  kegs  of  powder  in  the 
mine;  these  were  ordered  taken  out  and  the  mine  boss  instructed  to  allow 
no  person  to  take  powder  into  the  mine  except  in  cans  of  five  pounds 
capacity.  The  employes  burn  the  oil  sold  them  by  the  operating  company, 
which  is  apparently  of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The   second   opening  to  this  mine   meets  all   the   requirements  of  law. 
Safety  lamps  and  stretchers  on  hand,  but  no  rules  posted  at  the  mine, 
This  mine  was  reported  last  year  as  Ballinger  No.  1  Mine,  No.  308  of  the 
printed  report. 
GEORGE  HOLLAND,   Supt.  JOHN  OHLINGER,   Mine   Boss. 

No.  220.  Ballinger  Mine  No.  2.  —  This  mine  is  located  about  three  miles 
from  the  mouth  of  Keeney's  Creek  on  a  branch  of  the  C.  &  O.  R'y.,  fifty- 
six  miles  from  Charleston.  It  is  a  drift  opening  operating  the  Sewell 
Seam. 

This  mine  is  practically  finished,  only  a  few  men  being  employed  in 
drawing  the  main  entry  pillar  near  the  drift  mouth. 

A  tramroad  has  been  completed  and  a  new  opening  is  being  made  into 
the  Sewell  Seam, on  this  lease.    This  mine  was  reported  last  year  as  Ballin- 
ger No.  2  mine,  No.  309  of  the  printed  report. 
GEORGE  HOLLAND,  Supt.  FRED  OHLINGER,  Mine  Boss. 

BLUME  COAL  AND  COKE  COMPANY. 

P.    O.,    LOOKOUT,    W.    VA. 

No.  221.  Blume  Mine.  —  This  mine  is  located  on  Keeney's  Creek,  five 
miles  from  the  mouth  of  the  creek  and  fifty-nine  miles  from  Charleston, 
on  a  branch  of  the  C.  &  O.  R'y.  It  is  a  drift  opening  operating  the  Sewell 
Seam  of  coal  on  the  double  and  single  entry  systems. 

The  ventilation,  produced  by  a  ten  foot  fan,  was  found  to  be  only  fairly 
good,  this  being  due  to  the  defective  doors  many  of  which  are  constructed 
-of  canvas  and  which  give  very  unsatisfactory  results.     The  roof  is  gen- 
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•  rallj  good  throughout,  and  the  mine  properly  timbered.  A  force  of  men 
was  employed  in  making  a  permanent  system  of  drainage.  Haulways  in 
good  condition. 

All  powder  is  carried  into  the  mine  in  cans  of  five-pounds  capacity. 
The  employes  burn  oil  sold  them  by  the  operating  company,  which  is 
apparently  of  a  fair  quality. 

With  the  present  mine  development  and  equipment  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  to  this  mine   meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand. 
This  mine  was  reported  last  year  as  Blume  mine,  No.  310  of  the  printed 
report. 
D.  W.  BOONE,  Supt.  T.  S.   STEAD,  Mine  Boss. 

EEENEYS  CREEK  COLLIERY  COMPANY. 

P.   O.,   WINONA,   W.   VA. 

No.  222.  Smokeless  Mine.  —  This  mine  is  located  on  Keeney's  Creek 
•on  a  branch  of  the  C.  &  O.  R'y,  about  four  miles  from  the  mouth  of  the 
creek  and  fifty-seven  miles  from  Charleston.  It  is  a  drift  opening  oper- 
ating the  Sewell  Seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  natural  means  and  does  not  furnish  sufficient 
air  for  the  proper  ventilation  of  the  mine,  the  air  being  found  to  be  very 
deficient  in  the  working  places.  But  machinery  was  on  the  ground  and  an 
electric  plant  being  constructed.  Mr.  Long,  the  superintendent,  gave  the 
assurance  that  as  soon  as  the  plant  could  be  completed  a  fan  would  be  in- 
stalled and  other  improvements  made  that  would  insure  a  perfect  system 
of  ventilation. 

The  roof  is  generally  good  throughout  the  mine.  Haulways  in  good 
•condition;    drainage   fair. 

No  person  is  allowed  to  take  an  excessive  quantity  of  powder  into  the 
mine,  cans  of  five  pounds'  capacity  being  principally  used.  The  em- 
ployes burn  a  fair  quality  of  oil  sold  them  by  the  operating  company. 

"With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law, 
Safety  lamp  and  stretchers  are  kept  on  hand,  but  no  rules  posted.     This 
mine  was  reported  last  year  as  Smokeless  mine,  No.  311  of  the  printed 
report. 
S.  C.  TURNER  and  LEE  LONG.  Supts.  R.  M.  WOOD,  Mine  Boss. 

ROTHWELL  COAL  COMPANY. 

P.   O.,   DUBREE,   W.   VA. 

No.  223.  Dubree  Mine.  —  This  mine  is  located  on  Keeney's  Creek  about 
four  miles  from  its  mouth,  on  a  branch  of  the  C.  &  O.  Ry.,  fifty-seven 
miles  from  Charleston.  It  is  a  drift  opening  operating  the  Sewell  Seam 
on  the  double  entry  system. 

Ventilation  is  produced  by  means  of  a  temporary  furnace  with  very 
poor  results.  Cross-cuts  are  regularly  driven;  mine  doors  in  fair  condi- 
tion, but  the  stoppings  are  not  properly  consti'ucted  as  the  headings  ad- 
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vance.  The  roof  is  very  good  and  the  mine  properly  timbered.  Some 
sections  of  the  mine  are  dry  and  dusty  which  necessitates  watering  to 
allay  the  dust.  Ample  provision  is  had  in  the  form  of  a  water  car  10 
thoroughly  wet  the  dusty  sections. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds'  capacity.  The 
employes  bnm  oil  sold  them  by  the  operating  company  which  is  of  a  fair 
quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  to  this  mine  does  not  meet  all  the  requirements  of 
law,  it  being  a  shaft,  sixty-four  feet  in  depth,  and  not  properly  equipped 
with  means  of  escape  in  case  of  emergency,  and  obstructed  by  heat  and 
smoke  from  the  ventilating  furnace  which  is  located  at  the  bottom  of  the 
shaft.  On  May  28,  1906,  the  Inspector  of  the  Fourth  District  made  appli- 
cation to  the  Circuit  Court  of  Fayette  county  for  an  injunction  to  re- 
strain the  above  company  from  employing  more  than  twenty  persons  in 
this  mine,  at  any  one  time,  until  the  second  opening  should  be  placed 
in  condition  to  comply  with  section  6  of  the  State  Mining  Law.  On  June 
6,  ensuing,  Judge  W.  R.  Bennett  allowed  a  writ  of  injunction  restraining 
said  company  from  operating  this  mine  in  violation  of  said  section  6  of 
the  State  Mining  Law. 

Rules  are  posted,  safety  lamp  and  stretchers  kept  on  hand.     This  mine 
was  reported  last  year  as  Dubree  mine,  No.  312  of  the  printed  report. 
H.  H.  ROTHWELL,  Supt.  CHARLES  HIGGINS,  Mine  Boss. 

PENNSYLVANIA  AND  NEW  RIVER  COAL  COMPANY. 

P.    O.,    PEXXBROOK,    W.    VA. 

No.  224.  Kohinoor  Mine.  —  This  mine  is  located  one  mile  west  of  Fire 
Creek  on  the  C.  &  O.  Ry;  is  a  drift  opening  operating  the  Fire  Creek 
Seam  of  coal  on  the  double  and  single  entry  systems. 

Ventilation,  produced  by  temporary  furnaces,  gives  very  unsatisfactory 
results  as  the  air  was  found  to  be  very  deficient  throughout  the  mine. 
An  electric  plant  has  recently  been  completed.  A  sixteen-foot  fan  was  on 
the  ground  and  preparations  were  being  made  to  install  the  same  with- 
out delay. 

The  roof  is  good  and  the  mine  properly  timbered;    drainage  fair. 

It  was  found  that  several  of  the  miners  had  full  kegs  of  powder  in  the 
mine.  It  was  ordered  taken  out  and  the  order  was  complied  with  at 
once.  The  superintendent's  attention  was  called  to  this  matter  and  he 
gave  assurance  that,  in  future,  the  law  regarding  powder  would  be 
strictly  complied  with. 

With  the  present  mine  development  and  equipment,  with  a  full  force 
of  men  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of 
law. 

No  rules  are  posted;  no  safety  lamp  or  stretchers  on  hand.     This  mine 
was  reported  last  year  as  Kohinoor  mine,  No.  319  of  the  printed  report. 
JAMES  H.  BOYD,  Supt.  ANDREW  EASTMAN,  Mine  Boss. 
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FIRE  CREEK   COM.   AND  CQKE  COMPANY. 

V.   ()..    FIRE    CREEK,    \v.    VA. 

No.  225.  Fire  Creek  Mine.  —  Tli is  mine  is  located  58  miles  east  of 
Charleston  on  the  C.  &  O.  Ry.;  is  a  drift  opening  operating  the  Fire  Creek 
Seam  of  coal  on  the  single  entry  and  airway  plan. 

Ventilation  is  produced  bj  natural  means  with  fair  results.  Mine 
doors  and  stoppings  in  good  condition.  There  is  a  sixteen-foot  fan  in- 
stalled at  this  mine,  but  it  has  not  been  operated  for  some  time,  as  some 
of  the  headings  have  been  driven  to  the  out -crop  on  Buffalo  Creek  making 
natural  ventilation  sufficient  for  the  present  development. 

The  roof  is  good  and  the  mine  properly  timbered.  They  have  but  little 
water  to  contend  with  in  this  mine;  drainage  fair.  Haulways  in  good 
condition. 

Oil  used  for  illuminating  purposes  is  of  a  fair  quality.  With  the 
present  development  and  equipment,  and  with  a  full  force  of  men,  this 
mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  meets  with  the  requirements  of  law.     Safety  lamp 
and   stretchers  on  hand,   but   no   rules   posted.     This   mine  was   reported 
last  year  as  Fire  Creek  mine,  No.  327  of  the  printed  report. 
G.  H.  CAPERTON,  Supt.  ZEB.  ARRINGTOX,  Mine  Boss. 

BEURY  BROTHERS  COAL  AND  COKE  COMPANY . 
P.   O.,   BEURY,   W.  VA. 

No.  22G.  Echo  Mine.  —  This  mine  is  located  sixty  miles  east  of  Char- 
leston on  the  C.  &  O.  Ry.  It  is  a  drift  opening  operating  the  Fire  Creek 
Seam  of  coal  on  the  single  and  double  entry  systems. 

Thet  present  system  of  ventilation  is  by  natural  means  which  was 
found  to  be  generally  good  throughout  the  mine,  as  there  are  several 
openings  and  the  principal  work  is  drawing  pillars.  The  roof  is  generally 
good  and  the  mine  well  timbered.  Haulways  in  fair  condition.  There  is 
but  little  water  to  contend  with  in  this  mine;   drainage  good. 

The  miners  are,  apparently,  complying  with  the  law  regarding  powder 
as  no  excessive  quantities  are  found  in  the  mine.  Oil  used  for  illumin- 
ating purposes  is  of  a  fair  quality. 

There  is  a  twelve-foot  fan  installed  at  this  mine  but  it  has  not  been 
used  for  some  time  as  ventilation  by  natural  means  has  been  sufficient 
for  the  present  development. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  is  in  fair  condition.     Safety  lamp  and  stretchers 
are  kept  on  hand,  but  no  rules  are  posted.     This  mine  was  reported  last 
year  as  Echo  mine.  No.  32S  of  the  printed  report. 
H.  B.  BEURY,  Supt.  W.  C.  ROWE,  Mine  Boss. 

GAMOCA    COAL   COMPANY. 

P.    O..    GAMOCA,    W.    VA. 

No.  227.  Gamoea  Mine  No.  2.  —  This  mine  is  located  two  miles  from 
Gauley  Bridge,  on  the  Gauley  River  Branch  of  the  C.  &  O.  Ry;   is  a  drift 
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opening  operating  the  No.  2     gas  seam  of  coal  on  the  double  entry  sys- 
tem. 

Ventilation  is  produced  by  a  .small  furnace,  which  when  properly  at- 
tended furnishes  sufficient  air  for  the  number  of  men  employed.  Letters 
have  been  received  from  some  of  the  employes  complaining  that  the  fur- 
nace does  not  receive  proper  attention.  At  the  time  of  last  inspection,  a 
written  notice  was  given  to  the  management  that  the  furnace  must  be 
properly  fired. 

The  mine  was  practically  dry  but  there  was  no  accumulation  of  dust 
sufficient  to  require  watering.  The  roof  in  this  mine  is  very  good  and 
the  mine  properly  timbered. 

All  powder  is  carried  into  the  mine  in  cans  of  five-pounds'  capacity. 
Oil  used  for  illuminating  purposes  is  of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 

Rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand.     This 
mine  was  reported  last  year  as  No.  2  Gas  Mine,  No.  378  of  the  printed 
report. 
J.  M.  CAMPBELL,  Supt.  WILLIAM  DUNCAN,  Mine  Boss. 

No.  228.  Gamoca  Mine  No.  ■'>.  —  This  mine  is  located  two  miles  from 
Gauley  Bridge  on  the  Gauley  River  Branch  of  the  C.  &  O.  Ry;  is  a  drift 
opening,  operating  the  No.  5  Seam  of  coal  on  the  double  entry  system. 

The  ventilation  is  produced  by  a  temporary  furnace  which  does  not 
furnish  sufficient  air  to  comply  with  the  requirements  of  the  Mining 
Law.  But  preparations  were  being  made  to  construct  a  larger  furnace 
and  improve  the  system  of  ventilation.  Cross-cuts  are  regularly  driven; 
mine  doors  and  stoppings  in  fair  condition. 

The  roof  is  generally  good  and  the  mine  properly  timbered.  There  is 
a  considerable  quantity  of  water  which  leaves  the  road  in  a  sloppy  con- 
dition; no'  arrangements  have  as  yet  been  made  for  a  permanent  system 
of  drainage. 

All  powder  is  carried  into  the  mine  in  cans  of  five -pounds  capacity. 
Oil   used    for   illuminating  purposes    is   of   a   fair   quality. 

With  the  present  mine  development,  and  equipment  and  with  a  full 
force  of  men  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of  law, 

Rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand.     This 
mine  was  reported  last  year  as  No.  5  Splint  Mine,  No.  379  of  the  printed 
report. 
J.  M.  CAMPBELL,  Supt. 

J.  H.  TASKER,  Sr.,  and  M.  E.  NELSON,  Mine  Bosses. 

DEITZ  COLLIERY  COMPANY. 

P.   O.,    WYNDALL,   W.   VA. 

No.  229.  Deitz  Mine  No.  2.  —  This  mine  is  located  on  the  Gauley 
Branch  of  the  C.  &  O.  Ry.,  three  miles  from  Gauley  Bridge.  It  is  a  drift 
opening  operating  the  No.  2  gas  seam  on  the  double  entry  system.     The 
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ventilation  is  produced  by  a  small  furnace  which  gives  only  fair  resulis, 
not  meeting  with  the  requirements  of  the  mine  law:  but  material  was  on 
the  ground  and  preparations  were  being  made  to  construct  a  larger  fur- 
nace. Cross-cuts  were  regularly  driven  and  mine  doors  and  stoppings 
in  good  condition. 

The  mine  is  practically  dry  having  but  little  water  to  contend  with; 
drainage  fair.  The  roof  is  very  good  and  the  mine  properly  timbered. 
Powder  rs  taken  into  the  mine  in  cans  of  five  pounds  capacity.  The  em- 
ployes use  oil  sold  them  by  the  operating  company  which  is  apparently 
of  a  good  quality. 

The  superintendent  and  mine  boss  show  a  willingness  to  comply  with 
official   instructions   given   during   the   past   year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  to  this  mine  is  in  fair  condition.     Rules  are  posted 
and  safety  lamp  and  stretchers  kept  on  hand.     This  mine  was  reported 
last  year  as  Deitz  mine,  No.  380  of  the  printed  report. 
T.  A.  DEITZ,  Supt.  L.  D.  MORAN,  Mine  Boss. 

Xo.  230.  Deitz  Mine  No.  5. —  This  mine  is  located  three  miles  from 
Gauley  Bridge  on  the  Gauley  River  Branch  of  the  C.  &  O.  Ry. ;  it  is  a  drift 
opening  operating  the  No.  5  Seam  of  coal  on  the  double  entry  system. 

The  ventilation  is  produced  by  a  temporary  furnace  which  fails  to  pro- 
duce sufficient  air  to  comply  with  the  mine  law.  Material  was  on  the 
ground  and  preparations  were  being  made  to  construct  a  larger  furnace. 
Cross-cuts  are  regularly  driven;  mine  door  and  stoppings  in  good  condi- 
tion. 

The  roof  is  good  and  the  mine  properly  timbered;  drainage  fairly 
good. 

All  powder  is  taken  into  the  mine  in  cans  of  five  pounds'  capacity.  Em- 
ployes burn  oil  sold  them  by  the  operating  company  which  is  of  a  fair 
quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

Second  opening  meets  with  the  requirements  of  law.     Rules  are  posted 
and  safety  lamp  and  stretchers  kept  on  hand.     This  mine  was  reported 
last  year  as  Xo.  5  mine,  No.  381  of  the  printed  report. 
T.  A.  DEITZ,  Supt.  L.  D.  MORAN,  Mine  Boss. 

LYNCHBURG  COLLIERY  COMPANY. 
P.  O.,  Van etta.  W.  Va. 

Xo.  231.  Lynchburg  Mine.  —  This  mine  is  located  about  one  mile 
from  Gauley  Bridge  on  the  Gauley  Branch  of  the  C.  &  O.  Ry. ;  it  is  a  drift 
opening  operating  the  Xo.  2  Gas  Seam  on  the  double  entry  system. 

Ventilation,  produced  by  a  small  furnace,  fails  to  meet  the  requirements 
of  the  mine  law,  but  preparations  were  being  made  to  construct  a  larger 
furnace  which  will  improve  the  system  of  ventilation.  Cross-cuts  are  regu- 
larly driven;  mine  doors  and  stoppings  in  poor  condition,  the  doors  being 
principally   constructed    of   canvas   which   gives    very   poor   results.      The 
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attention  of  the  mine  boss  was  called  to  the  defective  condition  of  the  doors 
with  the  request  that  more  substantial  doors  be  constructed. 

The  mine  is  practically  dry  and  in  some  sections  it  is  necessary  to  thor- 
oughly wet  the  accumulation  of  dust.  Shooting  the  coal  on  the  solid  was 
formerly  practiced  in  this  mine  but  that  practice  is  discontinued  and  any 
violation  is  promptly  followed  by  the  discharge  of  the  offender.  The  roof 
is  very  good  and  the  mine  properly  timbered. 

All  powder  is  carried  into  the  mines  in  cans  of  five-pounds'  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company  which  is 
of  a  fair  quality. 

With  the  present  mine  development  and  equipment  and  with  a  full 
force  of  men.  this  mine  is  capable  of  producing  350  tons  per  day. 

The  second  opening  of  this  mine  meets  all  the  requirements  of  law. 

This  mine  was  reported  last  year  as  Lynchburg  mine,  No.  382  of  the 
printed  report. 
T.  A.     DEITZ,  Supt.  W.  N.  WHITLOCK,  Mine  Boss. 

CHAPMAN  IRON,  COAL  AND  COKE  COMPANY. 

P.    O.,    CAPERTON,    W.    VA. 

No.  232.  Victoria  North  Mine.  —  This  mine  is  located  fifty-four  miles 
east  of  Charletson  on  the  C.  &  O.  Ry;  is  a  drift  opening  operating  the 
Sewell  Seam  of  coal  on  the  double  and  single  entry  systems. 

Ventilation  is  produced  by  a  small  furnace  which  does  not  furnish 
sufficient  air  to  meet  the  requirements  of  the  mine  law.  Cross-cuts  are 
regularly  driven  and  mine  doors  and  stoppings  in  fair  condition. 

In  some  sections  of  the  mine  the  roof  is  bad  but  the  miners  are  well 
supplied  with  timber  and,  as  a  rule,  the  working  places  are  well  timbered. 
The  system  of  drainage  is  very  poor;   haulways  in  sloppy  condition. 

The  second  opening  to  this  mine  meets  with  the  requirements  of  law. 

This  mine  was  visited  in  June  but  no  inspection  was  made  as  the  mine 
was  idle,  all  the  employes'  services  being  dispensed  with.  The  superin- 
tendent could  give  no  information  as  to  when  the  mine  would  resume 
operation. 

This  mine  was  reported  last  year  as  North  Victoria  Mine,  No,  314  of 
the  printed  report. 
L..    C.    TIPPETT,    Supt.  ED.    LITTLEJOHN,    Mine    Boss. 

P.   O.,  FIRE   CREEK,  W.   VA. 

No.  233.  Central  Mine. — This  mine  is  located  fifty-eight  miles  east 
of  Charleston  on  the  C.  &  O.  Ry.  It  is  a  drift  opening  operating  the  Fire 
Creek  Seam  of  coal  on  the  double  and  single  entry  systems. 

Ventilation  is  produced  by  a  ten-foot  fan  and  was  found  to  be  generally 
good  throughout  the  mine.  Mine  doors  and  stoppings  in  fair  condition. 
The  roof  is  good  and  the  mine  properly  timbered.     Drainage  fair 

This  mine  was  visited  in  June  but  no  inspection  was  made  as  the 
mine  was  idle,  all  of  the  employes'  services  having  been  dispensed 
with,  and  the  superintendent  could  give  no  information  as  to  when  the 
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mine  would  resume  operation.     This  mine  was  reported  last  year  as  Cen- 
tral .Mine.  No.  :!17  of  the  printed  report. 
L.  C.  TIPPETT,  Supt.  GEO.  C.  BUTT,  Mine  Boss. 

KANAWHA  COUNTY. 

FALLING  HOCK  CANNEL   COAL  COMPANY. 

P.   ()..   WEIR,   W.   VA. 

No.  3:52  Jones  Mine. — This  mine  is  located  five  miles  east  of  Falling 
Rock  on  a  narrow  guage  road  to  the  Coal  and  Coke  R.  R.  It  is  a  drift 
opening  operating  the  Cannel  Coal  Seam  on  the  double  entry  system. 

The  ventilation,  produced  by  a  twelve-foot  fan,  has  been  found  to  be 
generally  good  throughout  the  mine. 

Shooting  the  coal  on  the  solid  was  formerly  practiced  in  this  mine  but 
during  the  year  a  compressed  air  plant  has  been  installed  and  the  coal  is 
now  mined  by  punching  machines. 

The  roof  in  this  mine  is  very  good,  drainage  fair.  All  powder  is  car- 
ried into  the  mine  in  cans  not  to  exceed  five  pounds  capacity. 

The  employees  burn  the  oil  sold  them  by  the  operating  company  which 
is  apparently  of  a  good  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  150  tons  per  day. 

The  second  opening  to  this  mine  meets  with  the  requirements  of  law. 
Rules   are  not  posted   nor  safety   lamps  kept   on  hand.     This   mine  was 
reported  last  year  as  Jones  Mine,  No.  106  of  the  printed  report. 
H.  G.  YOUNG.  Supt.  R.  B.  YOUNG,  Mine  Boss. 

W.  W.  GRAHAM  COMPAXY. 

P.    O.,    GRAHAM    MIXES,   W.   VA. 

No.  333.  Graham  Mine.  —  This  mine  is  located  at  Mason,  eight  miles 
east  of  Charleston  on  the  Coal  and  Coke  R.  R.,  is  a  drift  opening  operat- 
ing the  North  Coalburg  Seam  on  the  double  entry  system. 

Ventilation  is  produced  by  means  of  a  small  furnace  which  gives  very 
poor  results;  this  was  due  to  the  fact  that  the  mine  doors  and  stoppings 
were  in  bad  condition  and  the  furnace  not  properly  fired. 

In  some  sections  of  the  mine  there  is  a  great  deal  of  water  and  the 
system  of  drainage  is   poor. 

The  roof  is  generally  good  throughout  the  mine. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that 
the  operator  and  employes  have  complied  with  official  instructions  given 
during  the  past  year. 

During  the  year  a  compressed  air  plant  and  punching  machines  were  in- 
stalled at  this  mine. 

With  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  to  this  mine  meets  with  the  requirements  of  law. 
Rules  were  not  posted  nor  safety  lamp  kept  on  hand.     This  mine  was 
reported  last  year  as  Graham  Mine,  No.  107  of  the  printed  report. 
W.  W.  GRAHAM.  Supt.  N.  C.  POSTON,  Mine  Boss. 
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THE  ELK  COAL  COMPANY . 

P.    O..    QUEEN    SHOALS,    V\\    VA. 

No.  334.  Queen  Shoals  Mine — This  mine  is  located  at  Queen  Shoals  on 
the  Coal  and  Coke  R.  R. ;  is  a  drift  opening  operating  the  No.  5  Seam 
of  coal  on  the  double  entry  system. 

Ventilation,  produced  by  a  furnace,  is  sufficient  for  the  number  of  men 
employed.  The  roof  in  this  mine  is  generally  good  and  properly  tim- 
bered. The  mine  is  practically  dry  having  very  little  water  to  contend 
with;    drainage   fair. 

Miners  are  prohibited  from  taking  an  excessive  quantity  of  powder  into 
the  mine.  The  employes  burn  the  oil  sold  them  by  the  operating  com- 
pany which  is  apparently  of  a  good  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  to  this  mine  meets  with  the  requirements  of  law. 
Rules  are  not  posted  nor  safety  lamp  kept  on  hand.     This  mine  was  re- 
ported last  year  as  Queen  Shoals  Mine,  No.  108  of  the  printed  report. 
HENRY  DAVIS,  Supt.  G.  P.  POWERS,  Mine  Boss. 

No.  335.  Turner  or  Morris  Creek  Mine  No.  2. — This  mine  is  located 
two  miles  east  of  Turner  on  a  branch  line  of  the  Coal  and  Coke  R.  R. ; 
it  is  a  drift  opening  operating  the  No.  5  Seam  of  coal  on  the  double  en- 
try system. 

The  ventilation,  produced  by  a  ten-foot  fan,  has  been  found  to  be  gener- 
ally good  throughout  the  mine.  The  roof  is  generally  good  and  the  mine 
properly  timbered.  There  is  but.  little  water  to  contend  with;  drain- 
age fair.  The  superintendent  takes  pride  in  complying  with  official  in- 
structions, and  sees  to  it  that  the  mine  is  properly  ventilated  by  having 
the  cross-cuts  regularly  driven  and  the  mine  doors  and  stoppings  kept  in 
good   condition. 

Employes  burn  the  oil  sold  them  by  the  operating  company  which  is  of 
fair  quality.  Miners  are  prohibited  from  taking  an  excessive  quantity 
of  powder  into   the  mine. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of 
the  law.     Rules  are  posted  and  safety  lamp  kept  on  hand.     This  mine 
was  reported  last  year  as  Turner  and  Morris  reek  No.  2  Mines,  Nos  109 
and  110  of  the  printed  report. 
HENRY  DAVIS.  Supt.  W.  D.  DAVIS,  Mine  Boss. 

LUCAS  RAY  COAL  COMPANY. 

P..  O..    IIEATHERMAN.    W.    VA. 

No.  336.  Lucas  Ray  Mine. — This  mine  is  located  three  miles  east  of 
Turner  on  a  branch  line  to  the  Coal  and  Coke  R.  R. ;  it  is  a  drift  open- 
ing operating  the  No.  5  Seam  of  coal  on  the  double  entry  system.  The 
roof  is  good. 

Ventilation  is  produced  by  a  temporary  furnace  which  furnishes  suffi- 
cient air  for  the  number  of  persons  employed.     Drainage  fair. 

The  capacity   of  this  mine   is   very  small   as   the   mine  has  not   been 
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developed  to  any  great  extent,  but  few  men  being  employed  at  any  time, 
and  the  mine  having  been  idle  a  great  portion  of  the  past  year. 

Rules  are  not  posted  nor  safety  lamp  kept  on  hand.     This  mine  was 
reported  last  year  as  Lucas  Ray  Mine,  No.  113  of  the  printed  report. 
SAMUEL  SIMPKINS,  Supt.  JAMES  LUCAS,  Mine  Boss. 

JEFFERSON  COAL  AND  COKE  COMPANY. 

P.    0.,    IIEATHERMAN,    V\\    VA. 

No.  337.  Jefferson  No.  2  Mine. — This  mine  is  located  two  miles  east  of 
Turner  on  a  branch  line  to  the  Coal  and  Coke  R.  R.  It  is  a  drift  opening 
operating  the  No.  5   Seam  of  Coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  furnace  which  furnishes  sufficient  air 
for  the  number  of  men  employed.  This  mine  has  not  been  developed 
to  any  great  extent,  having  been  idle  the  greater  portion  of  the  past 
year,  and  at  the  present  time  the  output  is  very  small. 

The  roof  is  good  and  the  mine  practically  dry.  The  second  opening 
meets  with  the  requirements  of  law. 

Rules  are  not  posted  nor  safety  lamp  kept  on  hand.     This  mine  was  re- 
ported last  year  as  Jefferson  Mine,  No.  114  of  the  printed  report. 
J.  W.  JONES,  Supt.  C.  A.  WARDEN,  Mine  Boss. 

PEN  MAR  COAL  COMPANY. 

P.    O..    GRAHAM    MINES,    W.    VA. 

No.  338.  Pen  Mar  Mine. — This  mine  is  located  eight  miles  east  of 
Charleston  on  the  Coal  and  Coke  R.  R.  It  is  a  drift  opening  operating  the 
North  Coalburg  Seam  on  the  double  entry  system. 

The  present  system  of  ventilation  is  by  natural  means  which  give  very 
poor  results. 

The  roof  is  slate  and  generally  good.  There  is  much  water  to  contend 
with  and  the  system  of  drainage  is  poor.  During  the  year  a  small  com- 
pressed air  plant  was  installed  and  the  coal  is  principally  mined  by 
punching  machines. 

This  mine  is  not  developed  to  any  great  extent,  having  been  idle  the 
greater  portion  of  the  year. 

A  letter  was  addressed  to  the  superintendent  calling  his  attention  to  the 
deficiency  in  ventilation  with  the  request  that  the  same  be  remedied. 

V/ith  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  100  tons  per  day. 

The  second  opening  to  this  mine  meets  with  the  requirements  of  law. 
Rules  are  not  posted,  nor  safety  lamp  kept  on  hand.  This  mine  was 
reported  last  year  as  Pen  Mar  No.  1  Mine,  No.  115  of  the  printed  report. 
J.  C.  GALBREATH,  Supt.  CHARLES  JOHNSON,  Mine  Boss. 

KANAWHA-ELK  COAL  COMPANY. 

P.    O.,    GRAHAM    MINES.    W.    VA. 

No.  339.  Peacock  Nos.  7,  2,  3.  ',  and  5  or  Vaughan  Mine. — This  mine  is 
located  one  mile  west  of  Mason  on  the  Coal  and  Coke  R.  R. ;  it  is  a  drift 
opening  operating  the  North  Coalburg  Seam  on  the  double  entry  sys- 
tem. 
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The  ventilation,  produced  by  natural  means,  is  sufficient  for  the  num- 
ber of  men  employed,  there  being  several  openings  and  a  very  small  de- 
velopment. 

The  roof  of  this  mine  is  generally  good  and  properly  timbered.  Drain- 
age fair. 

This  mine  was   reported  last  year  as   the   Sycamore  Mine,   No.   11G   of 
the  printed  report. 
J.  G.  VAUGHAN,  Supt.  J.  H.  VAUGHAN,  Mine  Boss. 

CLENDENIN  MINING  COMPANY- 

P.    O.,    CHARLESTON,    W.    VA. 

No.  340.  Taggart  or  Ramage  Mine. — -This  mine  is  located  twenty-four 
miles  east  of  Charleston  on  the  Coal  and  Coke  Railroad;  is  a  drift  opening 
operating  the  No.   5  Seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  temporary  furnace,  which  furnishes  suffi- 
cient air  for  the  present  development  and  the  small  number  of  persons  em- 
ployed.    The   roof  is   generally  good;    drainage  fair. 

As  yet,  the  capacity  of  this  mine  is  very  small  as  it  has  not  been  de- 
veloped to  any  great  extent,  having  been  idle  several  months  during  the 
year. 

Deficiencies  are:     No  rules  posted  or  stretchers  on  hand.    This  mine  was 
reported  last  year  as  Ramage  Mine,  No.  Ill  of  the  printed  report. 
J.  B.   RAMAGE,   Supt.  H.   Y.  TUCKER,  Mine  Boss. 

CLENDENIN  COAL  COMPANY. 

P.    O.,    QUEEN    SHOALS,    W.    VA. 

No.  341.  Clendenin  Mine. — This  mine  is  located  one  mile  east  of  Queen 
Shoals  on  the  Coal  &  Coke  Railroad;  is  a  drift  opening  operating  the  No. 
5  Seam  of  coal  on  the  double  entry  system.  Ventilation,  produced  by  a 
temporary  furnace. 

No  inspection  was  made  of  this  mine  as  it  has  been  idle  during  the  past 
year.     Was  reported  last  year  as  Clendenin  Mine,  No.  112  of  the  printed 
report. 
G.  W.  GAGHAN,   Supt. 

CLAY  COAL  COMPANY. 

P.    O.,    QUEEN    SHOALS.    W.    VA. 

No.  342.  Gaghan  Mine. — This  mine  is  located  twenty-seven  miles  east 
of  Charleston  on  the  south  side  of  Elk  River;  is  a  drift  opening  operat- 
ing the  No.  5  Seam  on  the  double  entry  system.  The  coal  varies  in 
thickness  from  three  and  a  half  to  four  feet. 

Ventilation  is  produced  by  a  temporary  furnace  which  gives  sufficient 
air    for    the    present    development. 

This  is  a  new  mine  opened  during  the  year  and,  as  yet,  no  permanent 
system  of  ventilation  or  drainage  has  been  installed. 

The  tipple  is  located  on  the  north  side  of  the  river  on  the  main  line  of 
the   Coal   and   Coke  Railroad,    the   product   of  the   mine   being   conveyed 
across  the  river  by  means  of  cable  and  buckets.     Was  not  reported  last 
year. 
GEORGE  W.  GAGHAM,  Supt.  WILL  WOODRUM,  Mine  Boss. 
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MILL  CREEK  CANNEL  COAL  COMPANY. 

P.     0.,     VILLA,     W.     \  A. 

No.  343.  Mill  Creek  Mine. — This  mine  is  located  on  Mill  Creek  on  a 
narrow  guage  road  four  and  a  half  miles  from  the  main  line  of  the 
Coal  and  Coke  R.  R.;  is  a  drift  opening  operating  the  Cannel  Coal  Seam 
on  the  double  entry  system. 

The  ventilation,  produced  by  a  twelve-foot  fan,  has  been  found  to  be 
generally  good  throughout  the  mine.  The  mine  doors  and  stoppings  are 
in  good  condition. 

The  roof  is  slate  and  fairly  good.  The  mine  is  properly  timbered. 
Shooting  the  coal  on  the  solid  was  formerly  practiced  in  this  mine,  but 
during  the  year  a  compressed  air  plant  and  punching  machines  have  been 
installed  and  for  this  reason  the  practice  of  shooting  on  the  solid  has  been 
discontinued. 

The  employes  burn  oil  sold  them  by  the  operating  company  which  is 
apparently  of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  is  in  fair  condition.     Rules  are  not 
posted  nor  safety  lamp  kept  on  hand.     This  mine  was  reported  last  year 
as  Mill  Creek  Mine,   No.    117    of  the   printed   report. 
W.  E.   BROOKS,   Supt.  BEURY  COMBS,  Mine  Boss. 

THE  CAMPBELLS   CREEK   COAL   COMPANY. 

P.   O.,   DANA,   W.   VA. 

No.  344.  Calderwood  Mine. — This  mine  is  located  one  mile  east  of  Dana 
on  the  Campbell's  Creek  Railroad;  is  a  drift  opening  operating  the 
Campbell's   Creek    Seam   on    the   double   entry   system. 

Ventilation,  produced  by  a  ten-foot  fan  was  found  to  be  generally  good 
throughout    the    mine. 

The  roof  in  this  mine  is  bad,  but  timbering  is  well  looked  after  and, 
as  a  rule,  all  loose  slate  is  promptly  taken  down.    Drainage  fair. 

Some  of  the  miners  were  found  to  have  full  kegs  of  powder  in  the 
mine  which  were  ordered  taken  out  at  once;  the  order  was  complied 
with. 

The  principal  part  of  the  work  at  this  mine  is  the  drawing  of  pillars 
and  it  will   require  several  months  to  finish  the  mine. 

The  second  opening  to  this  mine  is  in  fair  condition.    Deficiencies  are  no 
rules   posted;    no   safety  lamp   kept   on   hand.     This   mine   was   reported 
last  year  as  No.  2  Mine,  No.  119  of  the  printed  report. 
W.  V.  RENSFORD,  Supt.  WM.  DIES  and  JEFF  ADKINS,  Mine  Bosses. 

No.  345.  Putney  Mine  No.  1. — This  mine  is  located  on  the  Camp- 
bell's Creek  Railroad,  fourteen  miles  east  of  Dana:  is  a  drift  opening 
operating  the  No.  5  Seam  of  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  ten-foot  fan,  has  been  found  to  be 
generally  good  throughout  the  mine.  Cross-cuts  are  regularly  driven; 
mine  doors  and   stoppings   in  fair  condition. 

With  the  exception  of  a  few  of  the  working  places,  the  roof  is  gen- 
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erally   good,  and    the   mine   properly    timbered.      Haulways    in    good   con- 
dition;   drainage   fair. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
Employes  burn  the  oil  sold  them  by  the  operating  company  which  meets 
the   requirements   of   the   law. 

The  management  and  employes  have  shown  a  willingness  to  comply 
with   official    instructions   given   during   the    past   year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men  this  mine  is  capable  of  producing  900  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law; 
rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  Co-operative  or  No.  1  Mine,  No.  120 
of  the  printed  report. 
W.  V.  RENSFORD,  Supt.  C.  M.  SMITH,  Mine  Boss. 

No.  346.  Putney  Mine  No.  2. — This  mine  is  located  fourteen  miles 
east  of  Dana  on  the  Campbell's  Creek  Railroad;  is  a  drift  opening  operat- 
ing the  No.  5  Seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  temporary  furnace  which  furnishes  suffi- 
cient air  for  the  number  of  persons  employed.  Preparations  are  being 
made  to  improve  the  ventilation  by  installing  a  fan  in  the  near  future. 
Cross-cuts  are  regularly  driven;  mine  doors  and  stoppings  in  good  con- 
dition.    Drainage  fair. 

The  roof  is  slate  and  generally  good  and  the  mine  well  timbered.  Em- 
ployes burn  oil  sold  them  by  the  operating  company  which  meets  with 
the  requirements  of  the  law.  Powder  is  carried  into  the  mine  in  cans 
of  five  pounds   capacity. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

The  second  opening  to  this  mine  meets  with  the  requirements  of  the 
law;  rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  in  connection  with  the  Co-operative 
Mine. 
W.  V.  RENSFORD,  Supt.  C.  M.  SMITH,  Mine  Boss. 

NEW  DIAMOND  COAL  COMPANY. 

V.   O.,   DIAMOND,   W.   VA. 

No.  347.  Black  Diamond  Mine. — This  mine  is  located  one  mile  north 
of  Dickinson  on  the  K.  &  M.  R.  R. ;  is  a  drift  opening  operating  the 
Winifrede  Seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  natural  means  and  is  sufficient  for  the  few 
persons  employed.  The  roof  is  fairly  good  and  the  mine  well  timbered. 
The  mine  has  a  large  quantity  of  water  to  contend  with ;  system  of  drain- 
age poor. 

The  second  opening  meets  with  all  the  requirements  of  law. 

This  mine  has  been  idle  for  the  past  several  months  and  nothing  defi- 
nite could  be  learned  as  to  when  it  would  resume  operation.     This  mine, 
was  reported  last  year  as  Black  Diamond  Mine,  No.  122  of  the  printed  re- 
port. 
ARTHUR  ROBINSON,  Supt.  JAMES  HEMMINGS,  Mine  Boss. 
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KANA  WHA   BLOCK  COAL  COMPANY. 
P.    <">..    CHABLESTON,    W.    VA. 

No.  348.  Bell  Mine. — This  mine  is  located  on  the  K.  &  M.  R.  R.,  eleven 
miles  south  of  Charleston;  is  a  drift  opening  operating  the  Coalburg 
Seam   on   the  double   entry   system. 

Ventilation  is  produced  by  natural  means,  and  furnishes  sufficient  air 
for  the  number  of  men  employed. 

This  mine  was  first  opened  some  time  in  the  fifties,  the  producl  being 
used  for  the  manufacture  of  salt.  After  being  idle  for  a  number  of  years, 
it  was  recently  reopened  by  the  above  named  company.  The  roof  is 
dene;  drainage  fair.  As  yet  the  capacity  of  the  mine  is  small,  there  being 
but  few  men  employed  at  any  time.  Not  reported  last  year. 
J.  B.  RAMAGE.  Supt.  P.  J.  YOUNG,  Mine  Boss. 

BURNING  SPRINGS  COAL  COMPANY. 

v.  •)..  MAt.nnx.   w.   v.\: 

No.  349.  Burning  Springs  Mine. — This  mine  is  located  two  miles  south 
of  Maiden  on  the  Burning  Springs  Railroad,  a  branch  line  to  the  K.  & 
M.  R.  R.:  is  a  drift  opening  operating  the  Campbell's  Creek  Seam 
on   the      double   entry   system. 

Ventilation  produced  by  a  six-foot  fan  is  found  to  meet  with  the  re- 
quirements of  the  mine  law.  Cross-cuts  are  regularly  driven;  mine  doors 
and    stoppings    in    fair    condition. 

The  roof  is  fairly  good  and  the  mine  well  timbered.  Drainage  fair. 
The  second  opening  in  fair  condition. 

This  mine  has  not  been  developed  to  any  great  extent,  having  been  idle 
for    the    past    several    months,    and    nothing    definite    could    be    learned 
as  to  when  they  would  resume  operation.     This  mine  was  reported  last 
year  as  Burning  Springs  Mine,  Xo.  121  of  the  printed  report. 
HENRY  ZIMMERMAN,  Supt.  LEE  CORDELL,  Mine  Boss. 

QUINCY  COAL  CO  MP AN Y. 

P.    O..    QUINCY,    W.    VA. 

No.  350.  Quiney  Mine  No.  i. — This  mine  is  located  one  half  mile  east 
of  Dickinson  on  a  branch  line  to  the  K.  &  M.  R.  R. ;  is  a  drift  opening 
operating  the  Lewiston  Seam  of  coal  on  the  double  entry  system. 

The  ventilation  is  produced  by  a  furnace  which  gives  very  poor  results, 
this  being  due  to  the  fact  that  the  furnace  was  too  small  to  properly 
ventilate   the   present   development. 

Owing  to  a  heavy  squeeze  this  mine  was  abandoned  in  the  early  part 
of  the  year  and  a  new  opening  is  being  made  on  upper  part  of  the  lease 
to  which  place  the  tipple  is  being  removed.     This  mine  was  reported  last 
year  as  Quiney  No.  1  Mine,  No.  123  of  the  printed  report. 
WILLIAM   DICKINSON,   Supt. 

J.  W.  KRANTZ  and  IRA  C.  MORRIS,  Mine  Bosses. 

No.  351.  Quiney  Mine  No.  >. — This  mine  is  located  one  mile  east  of 
Dickinson  on  a  branch  line  to  the  K.  &  M.  R.  R. ;  is  a  drift  opening  oper- 
ating the  No.  5  Seam. 
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Ventilation  is  produced  by  a  temporary  furnace  which  fails  to  meet 
with  the  requirements  of  the  law.  There  is  much  water  to  contend  with 
in  this  mine;  the  present  system  of  drainage  being  inadequate. 

The  roof  is  slate  and  generally  good  throughout  the  mine. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that  the 
operator  and  employes  have  complied  with  the  official  instructions  given 
during  the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  150  tons  per  day. 

The  second*  opening  to  this  mine  does  not  meet  with  the  requirements 
of  law. 

The  superintendent's  attention  was  called  to  the  deficiency  in  the  ven- 
tilation and  impassable  condition  of  the  second  opening.  He  gave  the  as- 
surance that  they  would  improve  the  system  of  ventilation  and  that  no 
more  than  twenty  persons  would  te  worked  in  the  mine  at  any  one  time 
until  the  second  opening  should  be  placed  in  condition  to  comply  with  the 
law. 

Rules  are  not  posted,  nor  safety  lamp  kept  on  hand.     This  mine  was 
reported  last  year  as  Quincy  No.  2  Mine,  No.  124  of  the  printed  report. 
WILLIAM  DICKINSON,  Supt.  J.  N.   KELLEY,  Mine  Boss. 

WITCHER  COAL  COMPANY. 

P.   O.,   DIAMOND,   W.   VA. 

No.  352.  Witcher  Mine. — This  mine  is  located  at  Witcher  on  the  K.  & 
M.  R.  R.,  twelve  miles  south  of  Charleston.  It  is  a  drift  opening  to  the 
Peerless   Seam   of  Coal. 

This  mine  was  opened  in  the  latter  part  of  1904,  but  as  yet  no  ship- 
ments of  coal  have  been  made,  the  mine  having  been  idle  since  that  time. 

No  information  could  be  obtained  as  to  when  it  would  begin  operation. 
This  mine  was  reported  last  year  as  Witcher  Mine,  No.  125  of  the  printed 
report. 
M.   F.   HARRAH,    Supt. 

SUNDAY  CREEK  COMPANY. 

P.   O.,   CEDAR   GROVE.    W.   VA. 

No.  353.  Sunday  Creek  Mine  No.  101. — This  mine  is  located  at  Shrews- 
bury, three  miles  north  of  Cedar  Grove  on  the  K.  &  M.  R.  R.;  is  a  drift 
opening  operating  the  No.  5   Seam  on  the  double  entry  system. 

Ventilation,  produced  by  a  six-foot  fan.  was  found  to  be  deficient  in  some 
sections  of  the  mine,  this  being  due  to  the  present  location  of  the  fan. 
But  preparations  were  being  made  to  move  the  fan  to  a  more  practical 
location  which  will  improve  the  system  of  ventilation.  .Cross-cuts  are 
regularly  driven;  mine  doors  and  stoppings  in  fair  condition.  In  some  sec- 
tions of  the  mine  there  is  a  large  quantity  of  water  to  contend  with; 
drainage  fair,  only. 

In  some  sections  of  the  mine  the  roof  is  very  bad,  but  timbering  is  well 
looked  after  and,  as  a  rule,  all  loose  slate  is  promptly  taken  down. 

Information  was  received  that  a  few  of  the  miners  were  violating  the 
law,  as  well  as  the  posted  rules,  by  taking  full  kegs  of  powder  into  the 
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mine.     Employes  burn  oil  sold  them  by  the  operating  company  which  is 
apparently   of  a  standard   quality. 

With  the  present  mine  development  ami  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  500  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  on  hand. 

Tbis  mine  was  reported  last  year  as  K.  &  H.  Mine  No.  101,  No.  12G  of 
the  printed   report. 
W.    F.   MANDT,  Supt.  WILLIAM  MARTIN,   .Mine  Boss. 

No.  354.  Sunday  Creek  Mine  No.  t08. — This  mine  is  located  on  the 
Kelly's  Creek  Railroad,  near  Cedar  Grove;  is  a  drift  opening  operating 
the  Cedar  Grove  Seam  of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  an  eight-foot  fan.  No  inspection  was  made, 
as  this  mine  has  been  idle  during  the  year  and  no  information  could  be 
had  as  to  when  it  would  resume  operation. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  No.   103,  No.   127 
of  the  printed  Report. 
W.    F.    MANDT,    Supt. 

No.  355.  Sunday  ('reck  Mine  No.  10J/. — Tbis  mine  is  located  on  the 
Kelly's  Creek  Railroad  near  Cedar  Grove;  is  a  drift  opening  operating 
the  Cedar  Grove  Seam  on  the  double  entry  system. 

Ventilation  is  produced  by  a  six-foot  fan.  No  inspection  was  made,  as 
this  mine  has  been  idle  during  the  year  and  nothing  could  be  learned  as 
to  when  it  would  resume  operation. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  No.  104,  No.  128  of  the 
printed  report. 
W.    F.    MANDT,    Supt. 

No.  356.  Sunday  Creek  Mine  No.  105. — This  mine  is  located  six  miles 
east  of  Cedar  Grove  on  the  Kelly's  Creek  Railroad;  is  a  drift  opening 
operating  the  Coalburg  Seam  of  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  five-foot  fan,  has  been  found  to  be  gen- 
erally good  throughout  the  mine.  Cross-cuts  are  driven  at  the  proper 
distances  and  mine  doors  and  stoppings  substantially  constructed  so  that 
the  air  current  may  be  properly  distributed  to  the  working  places. 

The  roof  in  this  mine  is  generally  good  and  the  mine  properly  timbered 
and  haulways  kept  in  first  class  condition.  The  mine  is  practically  dry 
which  necessitates  watering  to  allay  the  dust  in  some  sections.  Ample 
provision  is  had  in  the  form  of  water  cars  to  thoroughly  wet  the  dusty 
sections. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pound  capacity.  The 
employes  burn  oil  sold  them  by  the  operating  company,  which  seems  to 
be  of  a  fair  quality. 

The  management,  superintendent,  and  employes  of  the  Sunday  Creek 
Company  have  shown  a  willingness  to  comply  with  the  official  instruc- 
tions given  during  the  past  year.  Mr.  Mandt,  the  superintendent,  gives 
special  attention  to  the  ventilation  and  general  safety  of  the  mines  in  his 
charge,  and  accompanies  the  Inspector  through  them  on  his  official  visits, 
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at  which  time  he  takes  notes  of  any  deficiencies  and  insists  that  the  mine 
bosses  keep  the  mines  in  condition  to  comply  with  the  law. 

With  the  present  mine  development  and  equipment,  and  -with  a  full 
force  of  men,  this  mine  is  capable  of  producing  1,000  tons  per  day. 

The  second  opening  is  in  fair  condition.  In  a  short  time  the  main  head- 
ing will  be  driven  through  the  mountain  which  will  place  this  mine  in 
first  class  condition  throughout.  Rules  are  posted  and  stretchers  and 
safety  lamp  kept  on  hand. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  No.  105,  No.  129  of 
the  printed  report. 
W.  F.  MANDT,  Supt.  H.  W.  PEXROD,  Mine  Boss. 

No.  357.  Sunday  Creek  Mine  Xo.  106. — This  mine  is  located  six  miles 
east  of  Cedar  Grove  on  the  Kelly's  Creek  Railroad;  is  a  drift  opening 
operating  the  No.  5  Seam  of  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  five-foot  fan,  has  been  found  to  be  gen- 
erally good  throughout  the  mine.  Cross-cuts  are  driven  at  the  proper 
distance  and  mine  doors  and  stoppings  kept  in  good  condition. 

The  roof  is  good  and  the  mine  properly  timbered.     Drainage  fair. 

The  miners  are  prohibited  from  carrying  into  the  mine  more  than  five 
pounds  of  powder  at  any  one  time. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  apparently  of  a  fair  quality. 

With' the  present  mine  development  and  equipment  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  GOO  tons  per  day. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of 
law.  Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept 
on  hand. 

This  mine  was  reported  last  year  as  the  K.  &  H.  Mine  No.  106,  No.  130 
of  the  printed  report. 
W.  F.  MANDT,   Supt.  J.   M.   SIMMS,  Mine  Boss. 

No.  358.  Sunday  Creek  Mine  No.  108,  East. — This  mine  is  located  six 
and  a  half  miles  east  of  Cedar  Grove  on  the  Kelly's  Creek  Railroad;  is  a 
drift  operating  the  Coalburg  Seam  on  the  double  entry  systom. 

The  ventilation,  produced  by  a  six-foot  fan,  has  been  found  to  be  gen- 
erally good  throughout  the  mine.  Cross-cuts  are  regularly  driven,  and 
mine  doors  and  stoppings  in  good  condition. 

The  roof  is  slate  and  good  and  the  mine  properly  timbered.  They  have 
but  very  little  water  to  contend  with;   drainage  fair. 

The  miners  are  prohibited  from  taking  into  the  mine  more  than  five 
pounds  of  powder  at  any  one  time. 

The  operator  and  employes  cheerfully  comply  with  all  the  official  in- 
structions given  during  the  past  year. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
seems  to  be  of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  this  mine  is  capable 
of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  meets  with   the  requirements  of  the 
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law.     Rules  are  posted  at    the   mine  and   safety   lamp  and  stretchers  kept 
on  hand. 

This  mine  was  reported  last  year  as  K.  &  H.  .Min  •   No.   ins,  No.  131  of 
the  printed  report. 
W.  F.  MANDT,  Snpt. 

No.  359.  Sunday  Creek  Mine  No.  109. — This  mine  is  located  seven 
miles  east  of  Cedar  Grove  on  the  Kelly's  Creek  Railroad;  is  a  drift 
opening  operating  the  No.  5  Seam  of  coal  of  the  double  entry  system. 

Ventilation  is  produced  by  a  six-fcot  fan  and  has  been  found  to  be 
generally  good  throughout  the  mine.  Cross-cuts  are  regularly  driven; 
mine  doors  and  stoppings  in  good  condition.     Drainage  fair. 

The  roof  is  generally  good  and  the  mine  well  timbered. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
Employes  burn  oil  sold  them  by  the  operating  company  which-  is  apparent- 
ly of  a  standard  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  GOO  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  on  hand. 

This  mine  was  reported  last  year  as  K.  &  H.  Mine  No.  109,  No.  132  of 
the  printed  report. 
W.  F.  MANDT,  Supt.  J.  N.  BURGRAF,  Mine  Boss. 

No.  360.  Sunday  Creek  Mine  No.  110. — This  mine  is  located  one  mile 
south  of  Cedar  Grove  on  the  K.  &  M.  R.  R.;  is  a  drift  opening  operating 
the  Cedar  Grove  Seam  of  coal  on  the  double  entry  system. 

The  ventilation  is  produced  by  a  ten-foot  fan  and  the  present  system  of 
ventilation  fails  to  meet  the  requirements  of  law,  this  being  due  to  the 
location  of  the  fan.  Preparations  are  being  made  to  remove  the  fan  to 
a  more  practical  location  where  it  will  give  better  results. 

The  roof  in  this  mine  is  generally  good  and  properly  timbered.  Drain- 
age good. 

All  powder  is  carried  into  the  mine  in  cans  of. five  pounds  capacity. 

The  operators  and  employes  have  shown  a  willingness  to  comply  with 
official  intructions  given  during  the  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  to  this  mine  meets  the  requirements  of  the  law. 
Rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported  last  year  as  K.  &  H.  No.  110,  No.   133  of  the 
printed  report. 
W.  F.  MANDT,  Supt.  WILLIAM  WELSCH,  Mine  Boss. 

THE  NEW  CEDAR  GROVE  COAL  AXD  BRICK  COMPAXY. 

P.   O..   CEDAR  GKOVE.    W.   VA. 

No.  361.  Boyd  Mine. — This  mine  is  located  at  Cedar  Grove  on  the  K. 
&  M.  R.  R. ;  is  a  drift  opening  operating  the  Cedar  Grove  Seam  of  coal 
on  the  double  entry  system. 

Ventilation,  by  a  temporary  furnace,  is  sufficient  for  the  number  of  men 
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employed  as  this  is  a  new  mine  and  ha-  reloped  to 

tilarly   driven;    mln  ipplngg   in 

ondltlon. 
The  roof  is   very   good:    drainage  fair. 

The  second  opening  t<>  this  mine  is  in  fair  condition.  This  is.  a  new 
mine  an..  listed  last  year. 

ti  ids    BOYD,  Gen.  Mgr.  E    s    BROWN,  Mine 

HENRY  CALDERWOOD,  Supt. 

KELLY  &  CREEK   COLLIERS    COMPANY. 

P.    i>..     \\    \Kli.     \\  .     \   \. 

No.   362.     Kelly 8  Creek    Vine   No.    i. — This   mine   is   located   al    Ward 
three  miles  easl  of  Oedar  Grove  on  the  Kelly's  Creeb  and  Northwe 
Railroad;  Is  a  drift  opening  operating  the  Coalburg  Seam  of  coal  on  the 
double  entry  system. 

Ventilation  produced  by  an  eight-foot  fan  has  been  found  to  be  gei 
ally  good   throughout   the  mine     Cross-cuts  are   regularly   driven;    mine 
doors  and   stoppings  in  good  condition. 

The  roof  in  some  sections  of  this  mine  is  of  a  treacherous  and  danger- 
ous nature,  but  timbering  is  well  looked  after  and  as  a  rule  all  Inns,,  slate 
is  promptly  taken  down. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
This   mine  has    but    little   water  to  contend   with;    drainage   fair. 

The  mine  boss  and  employes  have  shown  a  willingness  to  comply  with 
official    instructions    given    during    the    past    year. 

With  the  present  mine  development,  and  with  a  full  force  of  men, 
this  mine  is  capable  of  producing  700  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on 
hand. 

This  mine  was  reported  last  year  as  No.  1   Mine,  Xo.  135  of  the  printed 
r<  port. 
H.  T.  SMARR,  Supt.  H.  J.  WILLIS.  Mine  B 

No.  363.  Kelly*  Creek  Mine  No.  ..'.—  This  mine  is  located  at  Ward  on 
the  Kelly'  Creek  and  Northwestern  Railroad,  three  miles  east  of 
Cedar  Grove;  is  a  drifl  opening  operating  the  Coalburg  Seam  on  the 
double  enl  ry   system. 

The  ventilation,  produced  by  an  eight-fool  fan.  meets  with  the  full  re- 
quirements of  the  mine  law.  Mr.  Taylor,  the  mine  boss,  is  a  verj  com- 
petent man  and  takes  special  interest  in  the  general  safety  ami  ventila- 
tion of  the  mine  and  insists  on  having  the  cross-cuts  regularly  driven  and 
mine  doors  and  stoppings  properly  constructed  that  the-  air  may  be  proper- 
ly distributed   throughout    the  mine 

in  some  sections  of  the  mine  the  roof  is  bad  and  dangerous,  but  tim- 
bering is  well  looked  after  and  all  loose  slate  is  promptly  taken  down  and 
the  haulways  kept   In  good  condition.    Drainage  fair. 

All  powder  is  carried  Into  the  mine  In  cans  of  five  pounds  capacity.    The 
employes  burn  the  oil  sold  them  by  the  operating  company  which  is  ap- 
•!]>•   of   a    good    quality. 
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.Mr.  Si.iair,  the  superintendent  who  has  charge  of  the  mines  operated 
by  this  company,  is  a  practical  mine  man  and  takes  special  interest  in 
having  the  mines  up  lo  date  in  their  equipment.  It.  is  a  pleasure  to  state 
that  the  management  and  employes  of  this  company  have  shown  a  will- 
ingness to  comply  with  official  instructions  given  during  the  past  year. 

With  the  present  nyne  development  and  equipment,  and  with  a  full 
force  of  nun,  this  mine  is  capable  of  producing  500  tons  per  day. 

The  second    opening  to   this  mine  meets  all   the   requirements  of  law 
Rules  are  posted;   safety  lamp  and  stretchers  kept  on  hand.     This  mine 
was  opened  during  the  past  year  and   was  not  listed  in  the  last  printed 
report. 
H.  T.  SMARR,  Supt.  .  H.  E.  TAYLOR,  Mine  ! 

•No.  3G4.  Kellys  Cirri;  Mine  No.  't. — This  mine  is  located  at  Ward  on 
Kelly's  Creek  and  Northwestern  Railroad,  three  miles  east  of  Cedar  Grove; 
is  a  drift  opening  operating  the  Cedar  Grove  Seam  on  the  double  entry 
system. 

Ventilation  is  produced  by  a  temporary  furnace  which  furnishes  suffi- 
cient air  for  the  number  of  men  employed.  This  is  a  new  mine  and,  as 
yet,  the  capacity  is  small,  and  no  permanent  system  of  ventilation  or 
drainage  has  been  installed. 

The  roof  is  good  and  the  mine  properly  timbered.  All  powder  is  car- 
ried into  the  mine  in  cans  of  five  pounds  capacity. 

The  second  opening  to  this  mine  is  in  fair  condition.     Rules  are  posted 
and  safety  lamp  and  stretchers  kept  on  hand.     This  mine  was  opened  dur- 
ing the  past  year. 
H.  T.  SMARR,  Supt.  W.  M.  SHANNON,  Mine  Boss. 

HUGHES  CREEK  COAL  COMPANY. 

P.  O.,   HUGHESTON,   W.   VA. 

No.  305.  Hugheston  Mine.  No.  2. — This  mine  is  located  at  Hugheston 
on  the  K.  &  M.  R.  R.;  is  a  drift  opening  operating  the  Coalburg  Seam 
on  the  double  entry  system. 

The  ventilation,  produced  by  a  seven-foot  fan,  has  always  been  found 
good  on  the  entries,  but  not  well  distributed  to  some  of  the  rooms,  this 
being  due  to  neglect  to  have  the  stoppings  properly  constructed.  The 
attention  of  the  mine  boss  was  called  to  this  matter  and  he  gave  the  as- 
surance that  the  deficiency  would  be  remedied. 

In  a  large  section  of  the  mine  there  is  a  draw  slate,  from  eight  to  twelve 
inches*  in  thickness,  of  a  dangerous  nature  and  which  requires  careful 
attention  to  insure  safety.  The  miners  are  well  supplied  with  timber  and, 
as  a  rule,  the  working  places  are  properly  timbered.  Haulways  in  fair 
condition.     Drainage  fair. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

With  the  present  mine  development  and  equipment  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  GOO  ton  per  day. 

The  second   opening  to  this  mine  meets   all   the   requirements   of   the 
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law.     Rules   are   posted   and   safety   lamp   and    stretchers   kept   on    hand. 

During  the  year  a  seven-feet  fan  was  installed  at  this  mine.     This  mine 

was  reported  last  year  as  Hugheston  No.  2  Mine,  No.  13G  of  the  printed 

report. 

J.   W.   MOORE,   Supt.  J.   W.   NUGENT,    Mine   Boss. 

No.  3G6.  Hugheston  Mine  No.  S. — This  mine  is  located  at  Hugheston 
on  the  K.  &  M.  R.  R.;  is  a  drift  opening  operating  the  Coalburg  Seam  on 
the  double  entry  system. 

Ventilation  is  produced  by  a  seven-foot  fan  and  has  been  found  to  be 
generally  good  throughout  the  mine.  Doors  and  stoppings  in  fair  condi- 
tion. This  mine  has  not  been  developed  to  any  great  extent  and,  as  yet 
no  permanent  system  of  drainage  has  been  installed. 

There  is  a  draw  slate  in  this  mine  varying  in  thickness  from  eight  to 
twelve  inches  and  which  must  be  taken  down  or  properly  timbered  to  in- 
sure safety.  The  miners  are  well  supplied  with  timber  and,  as  a  rule, 
the  mine  is  well  timbered.     Haulways  are  in  fair  condition. 

All  powder  is  taken  into  the  mines  in  cans  of  five  pounds  capacity. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

A  seven-foot  fan  has  recently  been  installed  and  other  improvements 
made  which  have  greatly  improved  the  system  of  ventilation. 

The  second  opening  to  this  mine  is  in  fair  condition.     Rules  are  posted 
and  safety  lamp  and  stretchers  kept  on  hand.     This  mine  was  not  listed 
last  year  as  they  had  produced  no  coal. 
J.  W.  MOORE,  Supt.  W.  J.  CRANTZ,  Mine  Boss. 

CANNELTON  COAL  COMPANY. 

P.    O.,    CANNELTON,    W.    VA. 

No.  3G7.  Cannelton  Mine  No.  2. — This  mine  is  located  on  Smithers 
Creek  one  mile  east  of  Cannelton  on  a  branch  line  to  the  K.  &  M.  R.  R.; 
is  a  drift  opening  operating  the  No.  2  Gas  Seam  of  coal  on  the  double 
entry  system. 

The  ventilation  produced  by  a  ten-foot  fan  was  found  to  be  generally 
good  throughout  the  mine.  Cross-cuts  between  entries  and  rooms  are  reg- 
ularly driven;  mine  doors  and  stoppings  properly  constructed;  haulways 
in  first  class  condition.     Drainage  good. 

The  roof  in  this  mine  is  very  good  and  the  mine  properly  timbered. 

All  persons  are  prohibited  from  taking  into  the  mine  more  than  five 
pounds  of  powder  at  any  one  time.  Oil  burned  by  the  employes  is  of  a 
good  quality. 

Operators  and  employes  show  a  willingness  to  comply  with  official  in- 
structions given  during  the  past  year. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  1,000  tons  per  day. 

The  second  opening  to  this  mine  is  in  fair  condition.     Rules  are  posted 
at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand.     This  mine 
was  reported  last  year  as  Cannelton  No.  2  Mine,  No.  137  of  the  printed 
report. 
LANGDON  LEA,  Supt.  NEAL  McCAFFERTY,  Mine  Boss. 
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COLUMBIA  COAL  MININO  COMPANY. 
P.   O..    BLUE   CREEK,    \V.    va. 

Xo.  3GS.  Slirader  No.  I  or  Columbia  Mine  No.  1. — This  mine  is  located 
four  miles  from  the  mouth  of  Blue  Creek  on  the  Kanawha  and  West  Vir- 
ginia Railroad;  is  a  drift  opening  operating  the  No.  5  Seam  of  coal  on 
the  double  entry  system.  The  coal  varies  in  thickness  from  three  and  a 
half  to  four  feet. 

The  roof  is  good.  This  is  a  new  mine  and,  as  yet,  the  developments  are 
small  and  no  permanent  system  of  ventilation  or  drainage  has  been  in- 
stalled. The  first  shipment  of  coal  was  made  January  1,  1906.  The  mine 
has  been  idle  for  some  time,  the  management  claiming  that  they  are  not 
able  to  operate  because  of  the  excessive  railroad  rates.  This  mine  was 
not  listed  in  the  last  printed  report. 
W.  F.  HARVEY,  Supt.  W.  S.  ECKERS,  Mine  Boss. 

No.  3G9.  Shrader  or  Columbia  Mine  Xo.  .?. — This  mine  is  located  four 
miles  from  the  mouth  of  Blue  Creek  on  the  Kanawha  and  West  Virginia 
Railroad ;  is  a  drift  opening  operating  the  No.  5  Seam  of  coal  on  the 
double  entry  system.  The  coal  varies  in  thickness  from  three  and  a  half 
to  four  feet. 

The  roof  is  good.  This  is  a  new  mine  and,  as  yet,  the  developments 
are  small  and  no  permanent  system  of  ventilation  or  drainage  has  been 
installed.  The  first  shipment  of  coal  was  made  November  5,  1905.  The 
mine  has  been  idle  for  some  time,  the  management  claiming  that  they 
are  not  able  to  operate  because  of  excessive  railroad  rates.  This  mine 
wras  not  listed  last  year. 
W.  F.  HARVEY,  Supt.  W.  S.  ECKERS,  Mine  Boss. 

No.  370.  Slirader  or  Columbia  Mine  No.  3. — This  mine  is  located  five 
miles  from  the  mouth  of  Blue  Creek  oh  the  Kanawha  and  West  Virginia 
Railroad;  is  a  drift  opening  operating  the  No.  5  Seam  of  coal  on  the  double 
entry  system.  The  coal  varies  in  thickness  from  three  and  a  half  to  four 
feet. 

This  is  a  new  mine  recently  opened.    The  tipple  has  been  completed  but 
no  shipments  of  coal  have  been  made  as  the  side  track  has  not  yet  been 
laid  to  the  mine.     This  mine  was  not.  listed  last  year. 
W.  F.   HARVEY,  Supt.  W.   S.  ECKERS,  Mine  Boss. 

BLUE  CREEK  COAL  AND  LAND  COMPANY. 

P.    O..    POND    GAP,    W.    VA. 

Xos.  371  and  372.  Wills  Hollow  Nos.  1  North  and  2  South. — These 
mines  are  located  on  the  Kanawha  and  West  Virginia  Railroad,  twenty- 
one  miles  from  the  mouth. of  Blue  Creek.  They  are  drift  openings,  oper- 
ating the  No.  5  Seam  of  coal  on  the  double  entry  system.  Ventilation, 
produced  by  natural  means,  is  sufficient  for  the  present  development. 
The  coal  varies  in  thickness  from  four  to  five  feet. 

The  roof  is  slate  and  generally  good.  These  are  new  mines  and,  as 
yet,  no  permanent  system  of  ventilation  or  drainage  has  been  installed. 
Mine  No.  1  is  located  on  the  north  of  the  hollow  and  Mine  No.  2,  on  the 
south  side,  the  product  of  both  mines  being  loaded  from  one  tipple. 
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the  dust.  Ample  provision  is  made  in  the  form  o!  water  cars  to  thoroughly 
wet  the  dusty  sections. 

In  some  sections  of  the  mine  the  roof  is  very  good,  while  in  others  there 
is  a  draw  slate  which  has  to  be  taken  down  to  insure  safety.  Haulways  in 
good  condition,  and  mine  doors  and  stoppings  in  good  repair. 

All  powder  is  carried  into  the  mine  in  cans  of  five-pounds  capacity,  the 
management  and  employes  showing  a  willingness  to  comply  with  official 
instructions  given  during  the  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  600  tons  per  day. 

Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on 
hand.    The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
This  mine  was  reported  last  year  as  Monarch  Mine,  No.  141  of  the  printed 
report. 
ALFRED  REDDINGTOX.  Supt.  ROBERT  SNEAD,  Mine  Boss. 

BLACK  HAWK  COAL  COMPANY. 

P.  0.,  BLACK  HAWK,   W.   VA. 

No.  .  Blark  Hawk  Mine. — This  mine  is  located  three  miles  south  of 

Charleston  on  the  K.  &  M.  R.  R. ;  is  a  drift  opening  operating  the  Camp- 
bell's Creek  Seam  on  the  double  entry  system. 

Ventilation  is  produced  by  a  six-foot  fan. 

No  shipments  of  coal  have  been  made  from  this  mine  during  the  past 
two  years  for  this  reason  no  inspection  was  made. 

When  this  mine  was  visited  no  one  was  on  the  ground  to  give  any  in- 
formation as  to  who  had  charge  of  the  property.  This  mine  was  re- 
ported last  year  as  Black  Hawk  Mine,  No.  118  of  the  printed  report. 

MASON  COUNTY. 

THE  HOPE  SALT  AND  COAL  COMPANY. 

P.    O.,    MASON,    W.    VA. 

No.  4G8.  Hope  Mine. — This  mine  is  located  at  Mason  on  the  B.  &  O. 
R.  R. :  is  a  drift  opening  operating  the  Pittsburg  Coal  on  the  double  entry 
system.  The  ventilation  is  produced  by  a  furnace  which  furnishes  suffi- 
cient air   for  the   number  of  men   employed. 

Xo  gas  is  found  in  this  mine  but  there  is  a  large  quantity  of  water 
to  contend  with.  Drainage  moderately  good.  In  some  sections  of  the 
mine  the  roof  is  of  a  dangerous  nature  but  the  timbering  is  well  looked 
after  and  loose  slate  promptly  taken  down.  All  powder  is  carried  into 
the  mine  in  cans  of  five  pounds  capacity. 

The  second  opening  of  this  mine  meets  with  the  requirements  of  law. 

This  mine  has  been  idle  for  the  past  several  months  pending  the  sale 
of  the  property.     This  mine  was  reported   last  year  at  Hope  Mine,  No. 
229  of  the  printed  report. 
D.  C.  DAVIES.  Supt.  H.   H.  WILLIAMS,  Mine  Boss. 

MASON  CITY  MINING  COMPANY. 

POSTOFFICE.    MASON,   W.   VA. 

No.  469.     Linden  Mine.  —  This  mine  is  located  one  mile  east  of  Mason, 
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on  the  B.  &0    R    R.;    la  a  drifl  opening  operating  the  Pitts  il  on 

the  double  entrj  Bystem. 

ventilation,  produced  by  a  five-foot  fan,  as  a  rule,  has  been  found 
good  throughout  the  mine.  Borne  ejections  of  the  mine  bav<  a  great  deal 
of  water;  drainage  fair.  Some  few  of  the  miners  shool  the  coal  from  the 
solid. 

The  roof  is  Blate  and  generally  good.     With  the  preaenl  mine  develop- 
and  equipment,  this  mine  is  capable  of  producing  200  tons  per  day. 

The  Becond  opening  i  I  this  mine  is  in  fair  condition.     This  mine  was 
reported  last  year  as  the  McDaniel  Mine,  No    230  of  the  printed  report. 
C.  .1    RYAN,  Bupt.  BILL  POTTS  \m>  W.  L.  Harris.  Mine  Bw 

THE    LIVERPOOL    SALT    AND    <<>M.    COMPANY. 

ll.\i;i  i  OED,    W.    7A. 

No.  17".  Jackson  Furnace  Man-.  —  This  mine  is  located  at  Hartford, 
on  the  B.  &  0.  R.  R.;  is  a  drift  opening,  operating  the  Pittsburg  coal  on 
the  double  entry  system.    The  ventilation,  produced  by  a  ten-fool   fan,  as 

a  rule,  has  been  found  good  throughout  the  mine.  Most  of  the  working 
places  are  very  wel  and  shooting  from  the  solid  is  largely  practiced  at 
this  mine.  The  roof  is  good  and  the  mine  properly  timbered;  drainage 
fair. 

The  principal  part  of  the  production  of  this  mine  is  used  in  the  manu- 
facl  are  of  salt. 

The  second  opening  to  this  mine  is  in  fair  condition  only,  but  a  beading 
is  being  driven  to  the  out-crop;  this  will  improve  the  system  of  drainage 
and  meel   with  the  requirements  of  law  as  to  a  second  opening. 

This   mine    was    reported    last    year   as   Jackson    .Mini'.   No.   231    of   the 
printed  report. 
HORACE  F.  SMITH.   Supt.  SAMUEL  EDWARDS,  Mine  Boss. 

HARTFORD    'il)     SALT    COMPANY. 
POSTOFI  K  i:.    iiaki.  0BD,    \\ '.    VA. 

No.  471.  Hartford  Mine.  This  mine  is  located  at  Hartford,  on  the  B. 
&  O.  It.  R.;  is  a  slope  opening  operating  the  Pittsburg  coal  on  the  double 
entry  system. 

The  ventilation,  produced  bj  a  ten-foot  fan,  has  always  been  found  good 
throughout  the  mine.  Crosscuts  are  regularly  driven;  mine  doors  and 
stoppings  in  fair  condil  ion 

There  is  a  large  quantity  of  water  to  contend  with;  drainage  gen- 
erally good.  The  roof  is  sandstone  and  Blate  and  is  very  good  in  the 
working  places,  bul  not  so  good  on  some  sections  of  the  main  baulway. 
Bui  the  mine  boss  gives  this  special  attention,  and  sees  thai  all  dangerous 
plao  B  are  properly  t  imbered. 

The  production  of  this  mine  is  principally  used  in  the  manufacture  of 

The  Becond  opening  to  this  mine  meets  with  all  the  requirements  of 
law.     No  rules  are   posted,  nor  safety   lamp  or  stretchers  kept    on   hand. 
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This   mine   was   reported   last  year   as  Hartford   Mine,   No.    232   of   the 
printed  report. 
D.  E.  NEWTON.  Supt.  RICHARD  JENKINS,  Mine  Boss. 

CONSUMERS  COAL  &  MINING  COMPANY. 

r-OSTOFFICE,   SPILMAN,    W.   VA. 

No.  472.  New  Casile  Mine.  —  This  mine  is  located  one  mile  west  of 
Clifton,  on  the  B.  &  O.  R.  R.;  is  a  drift  opening  operating  the  Pittsburg 
coal  on  the  double  entry  system.  The  ventilation  is  produced  by  a  fur- 
nace, with  satisfactory  results.  The  mine  generates  a  great  deal  of  water; 
drainage  moderately  good.  There  is  no  gas  or  dust  to  contend  with.  The 
roof  in  this  mine  is  very  bad  and  dangerous,  but  the  timbering  is  well 
looked  after  and  loose  slate  is  promptly  taken  down.  All  powder  is 
carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  operator  and  employes  have  shown  a  willingness  to  comply  with 
official  instructions  given  during  the  past  year. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of  law. 

This   mine  has   been    idle    since    April    1,    1906,    and    nothing    could   be 
learned  as  to  when  it  would  resume  operation.     Was  reported  last  year  as 
New  Castle  Mine,  No.  233  of  the  printed  report. 
HARRY  HART,  Supt.  FRANK  WRIGHT,  Mine  Boss. 

No.  473.  Camden  Mine.  —  This  mine  is  located  at  Spilman,  on  the  B. 
&  O.  R.  R.;  is  a  drift  opening  operating  the  Pittsburg  coal  on  the  double 
entry  system.  The  ventilation,  produced  by  a  ten-foot  fan,  is  good 
throughout  the  mine.  The  mine  is  wet,  to  some  extent,  and  free  from 
dust  and  gas.  The  roof  is'  good  and  properly  timbered.  All  powder  is 
carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  employes  burn 
the  oil  sold  them  by  the  operating  company,  which,  as  a  rule,  meets  with 
the  requirements  of  law. 

The  operators  and  employes  have  shown  a  willingness  to  comply  with 
the  official  instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 

It  was  reported  last  year  as  Camden  Mine,  No.  234  of  the  printed  report. 
HARRY  E.  SPILMAN,  Supt.  JAMES  SMITH,  Mine  Boss. 

HANGING    ROCK    COAL    COMPANY. 

FOSTOFF1CE,    HARTFOKI),    W.    VA. 

No.  474.  Klondike  Mine.  —  This  mine  is  located  one  mile  west  of  Hart- 
ford, on  the  B.  &  O.  R.  R.;  is  a  drift  opening  operating  the  Pittsburg  coal 
on  the  double  entry  system.  The  ventilation  is  produced  by  a  small  fur- 
nace, which,  when  properly  attended,  gives  sufficient  air  for  the  number 
of  men  employed. 

The  mine  is  practically  dry,  but  free  from  dust  and  gas.  Shooting  the 
coal  on  the  solid  was  formerly  practiced  in  this  mine,  but  that  practice 
is  discontinued  and  any  violations  are  followed  by  the  discharge  of  the 
offender. 


Anhual  Report  of  [W.  Va. 

The  roof  in  this  mine  is  very  good  and  properly  timbered.  All  powder 
is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  operator  and  employes  have  shown  a  willingness  to  comply  with 
official  instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men  employed,  this  mine  is  capable  of  producing  200  tons  per 
day. 

The  second  opening  of  this  mine  meets  all  the  requirements  of  the  law. 

Was  reported  last  year  as  Klondike  Mine,  No.  235  of  the  printed  report. 
HOWARD  ROBINSON.  Sapt.  ROBERT  KNIGHT,  Mine  Boss. 

BEECH    GROVE    COAL    COMPANY. 

POSTOFFICE,   MASON,   W.   VA. 

No.  475.  Beech  Grove  Mine.  —  This  mine  is  located  one  mile  west  of 
Mason,  on  the  B.  &  O.  R.  R. ;  is  a  drift  opening,  operating  the  Pittsburg 
coal  on  the  double  entry  system.  The  ventilation  is  produced  by  a  tem- 
porary furnace,  which  gives  sufficient  air  for  the  number  of  men  em- 
ployed, as  the  main  heading  has  been  recently  driven  to  the  outcrop, 
making  great  improvement  in  ventilation  and  drainage.  The  mine  is  wet 
and  has  no  dust  or  gas  to  contend  with. 

The  roof  is  good  and  properly  timbered.  All  powder  is  carried  into  the 
mine  in  cans  of  five  pounds  capacity. 

The  operator  and  employes  have  shown  a  willingness  to  comply  with 
official  instructions  given  during  the  past  year. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which, 
.as  a  rule,  meets  the  requirements  of  the  law. 

The  mine  has  been  idle  the  greater  portion  of  the  year  and  at  the 
present  time  but  few  men  are  employed.  The  second  opening  of  this  mine 
meets  the  requirements  of  the  law. 

-Reported  last  year  as  Beech  Grove  Mine,  No.  236  of  the  printed  report. 
JOSEPH  ICENHOWER,  Supt.  P.  F.  DALEY  and 

FRED  ICENHOWER,  Mine  Bosses. 

THOMAS    D.    HARRIS. 

POSTOFFICE,   HABTFOED. 

No.  476.     Harris  Mine.  —  This  is  a  drift  opening  in  the  Pittsburg  seam, 
which  has  a  thickness  of  four  and  a  half  to  five  feet.    It  is  ventilated  by  a 
shaft. 
THOS.  D.  HARRIS,  Supt.  JOHN  HARRIS,  Mine  Boss. 

NICHOLAS    COUNTY. 
BELL    CREEK    COAL    COMPANY. 

POSTOFFICE,   BELVA. 

No.  477.  Bell  Creek  Mine.  —  This  mine  is  located  on  Twenty  Mile 
Creek,  on  the  Gauley  River  Branch  of  the  C.  &  O.  Ry.,  seven  miles  north  of 
Gauley  Bridge;  is  a  drift  opening  operating  the  Coalburg  seam  on  the 
double  entry  system. 
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Ventilation,  produced  by  a  six-foot  fan,  was  found  to  be  somewhat 
deficient,  this  being  due  to  the  defective  condition  of  mine  doors  and 
stoppings. 

The  roof  is  good  and  the  mine  properly  timbered;  drainage  fair.  This 
mine  is  not  developed  to  any  extent,  having  been  idle  several  months 
during  the  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  meets  with  all  the  requirements  of 
law.  Deficiencies  are:  Rules  are  not  posted,  nor  safety  lamp  or  stretchers 
kept  on  hand,  as  required  by  law. 

Reported  last  year  as  Bell  Creek  Mine,  No.  383  of  the  printed  report. 
C.  G.  WOOD,  Supt.  SCOTT  TAYLOR,  Mine  Boss. 

THE    COLUMBUS    COAL    COMPANY. 

POSTOFFICE,   VAUGHAN,    W.    VA. 

No.  478.  Vaughan  Mine  No.  1. —  This  mine  is  located  on  Twenty  Mile 
Creek,  on  the  Gauley  Branch  of  the  C.  &  0.  Ry.,  thirteen  miles  from  Gauley 
Bridge.  It  is  a  drift  opening  operating  the  No.  2  gas  coal  on  the  double 
entry  system. 

The  ventilation  is  produced  by  a  temporary  furnace,  which  gives  very 
poor  results.  Mine  doors  and  stoppings  in  poor  condition.  The  roof  is 
very  good  and  the  mine  well  timbered.  There  is  a  great  deal  of  water 
to  contend  with;    system  of  drainage  very  poor. 

This  mine  has  been  idle  the  principal  part  of  the  year,  and  when  in 
operation  only  three  or  four  men  are  employed. 

The  second  opening  meets  all  the  requirements  of  law.  No  rules  posted; 
no  safety  lamp  or  stretchers  on  hand. 

Reported  last  year  as  No.  1  Mine,  No.  384  of  the  printed  report. 
TAYLOR  HAYS,  Supt.  S.  H.  PATRICK,  Mine  Boss. 

No.  479.  Vaughan  Mine  No.  2.  —  This  mine  is  located  on  Twenty-Mile 
Creek,  on  Gauley  Branch  of  the  C.  &  O.  Ry.,  thirteen  and  a  half  miles  from 
Gauley  Bridge;  is  a  drift  opening  operating  the  Coalburg  seam  on  the 
double  entry  system. 

Ventilation  is  produced  by  a  temporary  furnace,  which  furnishes  suf- 
ficient air  for  the  number  of  persons  employed,  as  this  is  a  new  mine  and 
has  not  been  developed  to  any  great  extent,  having  been  idle  for  the  past 
several  months. 

Not.  listed-  last  year.  TAYLOR  HAYS,  Supt. 

THE    CAMBRIA   MINING    COMPANY. 

POSTOFFICE,    CAMBRIA,    W.    VA. 

No.  480.  Cambria  Mine. — -This  mine  is  located  on  the  Open  Fork  of 
Bell  Creek,  on  the  Gauley  River  Branch  of  the  C.  &  O.  Ry.,  ten  miles  north 
of  Gauley  Bridge.  It  is  a  drift  opening  operating  the  Coalburg  seam  on 
the   double  entry   system. 

Ventilation  is  produced  by  natural  means,  and  fails  to  meet  with  the 
requirements    of   the    law.      This    mine    has    not    been    developed    to    any 
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extent  and  the  capacity  is  very  small,  as  the  main  headings  are  in  a  rock 
fault,  and  but  few  men  are  employed. 

The  roof  is  generally  good;  drainage  only  fair.  Owing  to  tthe  small  de- 
velopment, no  permanent  system  of  ventilation  or  drainage  has  been 
installed. 

The  second  opening  meets  with  all  the  requirements  of  law.  Other 
deficiencies  are:  no  rules  posted;  no  stretchers  or  safety  lamp  kept  on 
hand. 

Reported  last  year  as  Cambria  Mine,  No.  385  of  the  printed  report. 
SYLVANUS  JONES,  Supt.  A.  J.  BOGGS,  Mine  Boss. 

MOUNT    CARMEL    COAL    AND    COKE    COMPANY. 

POSTOFFICE,   CAMBRIA,    W.   VA. 

No.  481.  Mount  C arm  el  Mine.  —  This  mine  is  located  on  the  Open  Fork 
of  Bell  Creek,  on  the  Gauley  River  Branch  of  the  C.  &  O.  Ry.,  ten  miles 
north  of  Gauley  Bridge,  'it  is  a  drift  opening  operating  the  Coalburg  seam 
of  coal  on  the  double  entry  system. 

Ventilation  is  produced  by  a  seven-foot  fan  and  found  to  be  good 
throughout  the  mine.  Crosscuts  are  regularly  driven;  mine  doors  and 
stoppings  in  good  condition. 

The  roof  is  generally  good  and  the  mine  properly  timbered.  Drainage 
fair.  Development  has  been  retarded  in  this  mine  for  some  time  by  the 
main  heading  being  in  a  rock  fault. 

Oil  used  for  illuminating  purposes  is  of  a  fair  quality.  All  powder  is 
carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  superintendent  and  mine  boss  have  shown  a  willingness  to  comply 
with  the  requirements  of  the  mine  law. 

The  second  opening  to  this  mine  is  in  fair  condition.  Rules  are  posted 
and  stretchers  kept  on  hand. 

With  the  present  development  and  equipment,  and  with  a  full  force  of 
men,  this  mine  is  capable  of  producing  200  tons  per  day. 

Reported  last  year  as  Mt.  Carmel  Mine,  No.  386  of  the  printed  report. 
F.  W.  MAGRADY,   Supt.  C.  H.   GREEN,  Mine  Boss. 

NATIONAL    COAL    COMPANY. 

POSTOFFICE,  CAMBRIA,   W.  VA. 

No.  482.  National  Mine.  —  This  mine  is  located  on  the  Open  Fork  of 
Bell  Creek,  on  the  Gauley  River  Branch  of  the  C.  &  O.  Ry.,  ten  miles  north 
of  Gauley  Bridge;  is  a  drift  opening  operating  the  Coalburg  seam  on  the 
double  entry  system. 

The  ventilation  is  produced  by  temporary  furnaces,  which  furnish  suf- 
ficient air  for  the  number  of  persons  employed,  as  the  mine  is  not  devel- 
oped to  any  great  extent,  having  but  few  persons  employed  at  any  time. 
Crosscuts  are  regularly  driven;  mine  doors  and  stoppings  in  fair  con- 
dition. 

The  roof  is  good  and  the  mine  well  timbered;    drainage  good: 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
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Shooting  the  coal  on  the  solid  is  practiced  in  this  mine,  the  management 
offering  no  objection  to  this  system  of  mining. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
No  rules  are  posted;    no  safety  lamp  or  stretchers  kept  on  hand. 

Reported  last  year  as  National  Mine,  No.  387  of  the  printed  report. 
CHARLES  JASPER,  Supt  L.  C.  SMITH,  .Mine  Boss. 

ARMINIUS    COAL    COMPAXY. 

POSTOFFICE,    SCOTFOBD,    W.    VA. 

No.  483.  Arminius  Mine.  —  This  mine  is  located  on  the  Open  Fork  of 
Bell  Creek,  on  the  Gauley  Branch  of  the  C.  &  O.  Ry..  eleven  miles  from 
Gauley  Bridge;  is  a  drift  opening  operating  the  Coalburg  seam  of  coal  on 
the  double  entry  system. 

Ventilation  is  produced  by  a  temporary  furnace,  which  furnishes  suf- 
ficient air  for  the  present  development,  as  but  few  men  are  employed  and 
the  capacity  small.  Crosscuts  are  regularly  driven;  mine  doors  and  stop- 
pings in  good  condition. 

The  roof  is  good  and  the  mine  properly  timbered;  drainage  fair.  Shoot- 
ing the  coal  on  the  solid  is  practiced  in  this  mine,  the  management  offer- 
ing no  objection  to  this  system  of  mining. 

The  second  opening  to  this  mine  is  in  fair  condition.  No  rules  are 
posted;    no  stretchers  or  safety  lamp  kept  on  hand. 

Reported   last   year  as   Arminius   No.    1   Mine,   No.    388    of   the   printed 
report. 
G.  E.  SMITH,  Supt.  S.  W.  SMITH,  Mine  Boss. 

THE    GAULEY    COMPANY. 

POSTOFFICE,    VAl'GHAN,    W.    VA. 

No.  484.  Greendale  Mine.  —  This  mine  is  located  on  Twenty  -  Mile 
Creek,  on  the  Gauley  Branch  of  the  C.  &  O.  Ry.,  fourteen  miles  from 
Gauley  Bridge.  It  is  a  drift  opening  operating  the  Coalburg  seam  on  the 
double  entry  system. 

Ventilation  is  produced  by  a  temporary  furnace,  which  gives  very  un- 
satisfactory results.  Break-throughs  between  rooms  are  badly  neglected. 
Mine  doors  and  stoppings  in  fair  condition. 

The  roof  is  good  and  the  mine  properly  timbered.  Haulways  in  fair 
condition.  But  few  men  are  employed,  as  the  mine  has  not  been  developed 
to  any  great  extent.  At  the  present  time  the  production  is  very  small.  A 
letter  was  addressed  to  the  company  calling  attention  to  the  defective 
system  of  ventilation,  with  the  recommendation  that  a  fan  be  installed 
without  delay,  or  legal  action  would  be  taken  to  enforce  compliance  with 
the  State  mining  law.  Later,  information  was  received  that  this  prop- 
erty had  been  purchased  by  the  Paint  Creek  Collieries  Company,  and 
preparations  were  being  made  to  install  a  fan  and  place  the  mine  in  first 
class  condition. 

No  rules  are  posted;    no  safety  lamp  or  stretchers  kept  on  hand. 

Reported  last  year  as  Greendale  Mine,  No.  389  of  the  printed  report. 
J.  R.  SHARP,  Supt.  JOHN  KIRBY,  Mine  Boss. 
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PUTNAM    COUNTY. 
PLYMOUTH    GOAL    AND    MINING    COMPANY. 

POSTOFFICE,   PLYMOUTH,   W.    VA. 

No.  485.  Plymouth  Mine. — The  opening  is  located  at  Plymouth,  on  the 
K.  &  M.  R.  R.;  is  a  drift  opening  operating  the  Pittsburg  coal  on  the 
double  entry  system. 

The  ventilation,  produced  by  a  twelve-foot  fan,  was  found  to  be  some- 
what deficient  at  the  working  places,  owing  to  the  great  distance  that  the 
air  had  to  travel.  A  shaft  has  recently  been  sunk  at  the  face  of  the  main 
heading,  which  has  greatly  improved  the  system  of  ventilation  and  drain- 
age. 

The  roof  in  this  mine  is  very  bad  and  dangerous,  but  the  timbering  is 
well  looked  after  and,  as  a  rule,  all  loose  slate  is  promptly  taken  down. 
No  person  is  allowed  to  carry  into  the  mine  morer  than  five  pounds  of 
powder  at  any  one  time. 

The  employes,  generally,  burn  a  fair  quality  of  oil,  the  mine  boss  being 
very  particular  that  no  inferior  oil  be  used.  The  operator  and  employes 
have  shown  a  willingness  to  comply  with  official  instructions  given  during 
the  past  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full 
force  of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  law. 
Rules  are  posted  at  the  mine;    safety  lamp  and  stretchers  kept  on  hand. 

This  mine  was  reported   last  year  as  Plymouth   Mine,   No.   238   of  the 
printed  report. 
W.  C.  MITCHELL,  Supt.  JOSEPH  VIRGIN,  Mine  Boss. 

No.  486.  Manilla  Mine.  —  This  mine  is  located  on  a  fork  of  Poca  River 
and  is  worked  in  connection  with  Plymouth  Mine,  the  product  of  both 
mines  being  handled  over  one  tipple.  It  is  a  drift  opening,  operating  the 
Pittsburg  coal  on  the  double  entry  system. 

"Ventilation  is  produced  by  a  sixteen-foot  fan  and  has  always  been 
found  to  be  good  throughout  the  mine.  The  mine  boss  gives  a  great  deal 
of  attention  to  this  matter,  seeing  that  the  crosscuts  are  driven  at  the 
proper  distances,  that  the  air  current  may  be  properly  disributed  to  the 
working  places. 

The  roof  of  the  mine  is  of  a  treacherous  and  dangerous  nature,  but 
timbering  is  well  looked  after  and,  as  a  rule,  all  loose  slate  is  promptly 
taken  down.     Drainage  fair. 

No  person  is  allowed  to  carry  into  the  mine  more  than  five  pounds  of 
powder  at  any  one  time.  The  employes,  generally,  burn  a  fair  quality  of 
oil,  as  the  management  insists  that  no  inferior  oil  be  used. 

The  operators  and  employes  have  shown  a  willingness  to  comply  with 
official  instructions  given  during  the  last  year. 

With  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  600  tons  per  day. 

The  second  opening  of  this  mine  is  in  fair  condition. 
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This    mine   was    reported    last   year   as   Manilla   Mine,   No.    239    of    the 
printed  report. 
W.  C.  MITCHELL,  Supt.  JOSEPH  VIRGIN,  Mine  Boss. 

No.  487.  California  Mine.  —  This  mine  is  located  on  the  fork  of  Poca 
River  and  operated  in  connection  with  the  Plymouth  Mine.  It  is  a  drift 
opening,  operating  the  Pittsburg  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  temporary  furnace,  is  only  fairly  good 
in  the  working  places.  A  slight  showing  of  gas  was  found  at  the  face  of 
the  main  entry,  which  was  recently  driven  through  a  fault.  The  prob- 
abilities are  that  this  gas  will  exhaust  itself  in  a  short  time.  Safety 
lamps  are  kept  on  hand  and  careful  examination  made  each  morning 
before  the  miners  begin  work. 

The  roof  in  this  mine  is  of  a  treacherous  and  dangerous  nature,  but 
timbering  is  well  looked  after  and,  as  a  rule,  loose  slate  is  promptly  taken 
down.     There  is  but  little  water  to  contend  with.     Drainage  fair. 

No  person  is  allowed  to  take  an  excessive  amount  of  powder  in  the 
mine  at  any  one  time. 

With  the  present  mine  development  and  equipment,  this  mine  is  capable 
of  producing  150  tons  per  day. 

The  second  opening  at  this  mine  meets  with  the  requirements  of  law. 

New  mine,  not  reported  last  year. 
W.  C.  MITCHELL,  Supt.  JOSEPH  VIRGIN,  Mine  Boss. 

THE    OTTO    MAKMET    COAL    AND    MINING    COMPANY. 
POSTOITICE,   RAYMOND   CITY. 

No.  488.  Pocatalico  Mine.  —  This  mine  is  located  three  miles  east  of 
Raymond  City,  on  a  short  line  railroad  running  to  the  main  line  of  the 
K.  .&  M.  R.  R.  and  the  river  tipple.  It  is  a  drift  opening  operating  the 
Pittsburg  coal  on  the  double  entry  system. 

The  ventilation  is  produced  by  a  furnace,  with  fair  results.  The  roof  is 
slate  and  of  a  treacherous  and  dangerous  nature,  but  the  timbering  is  well 
looked  after  and  all  loose  slate  promptly  taken  down. 

All  work  in  this  mine  is  confined  to  the  drawing  of  pillars  and  the  mine 
will  be  finished  by  September  1st  ensuing. 

Was  reported  last  year  as  Pocatalico  Mine,  No.  240  of  the  printed  report. 

EDWARD  SCHONEBAUM,  Supt.  DAVID  SANTROCK,  Mine  Boss. 

• 

No.  489.  Big  Otto  No.  1.  —  This  mine  is  located  on  Harmon's  Creek, 
five  miles  east  of  Raymond  City,  on  a  short  line  railroad  to  the  K.  &  M. 
R.  R.  and  the  river  tipple.  It  is  a  drift  opening  operating  the  Pittsburg 
coal  on  the  double  entry  system. 

The  ventilation,  produced  by  an  eight-foot  fan,  has  been  found  to  be 
generally  good  throughout  the  mine.  A  small  amount  of  gas  was  found 
at  the  face  of  the  sixth  right  entry.  This  is  probably  due  to  a  fault  at 
the  face  of  the  heading  and  will  exhaust  itself  in  a  short  time. 

The  roof  of  this  mine  is  slate  of  a  dangerous  nature,  but  timbering  is 
well  looked  after  and,  as  a  rule,  all  loose  slate  is  promptly  taken  down. 
The  mine  is  practically  dry;    drainage  fairly  good. 
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The  employes  burn  the  oil  which  is  sold  them  by  the  operating  com- 
pany and  which  is  apparently  of  a  fair  quality. 

It  was  found  that  a  large  number  of  the  miners  were  taking  full  kegs 
of  powder  into  the  mine.  Notices  have  been  posted  forbidding  any  person 
to  take  more  than  five  pounds  of  powder  into  the  mine  at  any  one  time; 
but  the  miners  ignore  the  notices.  The  attention  of  Mr.  Schonebaum,  the 
superintendent,  was  called  to  this  matter,  and  he  gave  the  assurance  that 
a  magazine  would  be  built  at  the  mine  in  the  near  future,  after  which  all 
miners  would  be  prohibited  from  taking  more  than  a  can  of  powder  of  five 
pounds  capacity  into  the  mine. 

With  the  present  mine  development  and  equipment,  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  a  thousand  tons  per  day. 

The  second  opening  to  this  mine  is  in  fair  condition.  Rules  are  posted 
at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand. 

Reported  last  year  as  Big  Otto  No.  1  Mine,  No.  241  of  the  printed  report. 
EDWARD  SCHONEBAUM,  Supt.  ANDREW  UTT,  Mine  Boss. 

No.  490.  Big  Otto  No.  2.  —  This  mine  is  located  on  Harmon's  Creek, 
•five  miles  east  of  Raymond  City,  and  operated  in  connection  with  Big 
Otto  No.  1.  It  is  a  drift  opening  operating  the  Pittsburg  coal  on  the 
double  entry  system. 

Ventilation  is  produced  by  a  temporary  furnace,  which  gives  only  fair 
results.  The  roof  of  this  mine  is  of  a  dangerous  nature,  but  the  timbering 
is  well  looked  after  and,  as  a  rule,  all  loose  slate  is  promptly  taken  down. 
The  mine  is  practically  dry;    drainage  fair. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
apparently  of  a  fair  quality. 

It  was  found  that  some*  of  the  miners  had  full  kegs  of  powder  in  the 
mine,  in  violation  of  the  rule  forbidding  any  one  person  to  take  more  than 
five  pounds  at  one  time.  With  this  exception  the  operator  and  em- 
ployes, at  these  mines,  have  shown  a  willingness  to  comply  with  official 
instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment,  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  600  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on  hand. 

Reported  last  year  as  Big  Otto  No.  2  Mine,  No.  242  of  th  printed  report. 
EDWARD  SCHONEBAUM,  Supt.  ROBERT  FIELDS,  Mine  Boss. 

BLACK  BETSEY  COAL  AND  MIXING  COMPANY. 
POSTOFFICE,    BLACK    BETSEY,    W.    VA. 

No.  491.  Black  Betsey  Mine.  —  This  mine  is  located  at  Black  Betsey. 
two  miles  north  of  Raymond  City,  on  the  K.  &  M.  R.  R. ;  is  a  drift  open- 
ing operating  the  Pittsburg  coal  on  the  double  entry  system. 

The  ventilation  is  produced  by  an  eight-foot  fan,  and  furnace.  The  air 
furnished  is  sufficient,  when  properly  distributed.  The  air  was  found  to 
be  deficient  in  some  sections  of  the  mine,  this  being  due  to  the  doors  not 
being  properly  attended.  No  gas  has  been  found  in  this  mine  and  there 
is  but  little  water  to  contend  with.     Drainage  fair. 
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The  roof  is  slate  of  a  dangerous  nature,  but  timbering  is  well  looked 
after  and,  as  a  rule,  all  loose  slate  is  taken  down. 

It  was  found  that  a  few  of  the  miners  had  full  kegs  of  powder  in  the 
mine,  in  violation  of  the  posted  rule  forbidding  any  miner  to  take  into  the 
mine  more  than  five  pounds  at  any  one  time.  It  was  also  found  that  a 
few  of  the  laborers  were  burning  an  inferior  quality  of  oil.  The  attention 
of  the  superintendent  was  called  to  the  violations  of  the  law  as  above 
mentioned,  and  he  gave  the  assurance  that  the  same  would  be  prohibited 
in  the  future.    The  second  opening  meets  all  the  requirements  of  law. 

With  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  a  thousand  tons  per  day. 

Rules  are  posted  at  the  mine  and  safety  lamp  and  stretchers  kept  on 
hand. 

Was  reported  last  year  as  Black  Betsey  Mine,  No.  243  of  the  printed 
report. 
F.  L.  TYREE,  Gen.  Mgr.  G.  W.  COWLEY,  Mine  Boss. 

C.  B.   WORRELL,   Supt. 

THE   OAK   FOREST   COAL   AND   MINING   COMPANY. 

POSTOFFICE,    OAK    FOREST,    W.    VA. 

No.  492.  Oak  Forest  Mine.  —  This  mine  is  located  on  the  south  side  of 
the  Kanawha  River,  at  Oak  Forest,  three  miles  north  of  Winfield.  It  is  a 
slope  opening  operating  the  Pittsburg  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  ten-foot  fan,  has  always  been  found 
good  throughout  the  mine.  At  times  a  small  amount  of  gas  has  been 
found  at  the  faces  of  the  advance  entries.  A  safety  lamp  is  kept  on  hand 
and  careful  examinations  are  made  to  avoid  a  dangerous  accumulation  of 
gas.  The  roof  is  very  good  and  the  mine  properly  timbered.  Drainage 
good. 

No  person  is  allowed  to  take  more  than  five  pounds  of  powder  into  the 
mine  at  any  one  time.  The  employes  burn  the  oil  sold  them  by  the 
operating  company,  which  is  apparently  of  a  good  quality. 

The  operator  and  employes  have  shown  a  willingness  to  comply  with 
official  instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment  and  with  a  full 
force  of  men  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  is  by  a  shaft  eighty  feet  in  depth, 
equipped  with  a  wooden  ladder  in  fair  condition. 

Was  reported  last  year  as  Oak  Forest  Mine,  No.  244  of  the  printed 
report. 

D.  L.  THOMAS,  Supt.  WILLIAM  THOMAS,  Mine  Boss. 

ALPHA    COAL    MINING    COMPANY. 

POSTOFFICE,  PLYMOUTH,  W.  VA. 

No.  493.  Alpha  Mine.  —  This  mine  is  located  one  mile  east  of  Ply- 
mouth, on  a  branch  to  the  K.  &  M.  R.  R.;  is  a  drift  opening  operating  the 
Pittsburg  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  seven-foot  fan,  has  been  found  to  be 
generally  good  throughout  the  mine.     The  roof  in  this  mine  is  very  bad 
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and  dangerous,  but  the  timbering  is  well  looked  after  and  the  loose  slate, 
as  a  rule,  is  promptly  taken  down. 

This  mine  has  not  been  developed  to  any  great  extent,  but  a  small 
quantity  of  coal  has  been  shipped  since  the  mine  was  opened.  The  mine 
has  been  idle  for  several  months,  and  nothing  definite  could  be  learned  as 
to  when  it  will  resume  operation. 

Reported  last  year  as  Alpha  Mine,  No.  245  of  the  printed  report. 
ROBERT  G.  GILL,  Supt.  W.  H.  KIRK,  Mine  Boss, 
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GENERAL   SUMMARY  OF   THE   FIFTH   DISTRICT  FOR   THE 
YEAR  ENDING  JUNE  SO,  1906. 
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Office  of  the  Fifth  District  Inspectob, 

Montgomery.  W.  Va..  Sept.  29,  1906. 
Hon  J.  W.  Paul, 

Chief  Mine  Inspector, 
Charleston,  W.  Va. : 

Dear  Sir  —  Having  the  pleasure  of  submitting  to  you  the  annual  report 
of  this  District,  for  the  year  ending  June  30th,  and  being  in  your  De- 
partment practically  a  month,  my  reappointment  having  been  made  on  the 
15th  day  of  May  previous,  my  report  will  necessarily  be  a  brief  general- 
ization of  affairs  and  conditions  of  the  mines  of  my  District. 

While  I  find  mining  development  in  this  field  has  become  more  hazard- 
ous, I  am  pleased  to  say  that  there  is  becoming  p.  relative  realization  by 
all  concerned  of  the  necessity  to  provide  means  of  eliminating  the  dangers 
by  such  provisions  as  will  make  mining  in  this  field  as  safe  as  in  any. 
As  now  many  of  the  best  ventilating  fans  are  in  use  and  many  more 
being  installed  at  the  new  and  old  mining  plants,  providing  extraordinary 
ventilation,  which  is  absolutely  necessary  to  sucessfully  meet  the  situ- 
ation. While  this  is  good,  the  necessary  and  important  requirement  is  its 
conduct  and  maintenance,  which,  I  am  sorry  to  observe,  has  been  most 
generally  neglected.  To  conduct  and  maintain  the  necessary  volume  of  air 
required  for  the  health  and  safety  of  the  employes,  as  well  as  property, 
substantial  stoppings  and  doors  between  the  intake  and  outlet  air  courses 
must  be  made  and  maintained,  with  air  courses  of  large  area  at  all  times 
kept  clear  of  obstruction.  These  conditions  depend  on  human  agency 
from  whose  carelessness  and  neglect  the  many  casualties  and  loss  of  life 
occur  and  will  be  so  until  the  gravity  of  the  neglect  of  ventilation,  're- 
gardless of  good  and  powerful  ventilators,'  entails.  These  conditions  put 
in  practice  at  the  opening  of  a  mine  would  be  economy,   as   against  an 
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endeavor  to  correct  a  mine  of  several  years'  development.  An  economy 
that  impairs  efficiency  is  a  loss  irreparable.  An  observation  of  and  practice 
of  the  foregoing  has  proven  most  favorable  and  productive  to  all  concerned 
and  will  again. 

Another  feature  in  dry  and  dusty,  as  well  as  some  gaseous  mines,  espe- 
cially low  veins,  is  blasting  on  the  solid,  which  is  practiced  and  permitted, 
in  many  cases  from  the  lack  of  knowledge  of  the  seriousness  of  the  several 
dangers  it  entails,  which  are  many  and  frequently  cause  great  loss  of  life 
and  property.  There  should  be  a  specific  law  penalizing  its  practice.  I 
find,  so  far  as  I  have  seen,  that  your  timely  and  most  excellent  suggestion 
as  to  quantity  of  powder  to  be  taken  in  the  mine  per  shift  is  being  will- 
ingly enforced,  and  provisions  made  to  enforce  its  general  practice  by 
building  powder  houses  with  individual  lockers  for  the  miners'  conven- 
ience.    This  interest  on  the  part  of  the  employers  is  commendable. 

As  to  oil  law  it  will  require  more  stringent  efforts  to  force  an  observance 
and  practice  of  its  provisions  by  employer  and  employe. 

As  to  electricity  and  its  conduct  in  coal  mines,  some  regulation  as  to 
shielding  could  be  made,  benefiting  employer  and  employe. 

The  general  condition  in  the  operation  of  mines  during  the  whole  year, 
while  being  fairly  prosperous,  has  suffered  on  account  of  car  supply  at 
times.  But  all  the  year  through  the  shortness  of  general  labor,  being 
occasioned  by  general  and  unprecedented  prosperity  of  the  field  in  build- 
ing of  railroads,  mines,  and  many  other  industries  that  employ  labor  at 
good  wages,  and  plenty  of  work,  for  the  unskilled  as  well  as  the  skilled 
laborer,  making  this  field  a  desired  location  for  capital  and  labor.  Many 
large  investments  have  been  made  in  Fayette  and  Raleigh  Counties  dur- 
ing the  year,  in  purchases  of  real  estate,  and  the  consolidating  of  mines 
into  corporations  capitalized  by  millions  of  dollars. 

I  want  to  thank  you  cordially  for  your  counsel  and  courtesy,  as  well  as 
the  employers  and  employes  of  my  district,  for  the  consideration  and 
treatment  I  have  received.  Believing  that  a  mutual  enforcement  and  ob- 
servance of  our  mining  rules  and  laws  will  give  to  all  beneficial  and  happy 
conditions  and  results,  I  am,  sincerely  yours, 

JOHN  I.  ABSALOM, 
Mine  Inspector  5th  District. 


CONDITION  OF   THE  MINES  IN   THE  FIFTH  DISTRICT. 

FAYETTE    COUNTY. 
CHAPMAN  IRON,  COAL  &  COKE  COMPANY. 

No.  234.  Victoria  South  Mine.  —  This  mine,  located  8  miles  west  of 
Thurmond  on  south  side  line  of  the  C.  &  O.  R.  R.  and  on  New  River,  is  a 
drift  opening  operating  the  Sewell  seam.  Has  been  idle  nearly  all  the 
year.  This  mine  was  reported  last  year  as  South  Victoria  Mine,  No.  315 
of  the  printed  report. 
L.  C.  TIPPETT,  Supt.  B.  F.  ELLIS,  Mine  Boss. 
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No.  235.  Elverton  Mine.  —  This  mine  is  located  8^  miles  west  of  Thur- 
mond on  south  side  line  of  the  C.  &  O.  R.  R.  and  on  New  River.  U  is  a 
drift  opening  operating  the  Sewell  seam  on  the  double  entry  system. 
The  ventilation,  produced  by  a  10-foot  fan,  gives  fair  results.  This  mine 
is  damp  throughout.  The  roof  in  this  mine  is  very  dangerous,  being  an 
irregular  slate,  but  is  well  posted  generally.  The  powder  and  oil  laws  are 
enforced.  This  being  an  operation  having  an  extensive  electric  system 
in  mining  and  haulage  and  with  the  present  development,  with  a  full 
force,  could  produce  400  tons  per  day.  There  are  several  openings  to  this 
mine.  This  mine  last  year  was  reported  as  Elverton  Mine,  No.  3113  of 
the  printed  report. 
L.  C.  TIPPETT,  Supt.  FRED.  STEINBERGER,  Mine  Boss. 

THE    EUREKA    COLLIERY    COMPANY. 

No.  236.     Eureka  Mine  Xu.  1. —  This  mine  is  located  2  miles  south  of 

Montgomery,  on  the  C.  &  O.  R.  Rv  on  Morris  Creek,  and  is  a  drift  opening 

in  the  No.  2  gas  seam.     Has  not  been  in  operation  duriDg  the  year.     This 

mine  was  reported  last  year  as  No.  1  Eureka,  No.  259  of  the  printed  report. 

WM.  BROWN,  General  Manager. 

No.  237.  Eureka  Mine  Xo.  13.  —  This  mine  is  located  two  and  one- 
quarter  miles  south  of  Montgomery,  on  C.  &  O.  R.  R.,  on  Morris  Creek. 
It  is  a  drift  opening  operating  the  No.  2  gas  seam.  No  inspection  made. 
Mine  has  been  idle  since  the  strike  of  April  15th,  also  has  changed  hands, 
being  purchased  by  the  Dixon  interests.  This  mine  was  reported  last  year 
as  No.  2  Eureka,  No.  2G0  of  the  printed  report. 

WM.  BROWN,  Gen.  Mgr.  D.  B.  HOWERY,  Mine  Boss. 

MORRIS  HANSFORD,  Supt. 

No.  238.  Eureka  Mine  No.  I).  —  This  mine  is  located  two  and  one- 
quarter  miles  south  of  Montgomery,  on  the  C.  &  O.  R.  R.,  on  Morris  Creek. 
It  is  a  drift  opening  operating  the  No.  5  Block  seam.  This  mine,  as  well 
as  Nos.  1  and  2,  has  been  idle  since  April  15th  and  purchased  by  the 
Dixon  interests.  This  mine  was  reported  last  year  as  No.  5  Eureka,  No. 
261  of  the  printed  report. 

WM.  BROWN,  Gen  Mgr.  D.  B.  HOWERY,  Mine  Boss. 

MORRIS  HANSFORD,   Supt. 

ST.  CLAIR  COLLIERY  COMPANY. 

No.  239.  Eagle  or  S.  Clair  Mine  No.  1.  —  This  mine  is  located  two  and 
one-half  miles  east  of  Montgomery,  on  C.  &  O.  R.  R.,  and  on  Kanawha 
River.  It  is  a  drift  opening  operating  the  No.  1,  or  Eagle  seam,  on  the 
double  entry  system.  The  ventilation  is  produced  by  a  10-foot  fan,  which 
gives  fair  results.  The  mine  is  dry  in  some  places,  but  of  generally  moist 
character.  The  slate  roof  is  of  a  flexible  nature,  yet  falls  badly  in  many 
places,  but  is  not  dangerous  when  timbered,  which  is  well  done  at  this- 
mine.  The  powder  and  oil  laws  are  observed  and  have  a  strict  enforce- 
ment by  the  officials.  This  mine  is  operated  chiefly  to  furnish  coal  for  the 
coke  ovens  of  the  plant,  also  is  arranged  by  incline  300  feet  long  to  ship 
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by  rail.     This  mine  is  connected  to  the  Old  Forest  Hill  Mine.     This  mine 
was  reported  last  year  as  No.  1  St.  Clair,  No.  262  of  the  printed  report. 
LOUIS  ATKINSON,  Supt.  PAT  WALKER,  Mine  Boss. 

No.  240.  St.  Clair  Mine  No.  2.  —  This  mine  is  located  two  and  one- 
half  miles  east  of  Montgomery,  on  C.  &  O.  R.  R.,  and  on  Kanawha  River. 
It  is  a  drift  opening  operating  the  No.  2  gas  seam  on  the  double  entry 
system.  The  ventilation  is  produced  by  a  10-foot  fan,  which  is  prevented 
from  producing  good  results  by  the  main  air  course  being  fully  closed  up 
by  falls  of  roof,  permitting  only  such  ventilation  as  the  fan  can  force 
through  the  crevices  in  the  falls,  therefore  only  a  small  quantity  is 
found  in  the  interior  of  the  mine  —  not  lawfully  sufficient.  The  mine 
is  fairly  moist,  while  the  main  haulway  is  very  muddy  and  wet.  The  roof 
is  of  a  variable  character,  being  of  draw  slate  and  boulders,  and  very 
hard  to  keep  up  even  when  well  timbered;  especially  is  this  so  on  the 
motor  haulway,  on  which  the  law  is  not  complied  with,  it  being  the  only 
traveling  way.  No  provision  is  made,  and  part  of  section  11  of  the  mine 
law  is  not  conformed  to,  as  they  do  not  provide  refuge  holes  for  the  safety 
■of  travelers,  making  it  extremely  dangerous.  It  also  is  not  safe  for  men 
to  ride  the  motor  trips.  The  powder  and  oil  laws  are  observed.  With 
the  present  equipment  and  development  and  a  full  force  of  men,  under 
lawful  considerations,  this  mine  could  produce  from  300  to  400  tons  per 
day.  The  air  course,  or  second  opening,  was  found  closed  completely  in 
this  mine,  leaving  the  main  entry  the  only  opening  to  the  mine,  and  as  it 
was  also  dangerous  through  bad  roof,  and  the  lives  of  the  men  inside 
were  endangered  and  they  were  operating  in  violation  of  the  mine  laws. 
See  sections  6  and  10  of  the  mine  law,  which  provide  that  there  shall  be 
two  safe  and  available  outlets  in  condition  at  all  times  for  traveling,  etc., 
so  long  as  more  than  20  persons  are  employed  in  the  mine  at  one  time. 
To  this  they  do  not  conform,  as  from  30  to  46  men  are  employed  in  this 
mine,  where,  under  the  conditions  existing,  not  more  than  20  persons  are 
allowed,  and  that  number  in  the  prosecution  of  work  that  provides  an 
outlet.  They  do  not  provide  or  comply  with  section  10,  with  sufficient 
ventilation.  As  this  condition  has  existed  for  some  years  and  no  apparent 
effort  was  being  made  to  relieve  the  increasing  danger,  the  Mine  In- 
spection Department,  after  due  notice,  applied  on  May  31,  1906,  and  made 
motion  before  the  Circuit  Court  at  Payetteville  for  an  injunction  restrain- 
ing the  St.  Clair  Colliery  Company'  from  operating  contrary  to  the  provis- 
ion of  sections  6  and  10  of  the  mine  law.  Accordingly  on  June  6th,  Mine 
Inspectors  B.  A.  Henry  and  John  I.  Absalom,  appearing  in  evidence 
before  Circuit  Judge  W.  R.  Bennett,  an  injunction  was  granted  restraining 
the  St.  Clair  Colliery  Company  from  operating  their  No.  2  mine  contrary 
to  the  provisions  of  the  mine  law.  The  injunction  has  beet  put  in  effect, 
and  they  are  now  making  a  connection  by  a  90-foot  shaft  at  face  of  main 
entrance.  This  mine  was  reported  last  year  as  No.  2  St.  Clair,  No.  263  of 
the  printed  report.  CHARLES    BLAKE, 

LOUIS  ATKINSON,  Supt.  JAS.  BAILEY,  Mine  Bosses. 

MECCA    COAL    &    COKE    COMPANY. 

No.   241.     Mecca  Mine  No.  2. —  This  mine  is  located  2  miles  south  of 
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Montgomery,  on  the  C.  &  O.  R.  R.,  on  Morris  Creek.  It  is  a  drift  opening 
operating  the  No.  2  gas  seam  on  the  double  entry  system.  The  ventilation 
is  produced  by  two  fans,  one  at  drift  mouth  and  the  other  3000  feet  inside 
of  the  mine,  both  10-foot  fans,  giving  very  fair  results,  since  a  connection 
has  been  made  with  outlets  of  Edgewater  mine.  Black  damp  is  given  off 
quite  frequently  from  adjoining  old  workings,  but  not  in  quantities  that 
interfere  with  the  operation  of  the  mine.  The  roof  of  this  mine  is  of  a 
flexible  slate  and  at  some  points  weakens  readily.  Sprinkling  of  dusty 
portions  of  main  haulway  overcome  any  danger  from  that  source,  as  the 
working  faces  are  damp.  The  powder  is  taken  into  the  mine  in  five- 
pound  cans.  The  oil  law  seems  to  be  caried  out.  The  management  uses 
all  means  to  have  all  laws  adhered  to.  The  mine  is  a  very  extensive  one. 
With  the  present  equipment  and  with  a  full  force  of  men  this  mine  is  able 
to  produce  from  500  to  600  tons  per  day.  The  second  opening  to  this  mine 
meets  all  requirements  of  the  law.  This  mine  was  reported  last  year  as 
No.  2  Mecca,  No.  26S  of  the  printed  report. 
JOHN  CARVER,  Jr.,  Supt.  JOHN  FRAZIER,  Mine  Boss. 

No.  242.  Mecca  Block  Mine.  —  This  mine  is  located  2  miles  south  of 
Montgomery,  on  C.  &  O.  R.  R.,  and  on  Morris  Creek.  It  is  a  drift  opening 
operating  the  No.  5  block  seam  on  the  double  entry  system.  The  ventila- 
tion is  natural,  produced  by  several  openings,  giving  satisfactory  results. 
The  mine  is  generally  damp.  This  seam  of  coal  is  near  the  top  of  the 
mountain.  This  seam,  being  very  hard  to  mine,  is  chiefly  obtained  from 
shooting  off  the  solid,  yet  considerable  is  cut  by  machines.  The  roof  is 
irregular,  being  of  wavey  slates  and  sometimes  sandstone,  but  is  carefully 
watched  and  timbered.  All  powder  is  carried  in  five-pound  cans,  so  far 
as  seen.  The  employes  burn  the  oil  sold  in  the  store,  which  appears  all 
right.  With  the  present  equipment  and  a  full  force  of  men  this  mine 
could  produce  from  200  to  300  tons  per  day.  The  second  opening  to  this 
mine  meets  all  the  requirements  of  the  law.  An  incline  1925  feet  long 
connects  this  mine  with  No.  2  Mine  tipple.  This  mine  last  year  was 
reported  as  No.  5  Mecca,  No.  269  of  the  printed  report. 
JOHN,  CARER,  Jr.,  Supt. 

JOHN  FRAZIER, 

JOHN   ARMETROUT,    Mine    Bosses. 

THE    CARVER    BROTHERS    COMPANY. 

No.  243.  No.. 2  Mine. — 'This  mine  is  located  2  miles  east  of  Montgom- 
ery, on  C.  &  O.  R.  R.,  and  on  Kanawha  River.  It  is  a  drift  opening  oper- 
ating in  the  No.  2  gas  seam  on  the  double  entry  system.  Ventilation  is 
produced  by  a  10-foot  fan,  located  5000  feet  inside  of  the  mine,  which 
gives  good  results  throughout  the  mine.  The  mine  is  damp,  requiring 
constant  pumping  at  points.  The  roof  in  this  mine  is  free  slate,  being 
bad  in  spots,  but  is  well  looked  after.  It  breaks  down  along  the  entries, 
which  require  continuous  timbering.  Coal  is  hauled  by  electric  motors. 
The  powder  and  oil  laws  are  well  observed.  This  mine  is  connected  by 
entry  to  the  Mecca  Mine,  on  Morris  Creek,  also  with  No.  3  Mine,  besides 
other  openings.    The  coal  of  this  mine  is  hauled  over  same  tipple  as  Mines 
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Nos.  1  and  5  and  reached  by  an  incline  400  feet  long.     This  mine  last  year 
was  reported  as  Edgewater  No.  2,  No.  273  of  the  printed  reports. 
ENOCH  CARVER,  JOHN  E.  CARVER, 

JAS.  CARVER,  Supts.  JOSEPH  DAVIS,  Mine  Bosses. 

No.  244.  No.  3  Mine.  —  This  mine  is  located  two  and  one  quarter  miles 
east  of  Montgomery,  on  C.  &  O.  R.  R.,  and  on  Kanawha  River.  It  is  a 
drift  mine  operating  the  No.  2  gas  seam  on  the  double  entry  system.  The 
ventilation  in  part  is  natural,  assisted  by  fan  of  No.  2  Mine,  which  gives 
fair  results  on  entries,  but  not  in  rooms.  With  a  few  more  connections 
now  being  made  ventilation  ought  to  be  good.  The  mine  is  dry,  but  not 
dusty,  with  considerable  water  in  the  dip  places.  No.  2  Mine  acts  as  a 
drainage  for  this  mine.  The  roof  in  this  mine  is  very  bad,  and  timbering 
has  been  badly  neglected.  While  the  main  entries  are  reasonably  pro- 
tected, yet  better  results  can  be  obtained  and  safety  assured  by  more  at- 
tention to  timbering,  thus  preventing  the  dangers  that  now  exist.  The 
powder  law  is  observed,  but  the  oil  law  is  not  thoroughly  enforced.  The 
officials  in  charge  should  be  more  vigilant.  This  mine  is  operated  from 
drift  mouth  to  tipple  by  monitors,  having  bins  of  good  capacity.  With  the 
present  equipment  and  a  full  force  of  men  this  mine  can  produce  400  to 
500  tons  per  day.  The  second  opening  to  this  mine  conforms  to  the  law. 
The  mine  was  reported  last  year  as  Edgewater  No.  3,  No.  274  of  the  printed 
report. 

ENOCH  CARVER,  JOHN  E.  CARVER, 

JAMES  E.  CARVER,  Supts.  JOSEPH  THURMOND,  Mine  Besses. 

Nos.  245,  246  and  247.  Edgewater  No.  1  Mine.  —  This  mine  is  located 
2  miles  east  of  Montgomery,  on  C.  &  O.  R.  R.,  and  Kanawha  River.  It  is  a 
drift  opening  operating  the  No.  1  or  Eagle  seam,  on  the  double  entry  sys- 
tem. The  ventilation  is  produced  by  a  10-foot  fan,  which  gives  good  re- 
sults as  long  as  stoppings  are  kept  in  good  shape,  but  stoppings  and  doors 
are  badly  neglected,  causing  weak  circulation  of  air.  The  mine  is  damp 
throughout.  The  drainage  is  not  sufficient,  which  permits  considerable 
mud  and  water  to  accumulate  on  haulways.  The  roof  in  this  mine  is  a 
flexible  slate  and  is  not  well  timbered  in  rooms,  but  the  main  ways  are 
well  protected.  The  powder  and  oil  laws  are  well  observed,  due  to  the 
vigilance  of  the  officials  in  charge.  With  the  present  equipment  and 
having  a  full  force  of  men,  this  mine  could  produce  300  tons  per  day. 
This  mine  is  connected  with  the  California  Mine  and  are  now  worked  as 
one  mine,  and  conforms  to  the  law  as  to  the  second  opening.  This  mine 
as  it  is  operated  now,  joining  the  California  and  Eagle  mines,  was  re- 
ported last  year  as  Eagle,  California  and  No.  1,  Nos.  270,  271  and  272  of 
the  printed  report. 

ENOCH  CARVER,  HENRY  JACKSON,  Mine  Boss. 

JAMES  E.  CARVER,  Supts. 

No.  248.  Edgewater  Mine  No.  5. — This  mine  is  located  two  miles  east 
of  Montgomery  on  the  C.  &  O.  R.  R.  and  on  Kanawha  River.  It  is  a  drift 
opening  operating  the  No.  5  Block  Coal.  The  work  of  this  mine  is  pillar 
work  entirely  and  nearly  exhausted,  but  a  few  men  are  at  work.  This 
mine  conforms  to  the  law  in  every  particular.     The  coal  from  this  mine 
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is  reached  by  an  incline  1,950  feet  long  and  taken  to  same  tipple  as  Nos. 
1  and  2,  shipping  by  river  and  rail.  This  mine  was  reported  last  year  as 
Edgewater  No.  5,  No.  275  of  the  printed  report. 

ENOCH  CARVER,  A.  B.  PHILLIPS,  Mine  Boss. 

JAMES  CARVEK,   Supts. 

No.  249.  Diamond  Mine.  This  mine  is  located  three  miles  east  of 
Montgomery  on  the  C.  &  O.  R.  R.  and  on  Kanawha  River.  It  is  a  drift 
opening  ..penning  the  No.  2  Gas  Seam  on  the  double  entry  system.  The 
ventilation  is  produced  naturally  by  various  openings  which  are  yet  but  a 
short  distance  in  the  mountain,  being  a  series  of  openings  off  a  tramroad 
beyond  the  workings  of  tthe  Old  Wyant  Mines.  A  fan  will  soon  be  in- 
stalled at  the  No.  5  drift.  The  mine  is  damp.  The  coal  is  all  cut  by 
electric  machines.  The  roof  is  a  variable  slate,  generally  good  and  well 
timbered.  The  powder  and  oil  laws  are  enforced.  The  haulage  to  tipple 
is  over  an  incline  600  feet  long  then  extended  to  openings  by  tail  rope 
3,000  feet  and  two  electric  motors.  They  ship  by  river  and  rail.  The 
tipple  is  equipped  with  modern  devices  for  handling  coal.  With  the  pres- 
ent development  and  equipment  and  with  a  full  force  of  men  this  mine 
can  produce  400  to  500  tons  per  day.  This  mine  resumed  shipments  last 
November.  All  the  openings  meet  the  requirements  of  the  law.  This 
mine  was  reported  last  year  as  Diamond  Mine,  No.  276  of  the  printed  re- 
port. 
ENOCH  CARVER,  Supt.  JOHN  E.  CARVER,  Mine  Boss. 

ECONOMY  FUEL  COMPANY. 
No.  250.  Economy  Mine.  —  This  mine  is  located  in  Montgomery,  on 
the  C.  &  O.  R.  R.,  27  miles  east  of  Charleston.  It  is  a  slope  opening  oper- 
ating in  the  No.-l  or  Eagle  seam,  ventilated  by  furnace.  It  is  idle  and  has 
been  so  nearly  all  the  year.  This  mine  was  reported  last  year  as  Economy 
Mine,  No.  264  of  the  printed  report. 

W.  R.  JOHNSON. 
No.  251.  Eagle  Mine  No.  1.  —  This  mine  is  located  one  mile  east  of 
Montgomery,  on  the  C.  &  O.  R.  R.,  and  on  Kanawha  River.  It  is  a  drift 
opening  operating  the  No.  1  or  Eagle  seam  on  the  double  entry  system. 
The  ventilation,  produced  by  a  10-foot  fan,  gives  satisfactory  results 
throughout.  The  mine  is  damp,  being  difficult  to  work  in  many  places  on 
account  of  water,  though  expense  is  not  spared  in  the  company's  endeavor 
to  exhaust  it.  The  roof  is  slate  of  a  free  quality,  being  very  dangerous, 
but  is  closely  watched  and  well  timbered.  The  powder  law  is  observed, 
but  impure  oil  is  used  by  day  hands.  The  officials  in  charge  are  not  as 
strict  as  they  should  be  in  this  respect.  With  the  present  equipment  and 
development  and  a  full  force  of  men  this  mine  could  produce  200  tons  per 
day.  The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  The  tipple  at  this  mine,  in  conjunction  with  Mines  Nos.  2  and  5,  is 
arranged  to  supply  the  C.  &  O.  R.  R.  engines  with  coal,  also  to  ship  by  rail 
and  river.  This  mine  was  reported  last  year  as  No.  1  Eagle,  No.  265  of  the 
printed  report. 
THOS.  A.  BARTLAM,  Supt.  L.  M.  WATERS,  Mine  Boss. 
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No.  252.  No.  2  Gas  Mine.  —  This  mine  is  located  one  mile  east  of  Mont- 
gomery, on  the  C.  &  O.  R.  R.,  and  on  Kanawha  River.  It  is  a  drift  open- 
ing operating  the  No.  2  gas  seam.  This  mine  has  finished  all  solid  work 
and  is  entirely  worked  out  with  the  exception  of  a  few  entry  pillars  near 
the  drift  mouth,  which  in  a  short  time  will  he  taken  out  and  the  mine 
abandoned.  The  ventilation  is  provided  naturally  by  various  openings. 
This  mine  is  reached  by  a  short  incline  from  No.  1  tipple.  It  is  one  of 
th  eodlest  operations  in  Kanawha  Valley.  This  mine  was  reported  last 
year  as  No.  2  Gas,  No.  2GG  of  the  printed  report. 
THOS.  A.  BARTLAM,  Supt.  ROBERT  HARRIS,  Mine  Boss. 

No.  253.  Crescent  Mine  No.  2. — This  mine  is  located  one  mile  east  of 
Montgomery,  on  the  C.  &  O.  R.  R.,  and  on  the  Kanawha  River.  It  is  a  drift 
opening  operating  the  No.  5  Block  seam,  is  ventilated  naturally  by  several 
openings,  the  hill  or  ridge  being  narrow.  The  surface  being  very  shallow, 
the  haulways  in  wet  weather  are  very  muddy.  This  mine  is  practically 
all  pillar  work  and  will  soon  be  exhausted.  This  is  the  oldest  block  coal 
mine  east  of  Montgomery.  This  seam  being  found  only  in  the  high  peaks 
and  small  ar<-as  soon  becomes  exhausted.  This  mine  was  reported  last 
year  as  Splint  No.  5,  No.  2G7  of  the  printed  report. 
THOS.   A.   BARTLAM,   Supt.  HEZ.  WEBSTER, 

A.  J.  KiRBY.  Mine  Bosses. 

THE  MT.  CARBON  COMPANY.  LIMITED. 

No.  254.  Vulcan  Mine.  —  This  mine  is  located  eight  miles  south  of 
Mt.  Carbon  on  the  C.  &.  O.  R.  R.  and  on  Armstrong  Creek.  It  is  a  drift 
opening  operating  in  the  Powellton  seam  on  the  double  entry  system. 
The  ventilation,  produced  by  an  8  foot  fan  located  3000  ft.  inside  the  mine 
is  satisfactory.  The  mine  is  moist  throughout  except  on  the  north  side 
when  it  is  dry  but  frequently  sprinkled.  The  roof  in  this  mine  is  varia- 
ble, some  bad  draw  slate  and  some  sand  rock,  but  is  well  timbered  and 
looked  after,  eliminating  the  danger.  The  powder  and  oil  laws  are  en- 
forced. With  the  present  development  and  equipment  and  a  full  force 
this  mine  could  produce  700  tons  per  day.  The  main  haulage  is  by  air 
locomotive.  This  mine  has  several  outlets  and  connections  with  the 
south  mine.  This  is  a  pick  mine,  no  machines  are  used.  This  mine  was 
reported  last  year  as  Vulcan  Mine,  No.  277  of  the  printed  report 
D.  T.  EVANS,  Gen.  Mgr. 

JOHN  I.  ABSALOM,  and  JAS.  YOUELL,  Mine  Bosses. 

No.  255.  South  Mine.  —  This  mine  is  located  eight  miles  south  of  Mt. 
Carbon  on  the  C.  &  O.  R.  R.  and  on  Armstrong  Creek.  It  is  a  drift  open- 
ing operating  the  Powellton  seam.  The  ventilation  is  natural,  assisted  by 
Vulcan  mine  fan,  and  having  several  outlets  is  sufficient  for  the  number 
of  men  employed.  The  mine  is  very  damp,  making  considerable  water. 
The  roof  in  this  mine  is  a  strong  slate  and  when  properly  posted  gives 
very  little  trouble.  The  powder  law  is  enforced  and  apparently  the  oil 
law  is  observed.  With  the  present 'equipment  and  development  and  with 
a  full  force  of  men  this  mine  could  produce  400  tons  per  day.    All  coal  is 
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mined  by  electric  machines.     This  mine  was  reported  last  year  as  South 

Mine,  No.  27S  of  the  printed  report. 

D.  T.  E/ANS,  Gen.  Mgr.  JAMES  YOUELL,  Mine  Boss. 

No.  25G.  —  Excelsior  Mine.  —  This  mine  is  located  four  miles  south  of 
Mt.  Carbon  on  the  C.  &  O.  R.  K.  and  on  Armstrong  Creek,  li  is  a  drift 
opening  operating  the  Excelsior  or  Powellton  splint  coal  on  the  double 
entry  system.  It  is  a  machine  mine,  but  bus  been  idle  during  the  year. 
This  mine  was  reported  last  year  as  Excelsior,  No.  21'.)  of  the  printed  re- 
port. 
D.  T.  EVANS,  Gen.  Mgr. 

GREAT  KANAWHA  COLLIERY  COMPANY. 

No.  257.  Dighy  Mine.  —  This  mine  is  located  one  mile  east  of  Mt.  Car- 
bon on  the  C.  &  O.  R.  R.  and  on  the  Kanawha  river.  It  is  a  drift  open- 
ing operating  the  No.  2  Gas  Seam  on  the  double  entry  system.  It  was 
abandoned  June,  1904.  This  mine  was  reported  last  year  as  Digby  mine, 
No.  284  of  the  printed  report. 
WM.  BROWN,  Gen.   Mgr. 

No.  258.  Brewster  Mine. — This  mine  is  located  at  Mt.  Carbon  four 
miles  east  of  Montgomery  on  the  C.  &  O.  R.  R.  and  on  the  Kanawha 
river.  It  is  a  drift  opening  operating  the  No.  2  Gas  seam.  It  has  been 
idle  practically  ever  since  April  15th.,  on  account,  of  strike.  This  mine 
along  with  the  Digby,  Edwardes,  and  Rhinolas  Mines  were  purchased  by 
the  Dixon  interests  last  October  and  are  now  ready  to  resume  work. 
This  mine  was  reported  last  year  as  Brewster,  No.  280  of  the  printed  re- 
port. 
WM.  BROWN,  Gen.   Mgr.  JOHN  EADS,  Mine  Boss. 

No.  259.  Edwardes  Mine.- — This  mine  is  located  at  Mt.  Carbon  four 
miles  east  of  Montgomery  on  the  C.  &  O.  R.  R.  and  on  Kanawha  river. 
It  is  a  drift  opening  operating  the  No.  1  or  Eagle  seam.  It  is  a  new 
opening  and  has  done  practically  nothing  during  the  year.  This  mine 
was  reported  last  year  as  Edwardes,  No.  281  of  the  printed  report. 
WM.   BROWN,  Gen.   Mgr.  JOHN   EADS,   Mine   Boss. 

No.  260.  Rhinolas  Mine.  —  This  mine  is  located  two  miles  south  of 
Mt.  Carbon  on  C.  &  O.  R.  R.  and  on  Armstrong  Creek.  It  is  a  drift 
mine  operating  the  No.  1  or  Eagle  seam  and  has  been  idle  since  April 
15th.,  account  of  strike.  This  mine  was  reported  last  year  as  Rhinolas, 
No.  282  of  the  printed  report. 
WM.   BROWN,  Gen.  Mgr.  JOHN  EADS,  Mine   Boss. 

No.  2G1.  No.  5  Mine.  —  This  mine  has  been  worked  out  and  abandoned. 
This  mine  was  reported  last  year  as  No.  5  mine,  No.  2S4  of  the  printed 
report. 

CARDIFF  COAL  COMPANY. 

No.  202.  Kimberly.  —  This  mine  is  located  two  miles  south  of  Mt. 
Carbon  on  the  C.  &  0.  R.  R.  and  on  Armstrong  Creek.     It  is  a  drift  mine 
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operating  the  No.  2  Gas  seam.  The  venitlation  produced  by  a  10  ft.  fan 
gives  good  resules  on  the  entries,  but  not  well  distributed  to  the  faces 
of  the  rooms  from  the  fact  that  rooms  are  driven  too  far  ahead  of  break- 
throughs whereby  the  good  results  of  the  fan  are  made  useless.  The 
mine  is  damp.  The  principal  part  of  the  coal  is  cut  by  machines  of 
electric  power.  The  roof  is  slate,  chiefly  good.  The  powder  law  is  ob- 
served. But  the  oil  law  is  disregarded,  due  largely  to  the  laxity  of  the 
officials  in  charge  not  enforcing  the  law.  With  the  present  development 
and  equipment  and  a  full  force  of  men  this  mine  is  capable  of  producing 
600  tons  per  day.  There  are  two  electric  motors  used  as  haulage.  This 
mine  consolidating  No.  2  mine  with  several  openings  meets  all  require- 
ments of  the  law.  This  mine  consolidating  No.  2  was  reported  last  year 
as  Kimberly  Nos.  1  and  2,  Nos.  285  and  28G  of  the  printed  report. 
W.  A.  CARVER,  Gen.  Supt.  ED.  FORBES,  Mine  Boss. 

No.  263.  Columbia  Mine.  —  This  mine  is  located  three  miles  south 
of  Mt.  Carbon  on  C.  &  O.  R.  R.  and  on  Armstrong  Creek.  "  It  is)  a  drift 
opening  operating  the  No.  2  Gas  seam  on  the  double  entry  system.  The 
ventilation  produced  by  a  10  ft.  fan  gives  good  general  results,  but  the 
best  results  are  not  obtained  on  account  of  poor  stoppings  in  break- 
throughs. The  coal  is  all  mined  by  eletcric  machines.  The  roof  in  this 
mine  is  of  strong  slate  but  posting  is  very  much  neglected.  The  powder 
law  is  observed.  But  the  oil  law  is  disregarded,  the  officials  in  charge 
being  largely  to  blame.  With  the  present  development  and  equipment 
and  a  full  force  this  mine  can  produce  400  tons  per  day.  The  second 
opening  to  this  mine  meets  the  requirements  of  the  law.  This  mine  was 
reported  last  year  as  Columbia,  No.  287  of  the  printed  report. 
W.  A.  CARVER,  Gen.  Supt.  WALTER  GILL,  Mine  Boss. 

A.  B.  CASTO,   Supt. 

No.  264.  Elk  Ridge  No.  1  Mine.  —  This  mine  is  located  6  miles  south 
of  Mt.  Carbon  on  the  C.  &  O.  R.  R.  and  on  Right  Fork  of  Armstrong 
Creek.  It  is  a  drift  opening  in  the  Powellton  seam  on  the  double  entry 
system.  Ventilation  is  natural  and  is  very  bad  in  some  places.  There  are 
several  openings.  A  new  12  ft.  fan  is  now  being  installed  which  will  re 
lieve  the  difficulty  of  ventilation.  This  mine  is  dry  in  most  parts.  Orders 
were  given  to  sprinkle  dry  parts.  The  roof  in  this  mine  is  excellent,  but 
posting  is  badly  neglected  as  here  and  there  timbers  are  essential  as  in- 
dicators even  with  a  good  roof.  The  powder  and  oil  laws  are  enforced. 
The  lack  of  break-throughs  and  poor  stoppings  make  the  conditions  of  the 
ventilation  worse  than  it  should  be.  This  mine  is  a  machine  mine,  using 
electric  machines.  With  the  present  development  with  a  full  force  this 
mine  can  produce  600  tons  per  day.  This  mine  was  reported  last  year  as 
Elk  Ridge  No.  1,  No.  288  of  the  printed  report. 

W.  A.  CARVER,  Gen.  Supt.  S.  C.  RIGG,  Mine  Boss. 

A.  B.   CASTO,  Supt 

No.  265.  Elk  Ridge  Mine  No.  2.  —  This  mine  is  located  seven  miles 
south  of  Mt.  Carbon  on  C.  &  O.  R.  R.  and  on  Right  Fork  of  Armstrong 
Creek.  It  is  a  drift  opening  operating  in  the  Powellton  seam  on  the 
double  entry  system.     The  ventilation  produced  by  stack  and  fire  basket 
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for  the  present  is  satisfactory  as  the  mine  is  only  in  a  short  distance 
bin  better  means  are  necesasry  to  give  lawful  results.  The  mine  is  dry 
in  paits  while  there  is  much  water  in  other  parts.  The  roof  is  bad  being 
a  draw  slate  full  of  slips,  but  is  well  posted.  The  powder  and  oil  laws 
are  well  enforced.  Willi  the  present  equipment  ami  a  full  force  of  men 
this  mine  could  produce  from  300  to  100  tons  per  day.  The  second  open- 
ing to  tins  mine  meets  all  the  requirements  of  the  law.  This  mine  was 
reported  last  year  as  Elk  Ridge  No.  -.  No.  -^'.'  of  the  printed  report. 
W.  A.  CARVER,  Gen.  Supt.  !'.  KINCAID,  Mine  Boss. 

A.  B.  CASTO,  Supt. 

LOUP  CHEEK   COLLIERY   COMPANY. 

No.  2CC.  Ansted  Mine.  —  This  mine  is  located  eight  miles  south  of 
Deepwater,  a  junction  of  the  C.  &  O.  R.  R.  and  Deepwater  or  Wabash 
R.  R.  and  Lower  Loup  Creek  at  the  town  of  Page.  It  is  a  series  of  double 
entries,  opened  off  a  tramroad  laid  along  the  crop  of  coal,  operating  in 
the  No.  2  Gas  seam.  The  ventilation  produced  by  slacks  and  fire  baskets 
does  not  give  desired  results.  The  mine  is  moderately  dry.  The  roof  in 
this  mine  is  a  good  character  of  slate.  The  powder  and  oil  laws  are  en- 
forced. With  the  present  equipment  and  development  and  with  a  full 
force  this  mine  could  produce  1(100  tons  per  day.  This  mine  was  reported 
last  year  as  Ansted  Mine,  No.  29:]  of  the  printed  report. 
F.   P.   MILLS,   Gen.   Mgr.  D.    S.   DOC-LEY,   Mine   Boss. 

J.   J.   MARSHALL,   Supt. 

No.  267.  Eagle  Mine.  —  This  mine  is  located  eight  miles  south  of 
Deepwater,  a  junction  of  the  C.  &  O.  R.  R.  and  Deepwater  or  Wabash  R. 
R.,  and  on  Lower  Loup  Creek  at  the  town  of  Page.  It  is  a  drift  opening 
operating  the  No.  1  or  Eagle  Seam.  The  ventilation  produced  by  stacks 
and  fire  baskets  does  not  give  the  necessary  or  lawful  results.  This  mine 
has  a  series  of  double  entries  opened  off  a  tramroad  and  at  each  pair  of 
entries  there  is  a  stack.  Break-throughs  are  not  driven  frequently  enough 
to  obtain  results  afforded  by  this  plan  of  ventilation  which  is  inadequate. 
The  mine  is  moist  and  damp.  The  powder  and  oil  laws  are  enforced. 
With  the  present  equipment,  and  development  and  with  a  full  force  this 
mine  could  produce  1000  tons  per  day.  At  this  plant  504  bee-hive  coke 
ovens  have  just  been  completed,  supplied  with  latest,  and  most  substan- 
tial improvements.  They  use  the  3  Larry  electric  charging  system  hav- 
ing now  over  399  ovens  in  blast.  A  very  large  electric  plant  has  also 
been  completed  during  the  year,  making  this  the  only  operation,  as  yet 
on  the  Wabash  R.  R.  and  on  the  Lower  Loup  Creek,  and  one  of  the 
largest  operations  in  the  State,  No.  2  or  Ansted  in  conjunction.  This  mine 
was  reported  last  year  as  Eagle  Mine,  No.  292  of  the  printed  report. 
F.  P.  MILLS,  Gen.  Mgr.  D.  S.  DOOLEY,  Mine  Boss. 

J.   J.  MARSHALL,   Supt. 

THE  LOW  MOOR  IRON  COMPANY  OF  VIRGINIA. 

4 

No.  2GS.  Kay  Moor  No.  1  Mine.  —  This  mine  is  located  six  miles  east 
of  Hawk's  Nest  on  South  Side  Line  of  C.  &  O.  R.  R.  and  on  New  River. 
It  is  a  drift  mine  operating  the  Sewell  seam  on  the  double  and  triple 
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entry  systems.  The  ventilation  is  produced  by  a  16  ft.  fan,  giving  fair 
results,  though  stoppings  are  not  in  shape  to  maintain  the  current.  The 
mine  is  damp  throughout.  The  roof  is  a  variable  slate,  contains  many 
slips  in  some  parts  of  the  mine  but  is  generally  safe  when  well  posted. 
On  account  of  solid  shooting,  fatal  and  other  accidents  have  occurred, 
knocking  out  posts  by  shots,  and  on  miners  returning  after  shots  have 
been  exploded  have  been  caught  by  falling  slate.  The  officials  have  en- 
deavored to  prevent  this  'State  of  affairs.  The  powder  and  oil  laws  are 
enforced.  With  the  present  development  and  equipment  and  with  a 
full  force  this  mine  can  produce  400  to  500  tons  per  day.  The  second 
opening  meets  the  requirements  of  the  law.  The  mine  was  reported  last 
year  as  Kay  Moor  No.  1,  No.  399  of  the  printed  report. 
ED.  D.  WICKES,  Supt.  A.  R.  JONES,  Mine  Boss. 

No.  269.  Kay  Moor  No.  2  Mine.  —  This  mine  is  located  four  miles  east 
of  Hawk's  Nest  on  South  Side  Line  of  C.  &  O.  R.  R.,  and  on  the  New  River. 
It  is  a  series  of  drift  mines  on  the  double  entry  system  operating  the 
Sewell  seam.  The  ventilation,  produced  by  furnaces,  gives  fair  results. 
These  drifts  are  very  wet.  Shooting  on  the  solid  has  been  the  only 
method  of  mining  in  these  drifts,  the  coal  being  low  and  hard  to  dig. 
Notice  has  been  served  prohibiting  the  practice.  The  roof  is  generally 
good,  yet  there  are  sections  of  very  bad  top,  which  when  well  posted  is 
safe.  The  company  has  built  a  special  powder  house  at  this  mine  where 
men  can  store  their  powder  outside  the  mine,  yet  the  powder  law  has 
not  been  fully  enforced,  neither  has  the  oil  law.  The  officials  need 
to  be  more  vigilant.  With  the  present  development  and  equipment  this 
mine  could  produce  250  tons  per  day.  This  mine  was  reported  last  year 
as  Kay  Moor  No.  2,  No.  301  of  the  printed  report. 
ED.  D.  WICKES,  Supt.  J.  N.  FINK,  Mine  Boss. 

CATARACT  COLLIERY  COMPANY. 

No.  270.  Whitney  Mine.  —  This  mine  is  located  2  miles  east  of  Hawk's 
Nest  on  South  Side  Line  of  C.  &  O.  R.  R.,  and  on  New  River.  It  is  a  drift 
mine  operating  the  Sewell  seam.  The  ventilation  produced  by  a  furnace 
gives  fair  results  for  amount  of  development  which  as  yet  is  small. 
The  mine  is  damp.  The  roof  is  variable  but  the  present  workings  have 
very  good  top.  The  powder  and  oil  laws  are  enforced.  No  provision  for 
taking  care  of  injured  on  hand,  such  as  blankets,  stretchers,  etc.  With 
the  present  equipment  and  development  and  a  full  force  this  mine  could 
produce  150  tons  per  day.  As  yet  there  is  no  second  opening  to  this  mine. 
This  mine  was  reported  last  year  as  Whitney  Mine,  No.  302  of  the  printed 
report. 

J.  M.  CLARK,  Gen.  Mgr.  JOHN  SHEAVES,  Mine  Boss. 

F.  L.  FARLEY,  Supt. 

KANAWHA   FALLS    COLLIERY   COMPANY. 

No.  271.  Fort  Defiance.  —  This  mine  is  located  at  Kanawha  Falls  on 
C.  &  O.  R.  R.  It  is  a  drift  mine  opened  in  the  No.  2  Gas  seam.  The  incline 
has  not  been  laid  or  anything  done  outside  of  opening  one  entry.     This 
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mine   was   reported   last    year    as    Kanawha   Falls   Mine,    No.    258   of  the 

printed  report. 

T.  R.  RAGLAND,  Gen.  Mgr 

BROWN   COAL    COMPANY. 

No.  272.  Brown  Mine.  — This  mine  is  located  10  miles  west  of  Thur- 
mond on  the  South  Side  Line  of  the  C.  &  O.  R.  R.  and  on  New  River. 
It  is  a  drift  mine  operating  in  the  Sewell  seam  on  the  double  entry  sys- 
tem. The  ventilation  produced  by  an  18  ft.  fan  gives  fair  results.  The 
mine  is  damp  throughout.  The  roof  in  this  mine  is  variable,  but  post- 
ing is  well  attended  to.  The  powder  and  oil  laws  are  not  generally  ob- 
served. With  the  present  development  and  equipment  and  a  full"  force 
this  mine  could  produce  from  400  to  500  tons  per  day.  There  are  several 
accessible  openings  to  this  mine.  They  operate  a  steam  locomotive  by 
burning  coke  as  fuel.  This  mine  was  reported  last  year  as  Brown  Mine, 
No.  306  of  the  printed  report. 
J.  A.  BOONE,  Supt.  W.  A.  JONES.  Mine  Boss. 

THE  NEW  RIVER  SMOKELESS   COAL   COMPANY. 

No.  273.  Cunard  Mine.  —  This  mine  is  located  six  miles  west  of  Thur- 
mond on  South  Side  Line  of  C.  &  O.  R.  R.  and  on  New  River  opposite 
Sewell.  It  is  a  drift  mine  operating  the  Sewell  seam.  The  ventilation 
at  this  mine  it  natural  and  having  several  openings  at  different  eleva- 
tions is  quite  satisfactory.  The  mine  is  damp  throughout.  The  roof 
is  slate  of  very  good  texture.  The  powder  and  oil  laws  are  enforced.  With 
the  present  equipment  and  development  with  a  full  force  this  mine  could 
produce  200  tons  per  day.  This  mine  was  reported  last  year  as  Cunard, 
No.  320  of  the  printed  report. 
JOHN  LAING,  Gen.  Mgr.  JOHN  PERFADER,  Mine  Boss. 

No.  274.  Brooklyn  Mine.  —  This  mine  is  located  five  miles  vest  of 
Thurmond  on  South  Side  Line  of  the  C.  &  O  .R.  R.  and  on  New  River.  It 
is  a  drift  opening  operating  the  Sewell  seam.  ■  The  ventilation  produced 
by  a  10  ft.  fan  produces  fair  results.  This  mine  is  damp  throughout.  The 
roof  in  this  mine  is  a  variable  slate,  very  weak  in  some  points,  but  is  well 
timbered.  The  powder  and  oil  laws  are  well  enforced.  With  the  present 
equipment  and  development  with  a  full  force  this  mine  is  capable  of  pro- 
ducing 400  tons  per  day.  The  second  opening  meets  all  requirements  of 
the  law.  This  mine  was  reported  last  year  as  Brooklyn  Mine,  No.  321  of 
the  printed  report. 
JOHN  LAING,  Gen.  Supt.  JAS.  LAING.  JOHN  DOWER..  Mine  Bosses. 

No.  275.  Red  Ash  Mine.  —  This  mine  is  located  three  miles  west  of 
Thurmond  on  the  South  Side  Line  of  the  C.  &  O.  R.  R.  and  on  New  River. 
It  is  a  drift  mine  operating  in  the  Fire  Creek  seam,  on  the  double  and 
triple  entry  systems.  The  ventilation  produced  by  an  11  ft,  fan  gives  ex- 
cellent results  throughout  the  entire  mine.  Some  gas  is  found  in  the 
advancing  main  headings  but  is  very  carefully  kept  clean,  no  standing 
gas  whatever  is  permitted  and  brattice  cloth  being  used  generally  as  a 
precaution.  The  mine  being  very  dry  in  most  places,  a  system  of  pipe 
line  is  kept  up  throughout  the  mine  with  intermediate  valves  and  outlets 
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for  I  lie  purpose  of  watering  and  keeping  the  roadways  and  all  dusty 
places  wet.  The  roof  in  this  mine  is  generally  good.  The  powder  and 
oil  laws  are  strictly  enforced.  With  the  present  development  and  equip- 
mi  in  and  with  a  full  force  this  mine  could  produce  800  to  900  tons  per  day. 
This  mine  was  reported  last  year  as  Red  Ash  Mine.  No.  322  of  the  printed 
report. 

JOHN  LAING,  G(  n.  Mgr.  .1AMES  RAISBACK,  Mine  Boss. 

ROBERT  WALLACE,  Fire  Boss. 

No.  270.  Rush  Run  Mine.  —  This  mine  is  located  two  miles  west  of 
Thurmond  on  the  South  Side  Line  of  the  C.  &  O.  R.  R.  and  on  New  River. 
It  is  a  drift  opening  operating  the  Sewell  seam  on  the  double  and  triple 
entry  systems.  The  ventilation  is  produced  by  an  11  ft.  fan  giving  excel- 
lent results  and  is  well  conducted  throughout  the  mine.  Some  gas  is 
generated  in  the  advance  main  entries  of  the  mine  but  is  kept  absolutely 
clear  by  brattice  cloth  and  with  a  good  current  of  air.  The  mine  is  gen- 
erally dry  but  is  kept  damp  along  all  the  main  ways  by  a  system  of  water 
pipe  lines.  The  roof  in  this  mine  is  good,  though  faulty  in  many  parts  it 
is  well  maintained.  The  powder  and  oil  laws  are  strictly  enforced.  With 
the  present  equipment  and  development  and  with  a  full  force  this  mine 
could  produce  from  TOO  to  SOO  tons  per  day.  The  second  opening  of  this 
mine  conforms  to  the  law.  This  mine  was  reported  last  year  as  Rush 
Run,  No.  323  of  the  printed  report. 

JOHN  LAING,  Gen.  Supt.  JOHN  KING,  WM.  LAING,  Mine  Bosses. 

DAVID  POWELL,  Fire  Boss. 

No.  277.  Sun  Mine  No.  1.  —  This  mine  is  located  seven  miles  south  of 
Thurmond  on  the  C.  &  O.  R.  R.  and  on  Ben's  Branch  of  Dunn  Loup  Creek. 
This  is  a  slope  opening  operating  the  Sewell  seam.  The  ventilation  pro- 
duced by  a  12  ft.  fan  gives  excellent  results.  There  is  some  gas  generated 
in  the  advance  development  which  is  carefully  taken  care  of  by  day  and 
night  fire  bosses.  The  roof  is  generally  good.  This  mine  is  damp  through- 
out. It  is  worked  on  the  double  and  triple  entry  systems.  The  powder  and 
oil  laws  are  enforced.  This  mine  with  the  present,  equipment  and  devel- 
opment and  a  full  force  together  with  Nos.  2  and  3  is  capable  of  producing 
2000  tons  per  day.  This  mine  was  reported  last  year  as  Sun  Mine  No.  1, 
No.  324  of  the  printed  report. 

JOHN  LAING,  Gen  Supt.  JAMES  MARTIN,  Mine  Boss. 

JOHN  McMILLAN,  WM.  HERON  and  WM.  COPE,  Fire  Bosses. 

No.  278.  Sun  No.  2  Mine.  —  This  mine  is  located  l\-2  miles  south  of 
Thurmond  on  the  C.  &  O.  R.  R.  on  Dunn  Loup  Creek  and  Ben's  Branch. 
It  is  a  shaft  opening  operating  the  Sewell  seam.  In  conjunction  with  Sun 
Slope  No.  1  the  ventilation  is  produced  by  a  12  ft.  fan  which  gives  satis- 
faction. Gas  is  found  in  advancing  headings  but  is  well  taken  care  of  by 
the  usual  safe  guards  and  brattices.  The  roof  in  this  shaft  is  variable  but 
generally  good.  The  mine  is  chiefly  damp.  The  powder  and  oil  laws  are 
enforced.  This  mine  was  reported  last  year  as  Sun  Shaft  No.  2,  No.  325 
of  the  printed  report. 

JOHN  LAING,  Gen.  Supt.  ZACK  EVANS,  Mine  Boss. 

JOHN  McMILLAN,  WM.  HERON  and  WM.  COPE,  Fire  Bosses. 
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No.  279.  Tucker  or  sun  No.  ■'<  Mine.  —  This  mine  is  located  7  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.  on  Dunn  Loup  Creek  and  on  Bens 
Branch.  II  is  a  slope  opening  operating  the  Sewell  seam  on  the  double  en- 
try system.  The  ventilation,  produced  by  a  12  ft.  fan  gives  good  and  de- 
sired results.  Some  gas  is  generated  in  advance  workings  of  this  slope  but 
is  well  taken  care  of.  The  roof  is  generally  good.  The  powder  and  oil  laws 
are  enforced.  The  second  opening  meets  the  requirements  of  the  law.  This 
mine  was  reported  last  year  as  Sun  "Slope  No.  3,  No.  320  of  the  printed  re- 
port. 

JOHN  LAING.  Gen.  Supt  W.  E.  MORTON,  Mine  Boss. 

JOHN  McMILLAN,  WM.  HERON  and  WM.  COPE,  Fire  Bosses. 

THE  THURMOND  COAL  COMPANY. 

No.  280.  Thurmond  Mine.  —  This  mine  is  located  one  mile  west  of 
Thurmond  on  the  South  Side  Line  of  the  C.  &  O.  R.  R.  and  on  New 
River.  It  is  a  drift  mine  operating  the  Sewell  seam  on  the  double  entry 
system.  The  ventilation,  produced  by  an  8  ft.  fan  inside  the  mine,  assisted 
by  many  openings  at  a  variance  of  GO  ft.  in  levels  is  satisfactory. 

The  mine  is  damp  throughout.  The  roof  in  this  mine  is  a  very  free  slate 
and  dangerous  but  is  well  timbered.  The  powder  law  is  observed  but 
the  oil  law  is  not  well  enforced.  With  the  present,  equipment  and  devel- 
opment this  mine  can  produce  400  tons  per  day.  This  mine  was  reported 
last  year  as  Thurmond  No.  1,  No.  329  of  the  printed  report. 
G.  H.  CAPERTON,  Gen.  Mgr.  THOS  BOYD,  Mine  Boss. 

H.  L.  ATKINSON,  Supt. 

No.  281.  Thurmond  No.  ?  or  Erslcine  Mine.  —  This  mine  is  located  one 
mile  west  of  Thurmond  on  the  south  side  line  of  the  C.  &  O.  R.  R.  and  on 
New  River.  It  is  a  series  of  drift  openings  operating  the  Fire  Creek'  seam 
on  the  double  entry  system.  The  ventilation,  produced  by  naturaal  means 
and  by  stack  and  fire  basket,  is  very  poor.  Preparations  are  now  being 
made  to  install  immediately  a  fan.  This  mine,  going  to  the  dip  heavily,  is 
very  wet  in  almost  all  places.  The  roof  is  generally  good.  The  powder 
and  oil  laws  are  observed.  With  the  present  equipment  and  development 
and  with  a  full  force  this  mine  could  produce  300  tons  per  day.  This 
mine  was  reported  last  year  as  Erskine  No.  2,  No.  330  of  the  printed  report. 
G.  H.  CAPERTON,  Gen.  Mgr.  JOHN  PRICE,  Mine  Boss. 

H.  L.  ATKINSON,  Supt. 

STONE  CLIFF  COAL  &  COKE  COMPANY. 

No.  282.  stone  Cliff  Mine.  —  This  mine  is  located  2  miles  east  of  Thur- 
mond on  the  C.  &  O.  R.  R.  and  on  New  River.  It  is  a  drift  mine  operating 
the  Fire  Creek  seam  on  the  double  entry  system.  The  ventilation  pro- 
duced by  furnace  at  present  is  not  satisfactory.  The  mine  is  very  wet 
and  muddy.  The  roof  is  generally  good.  The  powder  and  oil  laws  are  not 
strictly  enforced,  due  to  the  laxity  of  the  officials.  With  the  present  equip- 
ment and  development  and  with  a  full  force  this  mine  could  produce  350 
tons  per  day.  This  mine  was  reported  last  year  as  Stone  Cliff  Mine,  No. 
331  of  the  printed  report. 
M.  W.  WARRICK,  Supt.  GEO.  McDANIEL,  Mine  Boss. 
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BEECHWOOD  COAL  &  COKE  COMPANY. 

Xo.  283.  Beechwood  No.  1  Mine.  —  This  mine  is  located  3  miles  east 
of  Thurmond  on  the  C.  &  O.  R.  R.  and  on  New  River.  It  is  a  drift  opera- 
tion in  the  Fire  Creek  seam  on  the  double  entry  and  single  entry  sys- 
tems. The  ventilation  produced  by  12  ft.  fan  is  not  well  maintained  but 
improvements,  such  as  rebuilding  stoppings  and  repairing  trap  doors  are 
now  being  done  to  better  conduct  and  maintain  necessary  ventilation.  The 
mine  is  damp  throughout.  The  roof  in  some  places  is  bad  but  apparently 
the  precautions  taken  relieve  dangerous  conditions.  The  powder  law  is 
observed  but  the  oil  law  is  violated,  the  officials  in  charge  are  much  to 
blame  for  permitting  the  violation  of  the  law.  With  the  present  equipment 
and  capacity  and  with  a  full  force  this  mine  could  produce  GOO  tons  per 
day.  This  mine  was  reported  last  year  as  Beechwood  No.  1,  No.  332  of  the 
printed  report. 
C.  C.  BEURY,  Gen.  Mgr.  R.   B.   HANNA,  Mine  Boss. 

No.  284.  Beechwood  No.  2  or  Keystone  Mine.  —  This  mine  is  located 
three  miles  east  of  Thurmond  on  the  C.  &  O.  R.  R.  and  on  New  River.  It 
is  a  drift  mine  operating  the  Fire  Creek  seam  on  the  double  entry  system. 
The  ventilation  in  this  mine  being  obtained  from  the  Beechwood  No.  1 
Mine  fan  does  not  give  very  satisfactory  results  at  present,  but  an  outlet 
is  being  driven  that  will  place  this  mine  in  good  shape  as  to  ventilation 
and  drainage  soon.  The  mine  is  generally  damp  and  much  water  on  the 
main  haulways  which  has  to  be  pumped  and  bailed.  The  roof  in  this  mine 
is  variable  and  on  one  part  of  the  main  entry  is  very  bad  and  dangerous, 
but  timbering  is  now  being  done  to  eliminate  the  danger  and  bad  slate 
taken  down.  The  powder  and  oil  laws  are  observed.  With  the  present 
equipment  and  development  and  a  full  force  this  mine  could  produce  300 
tons  per  day.  This  mine  was  reported  last  year  as  Keytsone  No.  2,  No. 
333  of  the  printed  report. 
C.  C.  BEURY,  Gen.  Mgr.  R.  B.  HANNA,  Mine  Boss. 

RIDGE  VIEW  COAL  COMPANY. 

No.  2S5.  Ridge  View  Mine.  —  This  mine  is  located  6%  miles  east  of 
Thurmond  on  the  C.  &  O.  R.  R.  and  on  New  River.  It  is  a  drift  opening 
operating  in  the  Sewell  seam.  The  ventilation,  produced  by  stack  and 
fire  basket  for  this  small  development,  is  satisfactory.  The  mine  is  damp 
and  wet.  The  roof  is  of  variable  slate  but  well  posted.  The  powder  and  oil 
laws  are  observed.  With  the  present  equipment  and  development  with  a 
full  force  this  mine  could  produce  100  tons  per  day.  The  mine  was  reported 
last  year  as  Ridge  View  Mine,  No.  335  of  the  printed  report. 
JOHN   DEMPSEY,   Supt.  JOHN   HARRIS,   Mine   Boss. 

ALASKA  COAL  d-  COKE  COMPANY. 

No.  2SG.  Alaska  Mine.  —  This  mine  is  located  four  miles  east  of  Thur- 
mond on  the  C.  &  O.  R.  R.  and  the  New  River.  It  is  a  series  of  drift  open- 
ings operating  the  Fire  Creek  seam  on  the  double  entry  and  single  entry 
systems.  The  ventilation  chiefly  natural  means  assisted  by  an  S  ft.  fan 
gives  sufficient  air  as  this  mine  now  is  finished  and  only  pillar  work  re- 
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mains.  The  mine  is  damp  throughout,  with  a  great  portion  of  the  mine 
flooded.  The  roof  is  generally  good.  The  powder  law  is  observed,  while 
the  oil  law  is  disregarded  by  day  hands.  With  the  present  equipment  and 
a  full  force  this  mine  could  produce  400  tons  per  day  This  mine  was  re- 
ported last  year  as  Alaska  Mine,  No.  334  of  the  printed  report. 
GEO.  LAWTOX,  Supt.  S.  M.  PETERS,  Mine  Boss. 

EPHRAIM  CREEK  COAL  &  COKE  COMPANY. 

No.  2S7.  Buffalo  Mine.  —  This  mine  is  located  G  miles  east  of  Thurmond 
on  main  line  of  C  &  O.  R.  R.  and  on  New  River.  It  is  a  drift  mine  operat- 
ing the  Fire  Creek  seam  on  the  double  entry  system.  The  ventilation  pro- 
duced by  an  8  ft.  fan  is  not  well  maintained  on  account  of  poor  stoppings 
and  doors.  The  mine  is  fairly  damp,  with  dip  places  quite  wet.  The  roof 
is  very  good.  The  powder  and  oil  laws  are  enforced.  With  the  present 
development  and  equipment  and  a  full  force  this  mine,  consolidating  as 
it  has  with  Slater  Mine,  is  capable  of  producing  1000  tons  per  day.  They 
gather  nearly  all  this  coal  by  various  types  of  electric  motors,  using  but 
three  mules  in  the  mine.  The  grades  which  are  more  irregular  than  any 
in  the  district  are  well  overcome  by  the  gathering  rack  rail  motors.  The 
second  opening  meets  all  the  requirements  of  the  law.  This  mine,  now 
consolidating  with  the  Slater  Mine,  was  reported  last  year  as  Buffalo 
and  Slater  Mines,  Nos.  33G  and  337  of  the  printed  report. 
GEORGE  FRASER,  Supt.  JOHN  FILBIN,  Mine  Boss. 

HARVEY  COAL  &  COKE  COMPANY. 

No.  2SS.  Harvey  No.  1  Mine.  —  This  mine  is  located  5  miles  south  of 
Thurmond  on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek  It  is  a  series 
of  drift  openings  operating  the  Sewell  seam.  The  ventilation  produced  by 
a  10  foot  fan  is  satisfactory.  The  roof  is  slate,  chiefly  of  a  variable  char- 
acter but  is  well  timbered.  This  mine  was  reported  last  year  as  Harvey 
No.  1  Mine,  No.  328  of  the  printed  report. 
A.  P.  GIBSON  and  JOHN  E.  MINER,  Supts.    - 

JOHN  McCALLISTER,  Mine  Boss. 

No.  289.  Harvey  No.  2  Mine.  —  This  mine  is  located  five  miles  south 
of  Thurmond  on  the  C.  &  O.  R.  R.  and  Dunn  Loup  Creek.  It  is  a  drift 
opening  operating  the  Sewell  seam  on  the  double  entry  system.  The  venti- 
lation produced  by  a  10  ft.  fan,  though  giving  good  results,  is  not  well 
maintained.  The  roof  is  a  variable  slate  requiring  very  close  posting. 
The  powder  and  oil  laws  are  enforced.  With  the  present  equipment  and 
development  and  a  full  force  of  men  in  conjunction  with  the  No.  1  mine 
it  can  produce  900  tons  per  day.  This  mine  was  reported  last  year  as 
Harvey  No.  2,  No.  339  of  the  printed  report. 
A.  P.  GIBSON  and  JOHN  E.  MINER,  Supts. 

JOHN  McCALLISTER-,  Mine  Boss. 

PRUDENCE  COAL  COMPANY. 

No.  296,  291  and  292.     Prudence,  Lyman  and  Jones  Mines. — These  mines 
located  4  miles  south  of  Thurmond  on  the  C.  &  O.  R.  R.  and  on  Dunn 
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Loup  Creek  by  a  branch  1%  miles  west  of  Harvey  Mines,  are  drift  open- 
ings in  the  Sewell  seam  on  the  double  entry  system.  The  ventilation 
produced  by  two  10  ft.  fans  is  satisfactory.  The  mine  is  generally  damp. 
The  roof  is  a  very  free  slate  requiring  very  close  timbering  which  is  well 
looked  after.  The  powder  and  oil  laws  are  well  looked  after  and  enforced. 
With  the  present  development  and  equipment  and  with  a  full  force  this 
mine  could  produce  900  tons  per  day.  This  mine  along  with  Harvey  Nos. 
1  and  2  mines  were  purchased  by  the  Dixon  interests  during  the  year. 
This  mine  was  reported  last  year  as  Prudence  Mine,  No.  340  of  the  printed 
report. 

H.  A.  MOSELEY,  W.  S.  WILLIAMSON,  Mine  Boss. 

G.  E.  DIXON,  Supts. 

THE  STAR  COAL  &  COKE  COMPANY. 

No.  293.  Star  Mine. — This  mine  is  located  about  6  miles  south  of 
Thurmond  on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a  drift 
opening  operating  the  Sewell  seam  on  the  double  entry  system.  The 
ventilation  produced  by  a  12  ft.  fan  is  satisfactory.  Some  gas  is  found 
on  the  main  headings  but  the  usual  precautions  are  strictly  observed. 
The  roof  is  generally  good.  The  powder  and  oil  laws  are  observed.  This 
mine  is  damp  throughout.  With  the  present  development  and  equip- 
ment with  a  full  force  this  mine  could  produce  900  tons  per  day.  The 
second  opening  meets  all  the  requirements  of  the  law.  The  mine  was  re- 
ported last  year  as  Star  Mine,  No.  341  of  the  printed  report. 
GEO.  W.  JONES,  Supt.  DAVID  EVANDOLL,  Mine  Boss. 

SIDNEY  HILDITCH,  and 
HENRY  RICE,  Fire  Bosses. 

COLLINS  COLLIERY  COMPANY. 

No.  294.  Collins  Mine  No.  1. — This  mine  is  located  7  miles  south  of  Thur- 
mond on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a  drift  open- 
ing operating  the  Sewell  seam  on  the  double  entry  system.  The  venti- 
lation produced  by  a  16  ft.  fan  gives  good  results.  The  roof  in  this  mine 
is  generally  good.  The  mine  is  dry  but  not  dusty.  With  the  present 
development  and  equipment  and  with  a  full  force  this  mine  in  conjunc- 
tion with  the  No.  2  mine,  over  the  same  tipple,  could  produce  1G00  tons 
per  day.  There  are  several  openings  to  this  mine.  This  mine  was  re- 
ported last  year  as  Collins  No.  1,  No.  342  of  the  printed  report.  This 
mine  and  No.  2  were  purchased  by  the  Dixon  interests  during  the  year. 
WM.  FARRELL,  Supt.  PETER  EVANDOLL, 

SIDNEY  HILDITCH,  Mines  Bosses. 

No.  295.  Collins  Mine  No.  2. — This  mine  is  located  7  miles  south  of  Thur- 
mond on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a  drift  opening 
operating  the  Sewell  seam.  The  ventilation  produced  by  a  1G  ft.  fan  is 
satisfactory.  This  mine  is  damp  throughout.  The  roof  is  a  variable  slate 
requiring  very  much  timber  which  is  well  looked  after  and  attended  to. 
The  powder  and  oil  laws  are  very  well  enforced.     There  are  several  out- 
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lets  to  this  mine.     This   mine  was   reported  last  year  as  Collins  No.   2, 

No    343  of  the  printed  report. 

WM    FARRELL,  Supt.  PETER  EVANDOU  ,, 

SIDNEY  HILDITCH,  Mine  TV, 

PRICE  HILL  FUEL  COMPANY. 
No  296.  Price  Hill  Mine.  This  mine  is  located  2y2  miles  south  of  Mac- 
donajd  on  the  Loup  Creek  branch  of  the  C.  &  0.  R.  if.,  and  on  Dunn 
Loup  Creels  via  the  Company's  own  railroad  from  Macdonald.  It  is  a 
shaft  operation  in  the  Sewell  seam.  .*8  yei  this  is  a  temporary  opera- 
tion but  very  extensive  construction  work  is  being  done  to  make  this  a 
very  large  plant.  The  seam  here  is  about  4  ft.  thick  with  a  fairly  good 
roof.  A  large  fan  is  now  on  the  ground  to  be  placed  at  thi  air  shaft 
or  second  opening  already  connected.  This  mine  was  reported  last  :  car 
as  Price  Hill  Mine,  No.  355  of  the  printed  report,  and  began  shipping  coal 
in  May  i90G. 
H.  H.  PINKNEY,  Supt.  V.  E.  SULLIVAN,  Mine  Boss. 

No.  297.  Sherwood  Mine.— This  mine  is  located  2  miles  south  )f  Mac- 
donald on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek  via  the  Company's 
own  railroad.  It  is  a  new  shaft  opening  and  is  as  yet  a  temporary  de- 
velopment in  the  Sewell  seam  which  is  from  4  ft.  to  4  ft.  G  in.  high.  \ 
large  fan  is  now  on  the  ground  ready  for  installation  at  the  3econd  open- 
ing0 or  air  shaft.  Very  extensive  construction  work  is  uow  being  done 
to  make  this  a  first  class  plant.  This  mine  began  shipping  coal  in  May 
190G.  This  mine  was  not  accounted  for  in  the  last  printed  report. 
H.  H.  PINKNEY,  Supt.  J-  RICHMOND  and 

B.    F.    DORSEY,    Mine  Bosses. 

THE  WHITE  OAK  FUEL  COMPANY. 

No.  29S.  Whipple  Mine.— This  mine  is  located  4  miles  northwest  of 
Glen  Jean  on  Dunn  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.  and  on  the 
White  Oak  branch  of  same  R.  R.  It  is  a  shaft  opening  operating  the 
Sewell  coal  on  the  double  entry  system.  The  ventilation  produced  by  16 
ft.  fan  gives  splendid  general  results.  Some  gas  is  generated  in  ad- 
vance workings  but  is  kept  by  brattice  cloth  in  safe  condition.  The 
general  workings  are  damp.  The  roof  in  this  mine  is  good  except  a 
little  draw  slate  here  and  there.  All  powder  is  carried  into  the  mine 
in  cans  of  5  pounds  capacity.  The  employes  use  regulation  oil.  With  the 
present  equipment  and  development  this  mine  could  produce  600  tons  per 
day.  The  second  opening  meets  all  requirements  of  the  law.  This  is  one 
of  the  most  substantially  equipped  mines  in  the  district  in  machiney  and 
general  operation.  This  mine  was  reported  last  year  as  Whipple,  No.  344 
of  the  printed  report.  It  was  purchased  by  the  White  Oak  Fuel  Co.  dur- 
ing the  year. 

JAMES  CLARK,  Supt.  MATHEW  CHARLTON,  Mine  Boss. 

JAMES  WESTENHOLM,  Fire  Boss. 

No.  299.    Scarbro  Mine.— This  mine  is  located  2  miles  west  of  Glen  Jean 
on  the  C.  &  O.  R.  R.  and  on  the  White  Oak  Branch.    It  is  a  shaft  opening 
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operating  the  Sewell  seani  on  the  double  and  triple  entry  systems.  The 
ventilation  produced  by  an  18  ft.  fan  gives  generally  excellent  lesults. 
Some  gas  is  found  in  the  advanced  developments  of  this  mine  but  care- 
fully controlled  by  brattice  cloth  and  a  good  volume  of  air.  This  mine 
is  damp  throughout.  The  roof  in  this  mine  is  generally  good.  The 
powder  and  oil  laws  are  enforced.  This  mine  with  the  present  equip- 
ment and  development  with  a  full  force  of  men  could  produce  1000  tons 
per  day.  This  mine  having  consolidated  the  Scarbro  No.  2  Shaft  using 
it  as  an  air  shaft  and  second  opening,  meets  all  the  requirements  of  the 
law.  This  mine  was  reported  last  year  as  Scarbro  Nos,  1  and  2,  Nos.  357 
and  358  of  the  printed  report. 

JOHN  WILSON,  Supt.  RALPH  BRABBEN,  Mine  Boss. 

FRED  DIXON,  Fire  Boss. 

No.  300.  Wingrove  Mine.- — This  mine  is  located  one  mile  west  of  Glen 
Jean  on  the  C.  &  O.  R.  R.  and  on  the  White  Oak  Branch.  It  is  a  shaft 
opening  operating  the  Sewell  seam.  The  ventilation,  produced  by  a  20 
ft.  fan,  gives  desired  results  throughout  the  mine.  Some  gas  is  found 
in  face  of  advanced  entries,  but  a  strict  vigilance  in  the  necessary  elimi- 
nation of  the  same  is  observed  and  practiced.  The  roof  in  this  mine  is 
variable,  but  well  attended  to  by  timbering.  The  powder  and  oil  laws  are 
enforced.  With  the  present  equipment  and  development  and  with  a 
full  force  this  mine  could  produce  GOO  tons  per  day.  The  second  opening 
to  this  mine  has  not  yet  been  completed.  At  a  point  800  ft.  east  of  the 
main  shaft  a  second  shaft  is  being  sunk,  it  now  lacks  about  30  ft.  be- 
fore the  connections  are  made.  This  mine  was  reported  last  year  as 
Wingrove  Mine,  No.  359  of  the  printed  report. 
JOHN  WILSON,  Supt.  WM.  BRABBEN,  Mine  Boss. 

ROBERT  LIGHTFOOT,  Fire  Boss. 

No.  301.  Carlisle  Mine. — This  mine  is  located  4  miles  west  of  Glen 
Jean  on  the  C.  &  O.  R.  R.  and  on  White  Oak  Branch.  It  is  a  shaft 
opening  operating  the  Sewell  seam  on  the  double  and  triple  entry  sys- 
tems. The  ventilation  produced  by  a  10  ft.  fan  gives  very  good  results. 
Some  gas  is  found  but  it  is  carefully  taken  care  of  by  the  usual  prac- 
tices. The  r.oof  is  variable  but  generally  good.  The  powder  and  oil  laws 
are  well  enforced.  With  the  present  equipment  and  development  and  a 
full  force  this  mine  can  produce  700  tons  per  day.  In  conjunction  with  the 
Oakwood  Shaft,  the  second  opening  to  this  mine,  it  meets  all  the  require- 
ments of  the  law.  This  mine  was  reported  last  year  as  Carlisle  Mine, 
No.  360  of  the  printed  report. 

G.  R.  KREBS,  E.  J.  ROBERTSON,  Mine  Boss. 

F.  M.  LEE,  Supts.  WM.  DIXON,  Fire  Boss. 

No.  302.  Oalcwood  Mine. — This  mine  is  located  4^4  miles  west  of  Glen 
Jean  on  the  C.  &  O.  R.  R.  and  on  the  White  Oak  Branch.  It  is  a  shaft 
mine  on  the  double  and  triple  entry  systems  operating  the  Sewell  seam. 
The  ventilation  produced  by  a  10  ft.  fan  is  satisfactory.  There  is  some 
gas  found  in  advance  workings.  This  mine  is  generally  damp.  The  roof 
in  this  mine  is  generally  good.  The  powder  and  oil  laws  are  enforced. 
With  the  present  capacity  and  development  and  with  a  full  force  this 
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mine  could  produce   100  tons  per  day.     The  second  opening  to  this  mine 
being  Carlisle  shafl   meets  all   the  requirements  of  the  law.     This  mine 
reported   last    year  as  Oakwood   Mine,   No.  3G1   of  the  printed  report. 
G.  R.  KREBS,  WM.  McCLUNG  and  J.  W.  MONTGOMERY,  Mine  Bo 

F.  M.  LEE,  Supts.  WM.  DIXON.  Fire  Boss. 

McKELL  COAL  d  COKE  COMPANY. 
No.  303.  Derryhale  Mine-  This  mine  is  located  8  miles  south  of  Thur- 
mond on  the  C.  &  O.  R.  R.  on  Dunn  Loup  Creek.  It  is  a  drift  opening 
operating  the  Sewell  scam.  The  ventilation  produced  by  an  S  ft.  fan 
gives  ill  •  desired  results.  The  roof  -in  this  mine  is  chiefly  slate  of  a 
week  nature  but  is  well  posted.  The  powder  and  oil  laws  are  well  en- 
forced. With  the  present  equipment  and  development  and  with  a  full 
force  i his  mine  could  produce  500  tons  per  day.  The  second  opening  of 
this  mine  mens  all  the  requirements  of  the  law.  This  mine  was  re- 
ported  last  year  as  Derryhale.  No.  345  of  the  printed  report. 
THOS.  NICHOL,  Gen.  Mgr.  THOS.  A.  LEWIS,  Mine  Boss. 

G.  SMITH,  Supt. 

No.  304.  Kilsyth  Mine. — This  mine,  located  two  miles  south  of  Mac- 
donatd  on  the  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.,  is  a  series  of 
drift  openings  operating  the  Sewell  seam.  The  ventilation  produced 
by  a  16  ft.  fan  gives  excellent  results  throughout.  The  mine  is  damp 
throughout.  The  roof  is  generally  good.  The  powder  and  oil  laws  are 
enforced.  This  mine  with  its  present  equipment  and  development  and 
with  a  full  force  is  capable  of  producing  2,000  tons  per  day.  At  this 
mine  a  large  central  electric  power  plant  is  being  installed  to  furnish 
power  for  this  mine,  Oswald,  Sidney,  and  Graham  Mines.  This  mine 
was  reported  last  year  as  Kilsyth  Mine,  No.  34G  of  the  printed  report. 
THOS.  NICHOL,  Gen.  Mgr.  THOS.  T.  LEWIS,  Mine  Boss. 

J.  G.  GALBREATH,  Supt. 

LAURA  MINING  COMPANY. 

No.  305.  Laura  Mine.— This  mine  is  located  G  miles  south  of  Thur- 
mond on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a  drift  open- 
ing operating  the  Sewell  seam.  The  ventilation  produced  by  furnace 
is  sufficient  for  the  extent  of  the  developments.  The  mine  is  damp 
throughout.  The  roof  is  variable,  but  well  timbered.  The  powder  and  oil 
laws  are  enforced.  This  mine  with  the  present  equipment  and  develop- 
ment and  with  a  full  force  could  produce  300  tons  per  day.  The  second 
opening  of  this  mine  meets  all  the  requirements  of  the  law.  This  mine 
was  reported  last  year  as  Laura  Mine  No.  347  of  the  printed  report. 
THOS.  NICHOL.  Gen.  Mgr.  THOS.  MORGAN, 

ED.  TRENOR,  Supt.  P.  B.  EVANDOLL,  Mine  Bosses. 

DUNN  LOOP  COAL  &  COKE  COMPANY. 

No.  30G.     Dunn  Loop  No.  I  Mine.— This  mine  is  located  8^  miles  south 

of    Thurmond    on    the    C.    &    O.    R.    R.    and    on    Dunn    Loup    Creek.     It 

is  a  series  of  drift  openings  on  the  double  entry  system,  in  the  Sewell 

seam.     The  work  is  principally  pillar  work.     The  ventilation  is  natural 
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which  meets  all  the  requirements.  The  roof  in  this  mine  in  some  places 
is  very  dangerous  but  is  well  timbered.  The  powder  and  oil  laws  are  en- 
forced. This  mine  with  the  present  equipment  and  development  with  a 
full  force  produce  500  tons  per  day.  This  mine  was  reported  last  year 
as  Dunn  Loop  Mine  No.  1,  No.  348  of  the  printed  report. 

These  mines,  No.  1  and  No.  2,  were  purchased  by  the  Dixon  interests 
during  the  year. 
JAMBS  McGUFFIN  and   JOHN  E.  MINER,  Suyts. 

PERRY  GORMAN  and  C.  M.  MORRIS,  Mine  Bosses. 

No.  307.  Dunn  Loop  No.  2  Mine. — This  mine  is  located  9  miles  south 
of  Thurmond  on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a 
drift  mine  operating  the  Sewell  seam  on  the  double  entry  system.  The 
ventilation  produced  by  an  8  ft.  fan  gives  good  results  but  is  poorly  main- 
tained on  account  of  clogged  air  courses  from  slate  falls.  The  roof  in 
this  mine  is  very  brittle,  having  no  regularity,  consequently  requiring  con- 
stant timbering  and  retimbering  and  yet  difficult  to  retain.  The  main 
ways  are  well  protected.  The  powder  and  oil  laws  are  well  enforced.  The 
mine  is  somewhat  dry  but  not  dusty.  With  the  present  equipment  and 
a  full  force  this  mine  could  produce  800  tons  per  day.  This  mine  was  re- 
ported last  year  as  Dunn  Loop  No.  2,  No.  349  of  the  printed  report. 
JAMES  McGRUFFIN   and   JOHN   E.    MINER,   Supts. 

JAMES  BARR,  Mine  Boss. 

NEWLYN  COAL  COMPANY. 

No.  308.  Neivlyn  Mine. — This  mine  is  located  one  mile  south  of  Thur- 
mond on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a  series  of 
drift  openings  operating  the  Fire  Creek  seam  on  the  double  entry  system. 
As  yet  very  little  work  is  being  done  as  faults  and  rolls  prevent  develop- 
ment. This  mine  was  reported  last  year  as  Newlyn  Mine,  No.  350  of  the 
printed  report. 
EDWARD  THOMAS,  Supt.  PAT  McQUADE,  Mine  Boss. 

THE  DUN  GLEN  COAL  COMPANY. 

No.  309.  Dunglen  Mine. — This  mine  is  located  one  mile  south  of  Thur- 
mond on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a  series  of 
drift  openings  operating  the  Sewell  seam  on  the  double  entry  system.  The 
ventilation  as  yet  is  natural,  the  openings  being  all  new  with  a  few  men 
employed,  is  satisfactory.  This  mine  was  reported  last  year  as  Dunglen 
mine,  No.  351  of  the  printed  report. 
LEO.  SCHAFFER,  Gen.  Mgr.  J.  C.  FENIMORE,  Supt.  and  Mine  Boss. 

THE   TURKEY  KNOB  COAL  COMPANY. 

No.  310.  Turkey  Knoo  Mine. — This  mine  is  located  9  miles  south  of 
Thurmond  on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creek.  It  is  a  drift 
opening  operating  the  Sewell  seam  oh  the  double  entry  system  The  ven- 
tilation produced  by  a  10  ft.  fan  gives  good  results  throughout.  The 
roof  in  this  mino  is  variable  but  is  well  timbered  and  looked  after.  With 
the  present  equipment  and  development  and  with  a  full  force  this 'mine 
could  produce  500  tons  per  day.     This  mine  has  several  openings.     This 
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mine  was  reported  last  year  as  Turkey  Knob,  No.  352  of  the  printed  re- 
port. 
D.  FRED.  SETTLE,  Supt.  JOHN  ORD,  Mine  Boss. 

MACDOXALD  COLLIERY  COMPAXY. 

Xo.  311.  Macdonald. — This  mine  is  located  10  miles  south  of  Thurmond 
on  the  C.  &  O.  R.  R.  and  on  Dunn  Loup  Creak.  It  is  a  drift  opening 
operating  the  Sewell  seam  on  the  double  entry  system.  The  ventilation 
is  chiefly  natural  which  by  various  openings  at  different  levels  gives 
desired  results.  The  roof  is  variable  yet  is  taken  care  of.  This  mine  is 
damp  throughout.  The  powder  and  oil  laws  are  enforced.  With  the 
present  development  and  equipment  and  with  a  full  force  this  mine  could 
produce  700  tons  per  day.  This  mine  was  reported  last  year  as  Mac- 
donald Mine,  No.  353  of  the  printed  report. 
FRED.  FAULKNER  and  JAMES  DAVIS,  Supts. 

V.  A.  MILLER  and  ROBERT  TWEDDLE,  Mine  Bosses. 

SUGAR  CREEK  COAL  d  COKE  COMPAXY. 

No.  312.  Sugar  Creek  Mine. — This  mine  is  located  one  mile  west  of 
Macdonald  on  the  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.  and  on  Sugar 
Creek.  It  is  a  slope  opening  operating  the  Sewell  seam  on  the  double 
entry  system.  The  ventilation  produced  by  an  8  ft.  fan  gives  fair  results 
but  is  not  well  maintained.  The  mine  is  very  damp  throughout.  The 
roof  in  this  mine  is  of  a  very  weak  slate  which  requires  close  timbering. 
The  powder  law  is  enforced  while  the  oil  law  is  disregarded  by  day  hands. 
This  mine  with  the  present  equipment  and  development  and  with  a  full 
force  is  capable  of  producing  900  tons  per  day.  The  second  opening  of 
this  mine  meets  all  the  requirements  of  the  law.  This  mine  .was  re- 
ported last  year  as  Sugar  Creek  Mine,  No.  354  of  the  printed  report. 
N.  S.  BLAKE,  Supt.  T.  L.  RAMEY,  Mine  Boss. 

M T.  HOPE  COAL  d  COKE  COMPAXY. 

No.  313.  Mt.  Hope  Mine. — This  mine  is  located  1%  miles  south  of  Mac- 
donald on  the  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.  and  on  Dunn 
Loup  Creek  It  is  a  drift  opening  operating  in  the  Sewell  seam.  Opera- 
tions at  this  mine  have  been  suspended  for  some  time  waiting  on  a  side 
track.  This  mine  was  reported  last  year  as  Mt.  Hope,  No.  35G  of  the 
printed  report. 
A.  P.  BAILEY,  Supt. 

STUART  COLLIERY  COMPAXY. 

No.  314.  Parral  Mine. — This  mine  is  located  8  miles  west  of  Glen  Jean 
on  the  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.  and  on  the  Company's 
line  from  Scarbro.  This  is  a  shaft  operation  in  the  Sewell  seam.  The 
ventilation  produced  by  a  17  ft.  fan  gives  good  results.  This  mine  gener- 
ates very  much  gas  but  it  is  controlled  by  an  abundance  of  brattice 
cloth  and  the  usual  practice  under  conditions  of  this  character.  The 
mine  is  damp  throughout.  The  roof  in  this  mine  at  points  is  very  weak 
causing  much  difficulty  in  keeping  the  air  courses  open  and  clear.     This 
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mine  with  its  present  equipment  and  development  and  with  a  full  force 
could  produce  300  tons  per  day.  There  is  no  second  opening  to  this  shaft. 
Forcible  efforts  are  being  m»ade  to  connect  this  mine  to  the  Stuart  Shaft 
as  an  outlet.  Night  and  day  shifts  are  working  in  both  mines,  which 
ought  soon  to  be  accomplished.  This  mine  was  reported  last  year  as 
Parral  Mine,  No.  3G2  of  the  printed  report. 

F.  F.  DIXON,  Supt.  THOS.  DAVIS,  Mine  Boss. 

JAMES  O.  BOYLE  and  RICHARD  THOMAS,  Fire  Bosses. 

Note: — See  "Accidents"  for  special  report  on  accident  at  this  mine. 

No.  315.  Beech  Creel:  Mine. — This  mine  is  located  on  the  surface  at 
Parral  Shaft,  is  a  contract  operation  on  a  small  scale  in  the  No.  1  or  Eagle 
seam  which  is  sometimes  found  in  the  hill  tops  of  this  vicinity.  This 
mine  was  reported  last  year  as  Beech  Creek  Mine,  No.  364  of  the  printed 
report. 
F.  F.  DIXON,  Supt.  DAVID  LINSEY, 

SAMUEL  CRAWFORD,  MineBosses. 

No.  310.  Stuart  Mine. — This  mine  is  located  one  mile  west  of  Parral 
on  the  Company's  private  railroad.  It  is  a  shaft  opening  operating  the 
Sewell  seam  on  the  double  entry  system.  The  ventilation  produced  by 
a  15  ft.  fan  gives  excellent  results.  There  is  a  slight  generation  of  gas 
in  the  advanced  operations  of  this  mine  but  is  carefully  bratticed  and 
cared  for  under  the  usual  practical  conditions.  The  roof  in  this  mine 
is  of  a  very  free  and  weak  character  making  it  extremely  difficult  to  keep 
the  air  courses  clear.  Extra  precautions  are  being  put  into  effect  to  main- 
tain the  airways  which  under  existing  conditions  are  necessary.  This 
mine  is  damp  throughout.  The  powder  and  oil  laws  are  well  enforced. 
The  temporary  equipment  such  as  head  house,  tipple,  cages,  etc.,  are  all 
being  replaced  by  substantial  and  permanent  equipment.  This  mine  with 
its  present  equipment,  development,  and  with  a  full  force  can  produce 
500  tons  per  day.  There  is  no  second  opening  to  this  mine.  This  mine, 
as  is  Paral,  is  depending  on  connections  now  being  made  between  the 
two.  This  mine  was  reported  last  years  as  Stuart  Mine,  No.  363  of  the 
printed  report. 
F.  F.  DIXON,  Supt.  ADAM  LINDLEY,  Mine  Boss. 

JOHN  T.  O'BOYLE,    Fire  Boss. 

QUINNIMONT  COAL  COMPANY. 

No.  317.  Big  Q.  Mine. — This  mine  is  located  4%  miles  north  of  Quinni- 
mont  on  the  C.  &  O.  R.  R.  and  on  Laurel  Creek.  It  is  a  series  of  drift 
openings  in  the  Fire  Creek  seam  on  the  double  entry  system.  The  ven- 
tilation at  this  mine  is  natural,  with  openings  through  the  hill,  is  satis- 
factory. This  mine  is  damp  throughout.  The  roof  is  generally  good,  and 
well  attended  where  it  is  bad.  The  powder  law  is.  observed  but  the  oil 
law  is  disregarded  by  day  hands.  With  the  present  development  and 
equipment  and  a  full  force  this  mine  can  produce  400  tons  per  day.  This 
mine  was  reported  last  year  as  Big  Q,  No.  365  of  the  printed  report. 
C.  B.  HELWIG,  Supt.  D.  F.  JOHNSON,  Mine  Boss. 
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\'<>.  318.  Lick  Branch  Mine.— This  mine  is  located  ; !  _•  miles  north  of 
Quinnimont  on  the  C.  &  O.  R.  R.  and  Laurel  Creek  Branch.  It  is  a 
drift  opening  on  the  double  entry  system  in  the  Fire  Creek  seam.  The 
ventilation  being  natural  is  very  insufficient  and  before  many  men  can 
be  employed  some  better  means  of  ventilation  must  be  afforded.  This 
mine  is  worked  in  conjunction  with  the  Big  Q  Mine,  the  coal  being  loaded 
over  the  same  incline  and  tipple,  being  hauled  one  mile  over  a  tram  road 
by  a  steam  locomotive.  This  mine  is  thoroughly  damp.  The  roof  is  good. 
The  powder  law  is  well  observed  but  the  oil  law  is  not  observed  by  day 
hands.  With  the  present  development  and  equipment  and  with  a  full 
force  this  mine  could  produce  200  tons  per  day.  This  mine  was  reported 
last  year  as  Lick  Branch,  No.  3GG  of  the  printed  report. 
C.  C.  BEURY.  Gen.  Mgr.  D.  F.  JOHNSON,  Mine  Boss. 

C.  B.  HELWIG,  Supt. 

ROBINS   COAL  COMPANY. 

No.  319.  Robins  Mine. — This  mine  is  located  3  miles  north  of  Quinni- 
mont on  the  C.  &  O.  R.  R.  and  on  Laurel  Creek.  This  is  a  drift  mine 
operating  the  Fire  Creek  seam  has  been  idle  during  the  year.  This  mine 
was  reported  last  year  as  Robins  Mine,  No.  3G7  of  the  printed  report. 

GLENDALE  COLLIERY  COMPANY. 

No.  320.  Glendale  Mine. — This  mine  is  located  4  miles  north  of  Quinni- 
mont on  the  C.  &  O.  R.  R.  and  on  Laurel  Creek.  It  is  a  series  of  drifts 
in  the  hill  tops  in  the  Fire  Creek  seam.  Natural  ventilation  is  satis- 
factory as  they  drive  through  the  hill  tops  in  short  distances,  being  in 
uncertain  territory  as  yet.  They  comply  to  the  law  in  every  particular. 
This  mine  was  reported  last  year  as  Glendale  Mine,  No.  368  of  the  printed 
report. 
J.   H.  BOYD,  Supt.  J.  E.  LESUEUR,  Mine  Boss. 

LAUREL  CREEK  COAL  COMPANY. 

No.  321.  Laurel  Creek  Mine.— This  mine  is  located  4  miles  north  of 
Quinnimont.  on  the  C.  &  O.  R.  R.  and  on  Laurel  Creek.  It  is  a  drift  mine 
operating  the  Fire  Creek  seam.  The  ventilation  produced  by  a  10  ft. 
fan  gives  fair  results  but  until  it  is  moved  to  the  other  side  of  the  mine 
at  about  the  7th  rignt  entry  it  cannot  do  justice  to  the  mine.  They  are 
conforming  now  to  an  absolute  double  entry  system  which  also  helps 
them.  The  mine  is  damp  with  poor  drainage  now  being  improved.  The 
roof  is  a  variable  slate  but  is  well  looked  after.  The  powder  law  is  well 
enforced  while  the  day  men  disregard  the  oil  law.  "With  the  present  de- 
velopment and  equipment  and  with  a  full  force  this  mine  could  produce 
300  tons  per  clay.  This  mine  was  reported  last  year  as  Laurel  Creek  Mine, 
No.  369  of  the  printed  report. 
JAMES  BEURY.  Supt.  E.  J.  DOOLEY. 

PETER  WOLF,  Mine  Bosses. 

GREENWOOD  COAL  COMPANY. 
No.  322.     Greenwood  No.  1  Mine. — This  mine  is  located  5  miles  north 
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of  Quinnimont  on  C.  &  O.  R.  R.  and  on  the  Laurel  Creek  Branch.  It 
is  a  drift  opening  operating  the  Fire  Creek  seam.  The  ventilation  being 
natural  and  the  mine  being  worked  chiefly  on  the  single  entry  system, 
regardless  of  numerous  outlets,  is  not  satisfactory  or  lawful.  This  mine 
is  now  conforming  to  the  double  entry  system  and  will  soon  be  connected 
to  the  No.  2  mine  when  the  fan  of  No.  2  mine  will  ventilate  both  mines. 
This  mine  is  fairly  damp.  The  roof  is  good.  With  the  present  capacity 
and  equipment  and  with  a  full  force  this  mine  could  produce  GOO  tons 
per  day.  The  powder  and  oil  laws  are  disregarded  to  a  considerable  ex- 
tent but  the  officials  are  now  endeavoring  to  enforce  them.  This  mine 
was  reported  last  year  as  Greenwood  Nos.  1  and  2,  No.  370  of  the  printed 
report. 

WM.  A.  BROWN,  Supt.  HENRY  WOOD,  Mine  Boss. 

No.  323.  Greenwood  No.  2  Mine. — This  mine  is  located  4%  miles  north 
of  Quinnimont  on  C.  &  O.  R.  R.  on  Laurel  Creek  is  a  series  of  drift  mines 
operating  in  the  Fire  Creek  seam  on  the  single  and  double  entry  systems. 
The  ventilation  produced  by  a  10  ft.  fan  which  gives  good  results  where 
stoppings  and  air  courses  are  provided  and  whenever  it  is  well  conducted. 
This  mine  is  now  being  worked  in  conformity  to  the  double  entry  system. 
The  mine  is  damp  throughout  except  a  few  rooms  on  high  ground  that 
are  dry  but  not  dusty.  The  roof  is  generally  good  and  well  posted.  The 
powder  and  oil  laws  are  being  enforced.  With  the  present  development 
and  equipment  and  with  a  full  force  of  men  this  mine  could  produce 
400  tons  per  day.  This  mine  was  reported  last  year  as  Greenwood  No. 
2  with  same  number  as  Greenwood  No.  1:  viz,  No.  370  of  the  printed  re- 
port. 
WM.  A.  BROWN,  Supt.  HENRY  C.  PETERS,  Mine  Boss. 

THE  HEMLOCK  HOLLOW  COAL  &  COKE  COMPANY. 
No.  324.  The  Hemlock  Hollow  Mine. — This  mine  is  located  6  miles 
north  of  Quinnimont  on  the  C.  &  O.  R.  R.  on  Laurel  Creek  Branch.  It 
is  a  series  of  drift  openings  operating  the  Fire  Creek  seam  on  the  double 
entry  system.  The  ventilation  of  this  mine  as  yet  is  natural  and  irregu- 
lar but  a  1G  ft.  fan  is  now  under  installation,  which  will  put  this  mine 
in  splendid  condition.  All  the  operation  is  now  confined  to  the  main  mine 
which  is  in  excellent  shape.  The  mine  is  damp  throughout.  The  roof 
is  of  strong  slate.  The  powder  and  oil  laws  are  being  enforced.  With  the 
present  equipment  and  development  and  a  full  force  of  men  this  mine  is 
capable  of  producing  800  tons  per  day.  This  mine  was  reported  last  year 
as  Hemlock  Hollow  Mine,  No.  371  of  the  printed  report. 
WM.  A.  BROWN,  Gen.  Mgr.  D.  S.  BROWN,  Mine  Boss. 

J.  A.  BROWN,  Supt. 

NEW  RIVER  AND  POCAHONTAS  CONSOLIDATED  COAL  COMPANY. 
No.  325.  Layland  Mines. — These  mines,  located  7  miles  north  of  Quinni- 
mont on  the  C.  &  O.  R.  R.  and  on  the  Laurel  Creek  Branch,  are  a  series 
of  drifts,  just  starting  on  the  double  entry  system.  The  main  entries  be- 
ing double  tracked  of  40  and  GO  lb.  steel  rail.  This  mine  was  reported 
last  year  as  Export  Mine,  No.  372  of  the  printed  report. 
W.  M.  BERTOLET,  Supt. 
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Layland  Mines  of  New  River  and  Pocahontas  Consolidated  Coal  Company, 

at  Gentry,   W.   Va. 

These  mines  are  new  openings,  three  of  which  are  now  being  developed 
with  the  object  of  producing  3000  tons  of  coal  daily. 

The  vein  is  the  Fire  Creek,  4  feet  thick. 

Owing  to  peculiarity  of  location,  a  long  two-mile  outside  double  tram- 
way, 60-pound  rail,  has  been  built  to  tipple,  from  which  the  coal  descends 
to  railroad  cars  by  means  of  a  retarding  conveyor  —  the  whole  being  of 
steel  and  containing  many  new  features  of  interest. 

A  new  stone  and  steel  power  and  boiler  house  similar  to  that  at  Minden 
has  been  built  and  contains  two  sterling  400  H.  P.  boilers  and  two  300 
K.  W.  Westinghouse  3-wire  250-volt  generators,  with  room  for  two  more 
boilers  and  generators. 

A  new  town  is  being  built  and  all  facilities  for  producing  coal  econom- 
ically will  be  introduced  in  the  way  of  up-to-date  mining  machines,  loco- 
motives, fans,  etc. 

This  plant  will  be  ready  to  ship  coal  about  October,  1906. 

No.  326.  Minden  No.  1  Mine.  —  This  mine  is  located  about  2  miles 
south  of  Thurmond,  on  the  Arbuckle  Branch  of  the  C.  &  O.  R.  R.  It  is  a 
series  of  drift  openings  operating  the  Fire  Creek  seam.  Very  little  work 
is  being  done  in  these  drifts  at  present,  just  a  few  men  employed.  This 
mine  was  reported  last  year  as  No.  1  Rend  Mine,  No.  373  of  the  printed 
report. 
JOSEPH  N.  SCHWEITZER,  Supt.  A.  McDANIEL,  Mine  Boss. 

No.  327.  Minden  No.  2  Mine. — This  mine  is  located  3  miles  south  of 
Thurmond,  on  the  C.  &  O.  R.  R.,  and  on  Arbuckles  Creek.  It  is  a  drift 
opening  operating  in  the  Sewell  seam  on  the  double  and  triple  entry  sys- 
tems. The  ventilation,  produced  by  a  10-foot  fan,  gives  good  results  and 
is  well  conducted,  but  poorly  maintained.  This  mine  is  damp  throughout. 
The  roof  is  variable;  more  attention  to  timbering  would  give  better  re- 
sults. The  powder  and  oil  laws  are  strictly  enforced.  With  the  present 
equipment  and  development  and  with  a  full  force  this  mine  could  pro- 
duce 800  tons  per  day.  The  second  opening  to  this  mine  meets  all  the 
requirements  of  the  law.  This  mine  was  reported  last  year  as  No.  2 
Rend  Mine.  No.  374  of  the  printed  report. 
JOSEPH  N.  SCHWEITZER,  Supt.  CHARLES  CARMEN,  Mine  Boss. 

No.  328.  Minden  No.  3  Mine.  —  This  mine  is  located  4  miles  south  of 
Thurmond,  on  the  C.  &  O.  R.  R.,  and  on  Arbuckles  Creek.  It  is  a  drift 
opening  operating  in  the  Sewell  seam.  The  ventilation,  produced  by  a 
10-foot  fan,  gives  good  results,  but  is  not  well  maintained.  This  mine  is 
operated  on  the  double  and  triple  entry  systems.  This  mine  is  damp 
throughout.  The  roof  is  a  variable  slate,  but  is  very  well  posted.  The 
powder  law  is  enforced,  but  the  oil  law  is  disregarded  by  day  hands. 
With  the  present  development  and  equipment,  with  a  full  force,  this  mine 
could  produce  800  tons  daily.  This  mine  was  reported  last  year  as  No.  3 
Rend  Mine,  No.  375  of  the  printed  report. 
JOSEPH  N.  SCHWEITZER,  Supt.  J.  L.  HUFFMAN,  Mine  Boss. 

No.  329.     Minden  Mine  No.  Jt. — This  mine  is  located  4  miles  south  of 
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Thurmond,  on  the  C.  &  O.  R.  R.,  and  on  Arbuckles  Creek  It  is  a  drift 
opening  operating  the  Sewell  seam  on  the  double  and  triple  entry  sys- 
tems. The  ventialtion,  produced  by  a  10-foot  fan,  gives  good  results,  is  well 
conducted,  but  poorly  maintained.  Some  gas  is  found  in  main  entries,  but 
is  so  slight  that  no  brattice  is  required.  The  roof  is  generally  good.  The 
powder  and  oil  laws  are  observed.  With  the  present  equipment  and  develop- 
ment, with  a  full  force,  this  mine  could  produce  800  tons  per  day.  This 
mine  and  No.  5  mines  are  connected  by  a  pair  of  entries.  This  mine  was 
reported  last  year  as  Rend  Mine  No.  4,  No.  376  of  the  printed  report. 
JOSEPH  N.  SCHWEITZER,  Supt.  B.  F.  TEDOW,  Mine  Boss. 

No.  330.  Minden  Mine  No.  5. — This  mine  is  located  3  miles  south  of 
Thurmond,  on  the  C.  &  O.  R.  R.,  in  the  Sewell  seam,  on  the  single,  double 
and  triple  entry  systems.  The  ventilation,  produced  by  a  10-foot  fan, 
gives  good  results,  well  conducted,  but  poorly  maintained  by  doors  and 
stoppings  being  defective.  Some  gas  is  generated  in  the  main  headings, 
but  not  enough  to  require  brattice.  This  mine  is  dry  in  some  parts,  but 
ample  provision  is  made  with  water  boxes  for  watering  the  roadways  and 
keeping  all  places  damp.  The  roof  in  this  mine  is  generally  good.  With 
the  present  capacity  and  equipment  and  with  a  full  force,  this  mine  could 
produce  900  tons  per  day.  This  mine  was  reported  last  year  as  Rend 
Mine  No.  5,  No.  377  of  the  printed  report. 

JOHN  A.  SHEARER,  Mine  Boss. 
JOSEPH  N.  SCHWEITZER,  Supt.  E.  OWENS,  Fire  Boss. 

Brief  Description  of  Improvements  at  Mines  of  New  River  and  Pocahontas 
Consolidated  Coal  Company,  Minden,  W.  Va.: 

These  mines  were  bought  from  Mr.  W.  P.  Rend  by  present  owners  in 
spring  of  1905,  and  a  continuous  effort  has  been  made  since  then  to  equip 
them  fully  with  everything  necessary  to  eventually  produce  4000  tons  of 
coal  daily  from  the  four  openings  in  the  Sewell  vein. 

A  fine  new  stone  and  steel  power  and  boiler  house  was  finished  in  April, 
190G,  and  equipped  with  1200  horse-power  of  sterling  water  tube  boil- 
ers and  three  300-  K.  W.  Westinghouse  3-wire  250-volt  generators  room 
being  left  for  additional  boiler  and  generator. 

This  power  plant  is  considered  the  finest  in  the  New  River  region.  Two 
new  Capell  fans  have  been  installed  at  Mines  Nos.  4  and  5,  each  5  by  15 
feet,  reversible,  and  of  a  capacity  sufficient  to  throw  150,000  feet  of  air  at 
0-inch  water  gauge. 

All  the  mines  have  been  overhauled,  gangways  straightened  and  widened 
and  roads  made  suitable  for  heavy  traffic.  All  fans,  pumps,  mining  ma- 
chines and  locomotives  are  run  with  electricity.  Small  gathering  locomo- 
tives are  being  successfully  introduced  to  replace  mules.  Many  additional 
houses  have  been  built. 

The  present  equipment  at  each  mine,  in  a  general  way,  is  as  follows: 

Mine  No.  2.     1  13-ton  G.  E.  locomotive. 

1     G-ton  G.  E.  gathering  locomotive. 
1     G-ton  Jeffrey  gathering  locomotive. 
4  Morgan-Gardner  mining  machines. 
1  10-foot  Thayer  fan. 
3  small  pumps. 
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Mine  No.  3.     2  10-ton  M.  G.  Locomotives. 

1  0-ton  Jeffr<  y  gathering  locomotive. 

3  M.  (!.  mining  machines. 

1  small  pump. 

1  lC-foot   Brazil  fan. 

Mine  No.   1.     1  10-ton  M.  G.  locomotive. 

1  (i-ton  Jeffrey  gathering  locomotive. 
3  M.  G.  mining  machines. 

2  small  pumps. 
15x15  foot  Capell  fan. 

Mine  No.  5.     1  M.  G.  10-ton  locomotive. 
1  M.  G.  6-ton  locomotive. 

1  C-ton  Jeffrey  gathering  locomotive. 

0  M.  G.  mining  machines. 

2  small  pumps. 

1  5  x  15  foot  Capell  fan. 

Mine  No.  1.     This  mine  has  not  been  pushed  for  development,  being  on 
another  vein,  and  contains: 
1  mining  machine. 
1  10-H.  P.  fan. 

3  pumps. 

KANAWHA  COUNTY. 

MORRIS    CREEK    COAL    COMPANY. 

No.  4G7.  Morris  Creek  Mine.  —  This  mine  is  located  3  miles  south  of 
Montgomery,  on  the  C.  &  O.  R.  R..  on  Morris  Creek.  It  is  a  drift  mine 
operating  the  Kanawha  coal  on  the  double  entry  system.  The  ventilation, 
produced  by  a  10-foot  fan,  gives  fair  results  where  stoppings  between  air 
courses  are  kept  in  good  shape.  The  failure  to  maintain  the  current 
causes  a  weak  volume  to  circulate  in  rooms  and  advanced  places.  The 
mine  is  damp  throughout.  Shooting  coal  on  the  solid  is  quite  extensively 
practiced,  but  forbidden,  which  makes  the  ventilation  worse.  The  roof  in 
mine  is  principally  draw  slate,  naturally  uncertain  and  dangerous,  the 
main  ways  and  rooms  consequently  must  be  well  timbered.  The  powder 
law  is  becoming  to  be  well  observed.  The  oil  law  is  not  observed  by  day 
hands;  drivers  burn  all  kinds.  The  Inspector  and  officials  gave  warning 
of  a  strict  enforcement  of  the  law  for  violations.  With  the  present  equip- 
ment and  with  a  full  force  of  men  this  mine  is  able  to  produce  from  400 
to  500  tons  per  day.  The  second  opening  to  this  mine  meets  all  the  re- 
quirements of  the  law.  The  equipment  at  this  mine  was  found  not  con- 
forming tc  law,  as  there  are  no  safety  blocks  on  top  of  incline.  The  oil 
law  can  be  enforced  upon  prosecution  of  insistent  violations*  and  inter- 
est by  miners  to  assist  the  officials  in  the  matter.  This  mine  in  last  re- 
port was  Morris  Creek,  No.  226  of  the  printed  report. 

JOHN  T.  TODD,  Gen.  Mgr.  JOHN  BARKER,  Mine  Boss. 

JAMES  FRAZIER,  Supt. 

GREENBRIER    COUNTY. 
ELK  LICK  COAL  COMPANY. 
Xo.  493 'j.     Lost  Flat  Mine. — This  mine  is  developed  in  the  Fire  Creek 
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Coal  Bed  of  the  New  River  Series  and  averages  4  ft.  in  thickness.     The 
mine  is  located  9  miles  from  Richwood,  Nicholas  County.     The  deevlop- 
ment  is  as  yet  on  a  small  scale  and  represents  prospective  work  .  The 
main  mine  is  ventilated  by  means  of  a  fan. 
H.  W.  ARMSTRONG,  Gen.  Supt. 

RALEIGH  COUNTY. 

THE  NEW  RIVER  SMOKELESS  COAL  COMPANY. 

No.  494.  Royal  Mine.  —  This  mine  is  located  opposite  .  Prince,  on  the 
C.  &  O.  R.  R.,  and  on  the  south  side  of  New  River.  It  is  a  drift  opening 
operating  the  Fire  Creek  seam  on  the  double  entry  system.  The  ventila- 
tion, being  natural,  has  the  advantage  of  positive  differentials  in  levels 
that  proves  satisfacatory  to  this  operation.  This  mine  in  some  places  is 
dry,  but  not  dusty.  The  roof  is  variable  and  well  timbered.  The  powder 
and  oil  laws  are  well  enforced.  This  mine  with  its  present  equipment,  de- 
velopment and  a  full  force,  can  produce  300  tons  per  day.  There  are  sev- 
eral openings  to  this  mine.  This  mine  was  reported  last  year  as  Royal 
Mine,  No.  390  of  the  printed  report.  CHARLES  STOVER, 

JOHN  LAING,  Gen.  Supt.  JOHN  BURNS,  Mine  Bosses. 

No.  495.  Lanark  Mine  No.  1.  —  This  mine  is  located  3  miles  from 
Prince,  on  the  C.  &  O.  R.  R.,  and  on  the  Piney  Branch.  It  is  a  drift 
opening  operating  the  Fire  Creek  seam,  but  in  such  an  undeveloped 
scale  that  no  report  can  be  made  on  extensions.  This  mine  was  reported 
last  year  as  Lanark  No.  1,  No.  391  of  the  printed  report. 
JOHN  LAING,  Gen.  Supt.  DAVID  LAING,  Mine  Boss. 

No.  496.  Lanark  Mine  No.  2. — This  mine  is  located  3  miles  from 
Prince,  on  the  C.  &  O.  R.  R.  and  Piney  Branch.  This  is  a  drift  opening 
operating  the  Sewell  seam  on  the  double  entry  system.  The  ventilation, 
produced  by  fire  basket  and  stack,  is  very  irregular.  They  comply  with 
the  law  in  all  respects.  This  mine  was  reported  last  year  as  Lanark  No. 
2,  No.  392  of  the  printed  report.  MORRIS  McGUIRE  and 

JOHN  LAING,  Gen.  Supt.  DAVID  LAING,  Mine  Bosses. 

RALEIGH  COAL  &  COKE  COMPANY. 

No.  497.  Raleigh  Mine  No.  3.  —  This  mine  is  located  14  miles  from 
Prince,  on  the  C.  &  O.  R.  R.,  and  on  the  Piney  Branch.  It  is  a  drift  open- 
ing operating  the  Fire  Creek  seam  on  the  double  entry  system.  The  ven- 
tilation, produced  by  a  small  fan,  gives  good  results,  as  the  mine  is  not 
very  extensive.  The  roof  is  good  and  all  laws  are  enforced.  This  mine 
was  reported  last  year  as  Raleigh  No.  3,  No.  395  of  the  printed  report. 
REX  McCLURE,  Supt.  ED.  ZWILLING,  Mine  Boss. 

No.  498.  Raleigh  Mine  No.  1.  —  This  mine  is  located  14  miles  from 
Prince,  on  the  C.  &  O.  R.  R.,  and  on  the  Piney  Branch.  It  is  a  drift  open- 
ing operating  the  Fire  Creek  seam  on  the  double  entry  system.  The  venti- 
lation, produced  by  small  fans,  is  satisfactory.  The  roof  is  good  and 
all  laws  enforced.  This  mine  was  reported  last  year  as  Raleigh  Mine  No. 
1,  No.  393  of  the  printed  report. 
REX  McCLURE,  Supt.  E.  B.  THOMPSON,  Mine  Boss. 
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No.  499.  Raleigh  Mine  No.  2. —  This  mine  is  located  14  miles  from 
Prince,  on  the  C.  &  O.  R.  R.,  and  on  the  Piney  Branch.  It  is  a  drift  mine 
on  the  double  entry  system.  The  ventilation  is  produced  by  a  5-foot  fan, 
and  gives  good  results.  This  mine  conforms  to  the  law  throughout,  as 
they  are  not  extensively  developed.  This  mine  was  reported  last  year  as 
Raleigh  No.  2,  No.  394  of  the  printed  report. 
REX  McCLURE,  Supt.  E.  B.  THOMPSON,  Mine  Boss. 

No.  500.  Raleigh  Mine  No.  .'/.  —  This  mine  is  located  14  miles  from 
Prince,  on  the  C.  &  O.  R.  R.,  and  on  Piney  Branch.  It  is  a  drift  opening 
in  the  Fire  Creek  seam.  The  ventilation,  produced  by  a  small  fan,  is 
satisfactory.  These  openings  all  comply  with  the  law.  This  mine  was  re- 
ported last  year  as  Raleigh  Mine  No.  4,  No.  396  of  the  printed  report. 
REX  McCLURE,  Supt.  E.  B.  THOMPSON,  Mine  Boss. 

WRIGHT  COAL  &  COKE  COMPANY. 

No.  501.  Wright  Mine  No.  1.  —  This  mine  is  located  3  miles  south  of 
Prince,  on  the  C.  &  O.  R.  R.,  and  on  the  Piney  Branch.  It  is  a  drift 
opening  operating  the  Fire  Creek  seam  on  the  double  entry  system.  The 
ventilation,  produced  by  a  7-foot  fan,  gives  satisfactory  results.  This  mine 
is  damp  throughout.  The  roof  in  this  mine  is  generally  good.  With  pres- 
ent equipment  and  development  and  a  full  force  this  mine  could  produce 
500  tons  per  day.  This  mine  was  reported  last  year  as  Wright  Mine  No.  1, 
No.  397  of  the  printed  report. 
W.  GASTON  CAPERTON,  Supt.  WM.  HURT,  Mine  Boss. 

No.  502.  Pack  Mine  No.  2.  —  This  mine  is  located  3  miles  from  Prince, 
on  the  C.  &  O.  R.  R.,  and  on  Piney  Branch.  It  is  a  drift  opening  operating 
the  Fire  Creek  seam.  The  ventilation,  produced  by  an  8-foot  fan,  gives 
good  results.  This  mine  is  a  new  opening  and  as  yet  conforms  to  the 
law.  This  mine  was  reported  last  year  as  Wright  Mine  No.  2,  No.  398  of 
the  printed  report. 
W.  G.  CAPERTON,  Supt.  J.  A.  DAVIS,  Mine  Boss. 

PINEY  COAL  d-  COKE  COMPANY. 

No.  503.  Piney  Mine  No.  1.  —  This  mine  is  located  7  miles  from  Prince, 
on  the  C.  &  O.  R.  R.,  and  on  Piney  Branch.  This  mine  is  operated  on  the 
double  entry  system  in  the  Fire  Creek  seam.  The  furnace  ventilation, 
produced  at  this  mine,  is  fairly  good,  the  mine  being  not  much  developed. 
This  mine  complies  with  the  law.  This  mine  was  reported  last  year  as 
Piney  Mine  No.  1,  No.  399  of  the  printed  report. 
P.  J.  RILEY  and  JOHN  BURNS  and 

W.  W.  MUCKLOW,  Supts.  JOHN  HUNT,  Mine  Bosses. 

No.  504.  Piney  Mine  No.  2. — This  mine  is  located  7  miles  from  Prince, 
on  the  C.  &  O.  R.  R.,  and  on  Piney  Branch.  It  is  a  drift  opening  operating 
the  Fire  Creek  seam.  The  ventilation,  produced  by  furnace,  is  not  what 
is  required,  otherwise  this  mine  is  in  a  lawful  condition.  This  mine  was 
reported  last  year  as  Piney  Mine  No.  2,  No.  400  of  the  printed  report. 
P.  J.  RILEY  and  JOHN  BURNS  and 

W.  W.  MUCKLOW,  Supts.  "  WM.  CRICKMER,  Mine  Bosses. 

Nos.  505  and   506.     Piney  Mine  No.  3.  —  This  mine  is  located  7  miles 
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from  Prince,  on  the  C.  &  O.  R.  R.,  and  on  Piney  Branch.     It  is  a  drift 

opening   operating   the    Sewell    seam.      The   development    being    new,    the 

ventilation,  produced  by  furnace,  is  satisfactory.     This  mine  is  operated  in 

strict  compliance  of  the  law.     This  mine  was  reported  last  year  as  Piney 

Mine  No.  3,  No.  401  of  the  printed  report,  also  opened  No.  4  Mine,  in  the 

Beckley  seam,  during  the  year. 

P.  J.  RILEY  and  CHARLES  FINK  and 

W.  W.  MUCKLOW,  Supts.  M.  L.  McGUIRE,  Mine  Besses. 

STONEWALL    COAL    &    COKE    COMPANY. 

No.  507.  Stonewall  Mine  No.  1.  —  This  mine  is  located  4  miles  south 
of  Prince,  on  the  C.  &  O.  R.  R.,  and  on  the  Piney  Branch.  It  is  a  drift 
opening  operating  the  Fire  Creek  seam  on  the  double  entry  system.  This 
operation  has  developed  but  very  little  during  the  year.  This  mine 
was  reported  last  year  as  Stonewall  Mine  No.  1,  No.  402  of  the  printed 
report.  F.  T.  LEE  and 

D.  H.  MORTON,  Supts. 

No..  508.  Stonewall  Mine  No.  2.  —  This  mine  is  located  4  miles  south 
of  Prince,  on  the  C.  &  O.  R.  R.,  and  on  the  Piney  Branch.  It  is  a  drift 
opening  operating  the  Sewell  seam  on  the  double  entry  system.  The 
ventilation,  produced  by  furnace,  is  sufficient  for  present  development. 
The  roof  is  very  weak,  requiring  very  much  timber,  which  is  well  at- 
tended to.  The  mine  is  damp  throughout.  With  the  present  equipment 
and  development,  and  with  a  full  force,  this  mine  is  capable  of  producing 
300  tons  per  day.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  This  mine  was  reported  last  year  as  Stonewall  Mine 
No.  2,  No.  403  of  the  printed  report. 

F.  T.  LEE  and  JAMES  DAWSON  and 

D.  H.  MORTON,  Supts.  JOHN  LINDLEY,  Mine  Bosses. 

No.  509.  Terry  Mine.  —  This  mine  is  located  2  miles  west  of  Prince,  on 
the  C.  &  O.  R.  R.,  and  on  the  south  side  of  New  River,  on  a  branch  of  the 
Piney  division  of  the  C.  &  O.  R.  R.  It  is  a  drift  operation  in  the  Fire  Creek 
seam  on  the  double  entry  system.  The  ventilation,  produced  by  furnace, 
is  not  what  the  law  requires.  This  mine  is  clamp  throughout.  The  roof 
is  generally  safe.  Witth  the  present  development,  equipment,  and  with  a 
full  force  this  mine  can  produce  400  tons  per  day.  This  mine  was  reported 
last  year  as  Terry  Mine,  No.  404  of  the  printed  report. 
F.  T.  LEE  and  JAMES  DAWSON  and 

D.  H.  MORTON,  Supts.  FRANK  BEARD,  Mine  Besses. 

THE    BECKLEY    COAL    AND    COKE    COMPANY. 

No.  510.  Beckley  Mine.  —  This  mine,  located  17  miles  from  Prince,  on 
the  C.  &  O.  R.  R.,  and  on  Piney  Branch,  is  a  slope  operation  in  the  Sewell 
seam.  The  ventilation,  produced  by  a  12-foot  fan,  is  well  conducted  and 
well  maintained.  This  mine,  in  its  operation  conforms  to  the  law.  This 
mine  was  reported  last  year  as  Beckley  Mine,  No.  405  of  the  printed  report. 
T.  BICKEL  and  FRANK  McHUGH,  Mine  Boss. 

W.  J.  ELGIN,  Supts. 
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MAB SCOTT    COAL    AND    COKE    COMPANY. 

No.  511.  Mabseott  Mine.  —  This  mine  is  located  16  miles  from  Prince, 
on  The  C.  &  O.  R.  R..  and  on  Piney  Branch.  It  is  a  drift  opening  in  the 
Sewell  seam  on  the  douhle  entry  system.  The  ventilation,  as  yet  produced 
by  a  furnace,  is  but  temporary,  which  is  not  satisfactory.  Arrangements 
are  being  made  to  install  a  fan.  Otherwise  this  mine  meets  requirements 
of  the  law.  This  mine  was  reported  last  year  as  Mabseott  Mine,  No.  106 
of  the  printed  report.  E.  T.  HUDSON  and 

F.  E.  WALKER,  Supt.  DAVID  LINDSEY,  Mine  Bosses. 

Mr K ELL    COAL    d-    COKE    COMPA><  Y. 

No.  512.  Oswald  Mine.  —  This  mine  is  located  two  and  a  half  miles 
south  of  Macdonald,  on  the  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.,  and 
on  Dunn  Loup  Creek.  It  is  a  drift  opening  operating  the  Sewell  seam  on 
the  double  entry  system.  The  ventilation,  now  produced  by  furnace  for 
the  present,  is  satisfactory.  A  new  fan  is  already  on  the  ground  for  in- 
stallation. The  mine  is  damp  throughout.  The  roof  is  generally  good. 
The  powder  and  oil  laws  are  enforced.  With  the  present  equipment,  de- 
velopment and  with  a  full  force,  this  mine  could  produce  500  tons  per  day. 
The  second  opening  of  this  mine  meets  all  the  requirements  of  the  law. 
This  mine  was  reported  last  year  as  Oswald  Mine,  No.  347  of  the  printed 
report. 

J.  W.  BISCHOFF  and  GEO.  CLARK,  Mine  Boss. 

JOHN  MAURICE,  Supts. 

No.  513.  Sidney  Mine. — This  mine  is  located  3  miles  south  of  Mac- 
donald, on  the  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.,  and  on  Dunn  Loup 
Creek.  It  is  a  drift  opening  operating  the  Sewell  seam  on  the  double 
entry  system.  The  ventilation,  produced  by  furnace,  gives  necessary  re- 
sults. A  new  fan  is  now  on  the  ground,  ready  for  installation.  This  mine 
is  damp  throughout.  The  roof  is  generally  good.  The  powder  and  oil  laws 
are  enforced.  With  the  present  development,  equipment,  and  with  a  full 
force,  this  mine  is  capable  of  producing  400  tons  per  day.  The  second 
opening  of  this  mine  meets  all  the  requirements  of  the  law.  This  mine 
was  reported  last  year  as  Sidney  Mine,  No.  408  of  the  printed  report. 
J.  W.  BISCHOFF  and  GEO.  CLARK,  Mine  Boss. 

JOHN  MAURICE,  Supts. 

No.  514.  Graham  Mine.  —  This  mine  is  located  three  and  a  half  miles 
south  of  Macdonald,  on  the  Loup  Creek  Branch  of  the  C.  &  O.  R.  R.,  and 
on  Dunn  Loup  Creek.  It  is  a  drift  mine  operating  the  Sewell  seam  on 
the  double  entry  system.  The  ventilation,  produced  by  furnace,  will  be 
very  soon  replaced  by  a  fan,  now  being  installed.  The  mine  is  damp 
throughout.  The  roof  is  variable,  but  is  well  attended  to.  The  powder 
and  oil  laws  are  enforced.  With  the  present  equipment  and  development, 
and  with  a  full  force,  this  mine  could  produce  500  tons  per  day.  The 
second  opening  of  this  mine,  meets  all  the  requirements  of  the  law.  This 
mine  was  reported  last  year  as  Graham  Mine,  No.  407  of  the  printed 
report. 

J.  W.  BISCHOFF  and   .  G.  B.  SMEDLEY,  Mine  Boss. 

JOHN  MAURICE,  Supts. 
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CRANBERRY  FUEL   COMPANY. 

No.  515.  Cranberry  Shaft.  —  This  mine  is  located  5  miles  from  Beck- 
ley,  on  Piney  Branch  of  the  C.  &  O.  R.  R.,  and  on  a  branch  road  of  the 
Cranberry  Fuel  Company.  This  mine  is  a  new  operations  now  being 
equipped  with  modern  improvements. in  the  line  of  shaft  equipment.  The 
shaft  is  400  feet  deep;  entries  are  now  being  driven  to  intersect  Pros- 
perity shaft,  1700  feet  west.  They  have  not  shipped  any  coal  this  year. 
This  mine  last  year  was  reported  as  Cranberry  Shaft,  No.  410  of  the 
printed  report. 
V.  A.  MILLER,  Supt.  D.  H.  PHELPS,  Mine  Boss. 

No.  510v  Prosperity  Shaft.  —  This  mine  is  located  6  miles  from  Beck- 
ley,  on  the  C.  &  O.  R.  R.,  and  on  the  Cranberry  Fuel  Company  R.  R.  It 
is  a  shaft  opening  operating  the  Sewell  seam  at  a  depth  of  450  feet.  This 
is  a  new  development  with  no  permanent  improvements.  This  mine  was 
reported  last  year  as  Cranberry,  No.  411  of  the  printed  report. 

V.  A.   MILLER,   Supt. 

No.  517.  Skelton  Mine.  —  This  mine  is  located  4  miles  from  Beckley, 
on  the  Piney  Branch  of  the  C.  &  O.  R.  R.,  and  on  the  Cranberry  Fuel 
Company's  R.  R.  It  is  a  new  slope  opening  in  the  Sewell  seam.  This 
being  a  new  opening,  no  permanent  work  has  yet  been  done.  This  mine 
was  not  reported  last  year.  This  mine  started  shipping  coal  December 
14,  1905. 
A.  D.  CALLIHAN,  Supt.  WM.  JAMISON,  Mine  Boss. 

No.  518.  Sprague  Mine.  —  This  mine  is  located  2  miles  from  Beckley, 
on  the  C.  &  O.  R.  R.,  and  on  Cranberry  Fuel  Company's  R.  R.  It  is  a  new 
drift  mine,  just  developing,  in  the  Sewell  seam,  and  started  to  ship  coal 
January  4,  190G.  No  permanent  operation  has  been  established  yet.  No 
report  was  made  of  this  mine  last  year. 
F.  E.  WALKER,  Supt.  W.  S.'FINK,  Mine  Boss. 
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GENERAL    SUMMARY  OF  THE  SIXTH  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30th,  1906. 
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Office  of  the  Sixth  District  Inspector, 

Chelyan,  W.  Va.,  Sept.  15th,  1906. 
Mr.  James  W.  Paul, 

Chief  Mine  Inspector, 
Charleston,  W.  Va.: 

Dear  Sir  —  In  compliance  with  the  mining  law  of  this  State,  l  respect- 
fully submit  to  you  my  annual  report  of  the  mines  in  the  Sixth  Mining 
District  for  the  year  ending  June  30,  1906. 

I  made  during  the  year  368  inspections  and  34  other  visits  to  different 
mines,  these  latter  being  made  to  investigate  accidents  and  seeing  if 
official  instructions  were  being  complied  with  according  to  law. 

I  wish  to  say  that  the  mines  in  this  district  are  in  a  safe  condition, 
but  the  sanitary  conditions  could  be  greatly  improved  by  the  managers 
complying  more  strictly  with  the  official  instructions.  A  great  number  of 
developments  were  made  in  this  district  when  coal  was  at  a  high  price, 
and  the  great  aim  and  object  was  to  increase  the  output,  regardless  of 
system  or  ventilation,  and  in  the  rush  quite  a  number  of  temporary  fur- 
naces were  constructed  for  ventilating  purposes,  which  have  never  given 
satisfaction,  but  quite  a  few  of  the  operators  have  seen  this  mistake  and 
are  now  installing  fans.  There  were  sixteen  fans  installed  in  this  district 
during  the  past  year,  and  several  more  are  promised  for  the  near  future.. 

I  find  in  my  inspection  work  quite  a  number  of  mine  foremen  who  are 
very  negligent  in  complying  with  the  law,  neither  do  they  realize  the 
responsibility  of  managing  a  mine,  for  very  few  of  them  keep  posted  on 
the  mining  law  and  know  its  requirements.  There  are  a  number  of  dry 
and  dusty  mines  in  the  district,  which  during  the  winter  season  require 
watering  to  allay  the  dust,  and  very  few  are  equipped  with  sprinkling 
apparatus,  but  a  number  of  the  managers  think  the  old  water  box  with 
a  two-inch  plug  is  sufficient  to  sprinkle  any  mine,  when  not  a  drop  of 
water  ever  reaches  the  top  or  sides  of  the  mine,  where  the  most  highly 
explosive  dust  is  found. 
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The  practice  of  shooting  coal  from  the  solid  and  taking  kegs  of  powder 
into  the  mines  in  this  district  is  about  discontinued,  but  very  few  of  the 
miners  realize  the  danger  of  these  two  practices,  and  a  great  many  persist 
in  doing  such  acts,  whereby  they  endanger  their  own  lives  as  well  as  their 
fellow  workman,  and  violate  section  14  of  the  mine  law. 

I  found  that  a  large  number  of  miners,  especially  day  men,  were  vio- 
lating the  oil  law,  by  burning  black-strap,- kerosene  and  machine  oil.  The 
largest  number  of  violations  were  in  Mingo  County,  which  fact  was  re- 
ported to  the  Prosecuting  Attorney  of  that  county,  and  since  that  time  I 
have  found  that  about  all  the  employes  burn  the  oil  sold  by  the  operating 
company,  which  in  many  cases  does  not  comply  with  the  law. 

Walter  Miller  was  taken  before  Squire  Long  and  fined  five  dollars  and 
costs  for  violating  the  oil  law  in  the  Winifrede  Mines,  in  Kanawha  County. 
I  am  very  sorry  to  report  three  very  sad  accidents,  which  happened  in  this 
district  during  the  past  year.  Horton  No.  1  Mine,  December  4,  1905 — 
furnace  stack  burned,  from  which  the  mine  took  fire,  suffocating  six  men 
and  one  boy.  Detroit  Mine  No.  1,  February  18,  1906  —  explosion,  caused 
by  solid  shot  igniting  the  coal  dust;  killed  18  men.  Red  Jacket  Mine, 
February  1,  1906  —  explosion,  caused  by  excessive  discharge  of  powder 
igniting  the  coal  dust;    killed  three  men. 

During  the  year  there  was  one  electric  plant  installed  in  the  district,  at 
Reynolds  Black  Band  Mine,  on  Brier  Creek.  The  Paint  Creek  Collieries 
Company  are  installing  one  at  Wacomah,  on  Paint  Creek,  which  will  fur- 
nish power  for  the  machinery  at  the  Wacomah  and  Banner  Mines.  Com- 
pressed air  plants  were  installed  at  Draper  and  Lincoln  Mines,  on-Guyan 
River.  Several  modern  tipples  have  been  constructed  during  the  year,  and 
ten  are  now  under  way  of  construction  and  will  be  ready  for  shipping  coal 
in  the  next  four  months.  There  are  now  169  mines  in  this  district,  and 
the  extension  of  the  Coal  River  R.  R.  will  open  for  development  one  of 
the  finest  coal  fields  in  the  State,  and  all  probabilities  are  that  quite  a 
number  of  new  mines  will  be  opened  in  Boone  County  in  the  next  year. 
I  wish  to  say  that  it  is  a  physical  impossibility  for  me  to  comply  with 
section  2  of  the  mine  law,  when  it  reads  like  this: 

"He  (the  Inspector)  shall  visit  each  mine  in  his  district  at  least  once 
in  every  three  months,  or  oftener  if  called  upon  in  writing  by.  twenty 
men  engaged  in  any  one  mine." 

I  readily  agree  with  the  law  and  think  each  mine  should  be  inspected 
every  three  months,  and  if  the  law  is  being  violated  and  the  Inspector- 
makes  any  recommendations,  he  should  go  back  to  that  mine  within  ten 
days  and  see  if  his  recommendations  are  being  complied  with. 

In  conclusion  I  wish  to  thank  the  miners  and*  operators  of  this  district 
for  the  kind  and  courteous  treatment  received  from  them  during  the  past 
year.  I  also  wish  to  thank  you  and  your  office  force  for  your  able  advice 
and  kind  treatment  I  have  received  at  your  hands  during  the  year. 

Yours  very  truly, 

BONNER    H.    HILL, 

Inspector  6th    District. 
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CONDITION   OF   THE  MIXES   IX    THE   SIXTH  DISTRICT. 


FAYETTE    COUNTY. 
PAIXT    CREEK    COLLIERIES    COMPANY. 

No.  331.  Hickory  Camp  Mine.  —  This  mine  is  located  on  a  branch  of 
the  C.  &  O.  R.  R.  and  on  Paint  Creek;  is  a  drift  opening  operating  the 
Eagle  or  No.  1  gas  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  furnace,  is  fairly  good.  Shooting  the 
coal  from  the  solid  was  formerly  practiced  in  this  mine,  but  that  practice 
is  discontinued,  and  any  violations  are  followed  by  the  discharge  of  the 
offender. 

All  powder  is  caried  into  the  mine  in  cans  of  five  pounds  capacity.  The 
roof  is  good.  This  mine  is  dry  throughout,  which  necessitates  watering 
to  allay  the  dust,  which  is  regularly  done.  The  employes  burn  the  oil 
sold  them  by  the  operating  company,  which  is  fairly  good. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted. 

With  the  present  mine  development  and  equipment,  and  a  full  force  of 
men.  this  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Hickory  Camp  Mine,  No.  246  of  the 
printed  report. 

W.  W.  MUCKLOW,  Gen.  Mgr.  R.  F.  TOWNSEND,  Mine  Boss. 

QUINN  MORTON,  Supt. 

KANAWHA   COUNTY. 

THE    MARMET    COAL    COMPAXY. 

No.  376.  Butler  Mine.  —  This  mine  is  located  about  four  miles  from 
Marmet,  on  the  West  Virginia  Southern  R.  R.,  and  on  Lens  Creek;  is  a 
drift  opening  operating  the  Winifrede  coal  on  the  double  entry  system. 
The  ventilation,  produced  by  two  furnaces  and  a  6-foot  Thayer  fan,  has 
always  been  found  good  on  the  entries,  but  poorly  distributed  to  the  faces 
of  the  rooms. 

Some  sections  of  this  mine  are  dry,  which  necessitates  watering  to 
allay  the  dust,  which  is  regularly  done.  Shooting  the  coal  on  the  solid 
was  formerly  practiced  at  this  mine,  but  it  is  about  discontinued.  The 
roof  in  this  mine  is  fairly  good;  drainage  good.  All  powder  is  carried 
into  this  mine  in  cans  of  five  pounds  capacity.  The  employes  burn  the  oil 
sold  them  by  the  operating  company,  which  is  of  a  fair  quality. 

Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand.  The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law.  It 
has  been  with  much  insistence  on  the  part  of  the  Inspector  that  the 
operator  and  employes  have  complied  with  the  official  instructions  given 
during  the  past  year  in  regard  to  shooting  coal  from  the  solid. 

With  the  present  mine  development   and   equipment,   and  full  force  of 
men,  this  mine  is  capable  of  producing  800  tons  per  day.     This  mine  was 
reported  last  year  as  Butler  Mine,  No.  140  of  the  printed  report. 
ALFRED    REDDINGTON,  Supt.  W.  H.  STUART,  Mine  Boss. 
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WINIFREDE    COAL    COMPANY. 

No.  377.  Winifrede  Gas  Mine. — This  mine  is  located  on  Fields  Creek; 
is  a  drift  opening  operating  the  Peerless  Coal  on  the  double  entry  system. 
The  ventilation,  produced  by  an  8-foot  Thayer  fan,  is  good.  The  roof  in 
this  mine  is  good;  drainage  good.  All  powder  is  carried  into  this  mine  in 
cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on  hand.  The  second  opening  to  this  mine  meets  all  the  requirements 
of  the  law. 

With  the  present  mine  development  and  equipment,  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  150  tons  per  day. 

This  mine  was  reported  last  year  as  Winifrede  Gas  Mine,  No.  142  of  the 
printed  report. 

J.  A.  WILLIS,  Supt.  JAS.  HEMMINGS,  Mine  Boss. 

R.  B.  CASSADY,  Gen.  Mgr. 

No.  378.  South  Mine.  —  This  mine  is  located  on  Fields  Creek;  is  a 
drift  opening  operating  the  Winifrede  coal  on  the  double  entry  system. 
The  ventilation,  produced  by  a  10-foot  Thayer  fan,  is  only  fair,  owing  to 
the  number  of  wooden  brattices  used  and  the  great  distance  the  air  must 
travel  to  reach  the  working  places. 

The  brattices  are  all  being  repaired  and  several  new  ones  have  just 
been  completed,  which  is  quit  an  improvement  to  the  ventilation.  In 
some  parts  of  the  mine  the  roof  is  bad  and  dangerous,  but  timbering  is  well 
looked  after.  Drainage  is  fairly  good.  All  powder  is  carried  into  the  mine 
in  caps  of  five  pounds  capacity. 

The  employes  are  now  burning  the  oil  sold  them  by  the  operating  com- 
pany, which  is  of  a  fair  quality.  The  second  opening  to  this  mine  meets 
all  the  requirements  of  the  law.  Rules  are  posted  and  stretchers  and 
safety  lamp  are  kept  on  hand.  With  the  present  mine  development  and 
equipment,  and  full  force  of  men,  this  mine  is  capable  of  producing  750 
tons  per  day. 

This  mine  was  reported  last  year  as  South  Mine,  No.  143  of  the  printed 
report. 

J.  A.  WILLIS,  Supt.  JNO.  S.  WILLIAMS,  Mine  Boss. 

R.  B.  CASSADY,  Gen.  Mgr. 

No.  379.  North  Pick  Mine.  —  This  mine  is  located  on  Fields  Creek;  is 
a  drift  opening  operating  the  Winifrede  coal  on  the  double  entry  system. 
The  ventilation,  produced  by  a  10-foot  Thayer  fan,  is  only  fair,  owing  to 
the  bad  condition  of  the  wooden  brattices,  which  are  now  being  repaired. 
The  roof  in  some  parts  of  this  mine  is  bad  and  dangerous,  but  timbering 
is  well  looked  after.     Drainage  is  fairly  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity.  The 
employes  are  now  burning  oil  sold  them  by  the  operating  company,  which 
is  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment,  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  400  tons  per  day. 
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This  mine  was  reported  lasi  year  as  North  Pick  Mine,  No.  L44  of  the 
printed   report. 

J.  A.  WILLIS,  Supt.  JOHN  W.  GAY,  Mine  Boss. 

R.  B.  CASSADY,  Gen.  Mgr. 

No.  380.  Novth  Machine  Mine.  —  This  mine  is  located  on  Fields  Creek; 
is  a  drift  opening  operating  the  Winifrede  coal  on  the  double  entry  sys- 
tem. T..e  ventilation,  produced  by  a  7-foot  Thayer  fan,  has  always  been 
found  good  on  the  entries.  bu1  poorly  distributed  to  the  faces.  The  roof  in 
this  mine  is  good;    drainage  fairly  good. 

All  powder  is  caried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kepi  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  400  tons  per  day.  This  mine  was  re- 
ported last  year  as  the  North  Machine  Mine,  No.  145  of  the  printed  report. 
J.  A.  WILLIS,  Supt.  JOHN  W.  GAY2  Mine  Boss. 

R.  B.  CASSADY,  Gen.  Mgr. 

No.  381.  West  Mine.— This  mine  is  located  on  Fields  Creek;  is  a  drift 
opening  operating  the  Winifrede  coal  on  the  double  entry  system.  The 
ventilation,  produced  by  a  fan.  has  always  been  found  good  on  the  entries, 
but  not  properly  distributed  to  the  faces  of  the  rooms.  The  roof  is  good; 
drainage  good. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on  hand. 

The  second  opening  to  this  mine  does  not  comply  with  the  law,  but  an 
entry  is  being  driven  to  Joe's  Creek,  on  Coal  River,  which  is  within  500 
feet  of  the  surface. 

With   the  present   mine   development   and   equipment,  and   full   force  of 
men.  this  mine  is  capable  of  producing  300  tons  per  day.     This  mine  was 
reported  last,  year  as  West  Mine,  No.  146  of  the  printed  report. 
J.  A.  WILLIS,  Supt.  JOHN  W.  GAY,  Mine  Boss. 

R.  B.  CASSADY,  Gen.  Mgr. 

COALBURG    COLLIERY    COMPANY. 

No.  382.  Roinla  Mine.  —  This  mine  is  located  three  miles  from  Coal- 
burg,  on  a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift 
opening  operating  the  Coalburg  coal  on  the  double  entry  system.  One 
part  of  this  mine  is  ventilated  by  natural  causes  and  it  is  not  satisfactory 
at  all  times,  while  that  part  known  as  Klondike  is  ventilated  with  an 
8-foot  Thayer  fan  and  the  ventilation  is  good. 

The  roof  in  some  sections  of  this  mine  is  very  bad  and  dangerous,  but 
is  very  well  looked  after,  and  sufficient  posts  are  furnished  the  miners. 
Drainage  is  only  fair. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 
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The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment,  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  500  tons  per  day.     This  mine  was 
reported  last  year  as  Ronda  Mine,  No.  148  of  the  printed  report. 
F.  N.  MOORE..  Supt. 
J.  B.  LEWIS,  Gen.  Mgr.  DAN  MORRIS,  Mine  Boss. 

STEVENS    COAL    COMPANY. 

No.  383.  Acme  Mine.  —  This  mine  is  located  at  Acme,  on  a  branch  of 
the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating  the 
Coalburg  coal  on  the  double  entry  system.  The  ventilation,  produced  by 
an  8-foot  Thayer  fan,  is  only  fair,  owing  to  the  bad  condition  of  the  air 
ways,  doors  and  brattices.  Along  the  haulways  which  are  dry  the  dust  has 
cumulated  until  wetting  is  necessary,  which  is  regularly  done. 

The  roof  in  this  mine  is  good;  drainage  good.  All  powder  is  carried 
into  the  mine  in  cans  of  five  pounds  capacity.  The  employes  burn  the  oil 
sold  them  by  the  operating  company,  which  is  of  a  fair  quality.  Rules 
are  posted  and  stretchers  and  safety  lamp  are  kept  on  hnd. 

With  the  present  mine  development  and  equipment,  and  full  force  of 
men,  this  mine  is  capable  of  producing  200  tons  per  day. 

The  second  opening  to  this  mine  does  not  comply  with  the  law,  but  i 
have  never  found  twenty  men  employed  inside  the  mine.     This  mine  was 
reported  last  year  as  Acme  Mine,  No.  150  of  the  printed  report. 
E.  H.  SHONK,  Supt.  DAVE  WHITE  and  W.  H.  SHONK,  Mine  Bosses. 

No.  384.  Keystone.  Mine. — This  mine  is  located  at  Acme  on  a  branch 
of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  No.  2  Gas  Coal  on  the  double  entry  system.  The  ventilation  produced 
by  a  fan  is  fairly  good.  Along  the  main  entries  and  haulways  it  is  very 
dry  and  coal  dust  has  accumulated  to  such  an  extent,  that  wetting  is 
necessary,  which  is  regularly  done  and  a  large  portion  of  the  dust  has 
been  loaded  into  the  cars  and  taken  outside  the  mine  during  the  past 
year. 

Roof  and  drainage  are  fairly  good.  All  powder  is  carried  into  the  mine 
in  cans  of  five  pounds  capacity.  The  employes  burn  the  oil  sold  them 
by  the  operating  company,  which  is  of  a  fair  quality. 

Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 
The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  550  tons  per  day. 

This   mine  was   reported   last  year  as   Keystone  Mine,   No.   151    of  the 
printed  report. 
E.  H.  SHONK,  Supt.  J.  W.  BRANHAM,  Mine  Boss. 

No.  385.  Empire  Mine. — This  mine  is  located  near  Acme  on  a  branch 
of  the  C.  &  O.  R.  R.,  and  Cabin  Creek;  is  a  drift  opening  operating  the  No. 
2  Gas  Coal  on  the  double  entry  system.  The  ventilation  produced  by  a 
fan   is  fairly   good  on   the   entries,   but   not   properly   distributed   to   the 
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faces.     In  some  sections   of  this  mine  it    is  very   dry  and   dusty,   which 
necessitates  watering  to  allay  the  dust  and  this  is  regularly  done. 

The  roof  in  this  mine  is  fairly  good.  All  powder  is  carried  into  this 
mine  in  cans  of  five  pounds  capacity.  The  employes  burn  the  oil  sold 
them  by  the  operating  company  which  is  of  a  fair  quality.  Rules  are 
posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  "With  the  present  mine  development  and  equipment  and  a  full  force 
of  men.  this  mine  is  capable  of  producing  375  tons  per  day. 

This  mine  was  reported  last  year  as  Empire  Mine,  No.  152  of  the  printed 
report. 
E.  H.  SHONK,  Supt.  W.  H.  SHONK  and 

W.  H.  MORRIS,    Mine  Bosses. 

SHAMROCK  COAL  COMPAXY. 

No.  386.  Shamrock  Mine. — This  mine  is  located  at  Kayford  on  a  branch 
of  the  C.  &  O.  R.  R..  and  Cabin  Creek;  is  a  drift  opening  operating  the 
No.  2  Gas  Coal  on  the  double  entry  system.  The  ventilation  produced 
by  two  fans  and  a  furnace  is  fairly  good.  Some  sections  of  this  mine  are 
dry  and  dusty,  which  necessitates  watering  to  allay  the  dust  and  this  has 
always  been  done.     The  roof  in  this  mine  is  good;  drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on   hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  "With  the  present  mine  development  and  equipment  and  a  full 
force  of  men,  this  mine  is  capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last   year  as   Shamrock  Mine,   No.   153  of  the 
printed  report. 
T.  A.  KAY,  Supt.  JOHN  KAY,  Mine  Boss. 

DRY  BRAXCH  COAL  COMPAXY. 

No.  387.  Dry  Branch  Xo.  1. — This  mine  is  located  on  Cabin  Creek  two 
miles  from  Coalburg  on  a  branch  of  the  C.  &  O.  R.  R.;  is  a  drift  opening 
operating  the  Peerless  Coal  on  the  double  entry  system.  The  ventilation 
produced  by  an  8  ft.  Thayer  fan  is  fairly  good  but  can  be  made  much 
better  by  opening  up  the  air  ways  which  the  management  promised  to 
do  at  once. 

The  roof  in  this  mine  is  good  and  drainage  is  fairly  good.  All  powder 
is  carried  into  this  mine  in  cans  of  five  pounds  capacity.  The  employes 
burn  the  oil  sold  them  by  the  operating  company  which  is  of  a  fair  qual- 
ity. 

Rules  are  posted  and  safety  lamp  and  stretchers  are  kept  on  hand.  A 
second  outlet  is  being  made  to  this  mine  and  will  be  completed  in  a  very 
short  time. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  150  tons  per  day.     This  mine  was 
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reported  last  year  as  Dry  Branch  Mine  No.  1,  No.  154  of  the  printed  re 

port. 

R.  C.  LEWIS,  Supt.  HENRY  YOIERS,  Mine  Boss. 

J.  B.  LEWIS,  Gen.  Mgr. 

No.  388.  Belmont  or  Dry  Branch  Mine  No.  :?. — This  mine  is  located  on 
Cahin  Creek  and  a  branch  of  the  C.  &  0.  R.  R.;  is  a  drift  opening  operat- 
ing the  Lewiston  Seam  on  the  double  entry  system.  The  ventilation  pro- 
duced by  an  8  ft.  Thayer  fan  is  fairly  good.  The  roof  in  this  mine  is  bad 
and  dangerous,  but  timbering  is  well  looked  after  and  all  loose  slate  is 
taken  down. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company  which  is 
•  of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  600  tons  per  day. 

This  mine  was  reported  last  year  as  Dry  Branch  No.  2,  No.  155  of  the 
printed   report. 

R.  C.  LEWIS,  Supt.  R.  M.   ODELL,  Mine  Boss. 

J.  B.  LEWIS,  Gen.  Mgr 

No.  389.  Dry  Branch  Mine  No.  3. — This  mine  is  located  two  miles  from 
Coalburg  on  Cabin  Creek  and  a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift 
mine  operating  the  Coalburg  .Coal  on  the  double  entry  system.  The  ven- 
tilation is  by  natural  causes  and  only  fair. 

The  drainage  is  good  and  roof  is  good.  This  mine  is  worked  in  con- 
nection with  the  No.  2  mine  and  but  very  few  men  are  employed. 

With  the  present  mine  development  and  equipment,  this  mine  is  capable 
of  producing  about  forty  tons  per  day. 

This  mine  was  reported  last  year  as  Dry  Branch  No.  3,  No.  15G  of  the 
printed  report. 

R.  C.  LEWIS,  Supt.  R.  M.  ODELL,  Mine  Boss. 

J.  B.  LEWIS,  Gen.  Mgr. 

BELLECLARE  COAL  COMPANY. 

No.  390.  Belleclare  Mine. — This  mine  is  located  at  Decota  on  a  branch 
of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  No.  2  Gas  Coal  on  the  double  entry  system.  The  ventilation  produced 
by  a  10  ft.  Crawford  and  McCrimmon  fan  is  fairly  good  on  the  entries, 
but  owing  to  crosscuts  not  being  made  at  proper  distances  it  is  not  prop- 
erly distributed  to  the  faces. 

This  mine  is  dry  throughout,  which  necessitates  watering  to  allay  the 
dust,  and  it  is  regularly  done. 

The  roof  is  good.  All  powder  is  carried  into  this  mine  in  cans  of  five 
pounds  capacity.  The  employes  burn  the  oil  sold  them  by  the  operating 
company,  which  is  of  a  fair  quality.  Rules  are  posted  and  stretchers 
and  safety  lamp  are  kept  on  hand. 
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The   second    opening   to   this   mine  meets   all   the   requirements   of 
law.     With  ili"  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing   150  ions  per  day. 

This   mine   was   reported   last    year  as  Belleclare  Mine,  No.   157  of  the 
printed    report. 
p.   C.    PRICHARD,  Supt.  JOE    FILKINS,   Mine  Boss. 

No.  391.  Ruby  Mine. — This  mine  is  located  at  Decota  on  a  branch  of 
th(  C  &  O.  R.  R..  and  Cabin  Creek;  is  a  drift  opening  operating  the 
Coalburg  Coal  on  the  double  entry  system.  The  ventilation  produced 
atural  causes  is  fairly  good  for  the  number  of  men  working  inside 
this  mine.  The  roof  is  fairly  good  and  timbering  is  well  looked  after. 
Drainage  is  good. 

All  powder  is  carried  into  this  mine  in  can.,  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  qualify. 

Rules  are  posted  and  safety  lamp  is  kept  on  hand.  This  mine  has  been 
idle  for  the  past  four  months  but  will  resume  operations  in  a  very  short 

time. 

With   the  present   mine  development  and  equipment  and   full   force  of 
men    this  mine  is  capable  of  producing  200  tons  per  day.     This  mine  was 
reported  last  year  as  Ruby  Mine,  No.  15S  of  the  printed  report. 
F.  C.  PRICHARD.  Supt.  JOE  FILKINS.  Mine  Boss. 

No  392.  Decota  Mine— This  mine  is  located  at  Decota  on  a  branch  of 
the  C.  &  O.  R.  R-.  and  on  Cabin  Creek;  is  a  drift  opening  operating  the 
No.   1  Gas  or  Eagle  Coal. 

This  mine  has  been  idle  all  the  year  and  no  inspections  were  made. 

It  could  not  be  learned  when  work  would  be  resumed.     Was  reported 
last  year  as  Decota  Mine,  No.  159  of  the  printed  report. 
F.  C.  PRICHARD,  Supt. 

CARDIFF   COAL    COMPANY. 

No.  393.  Oakley  Mine— This  mine  is  located  near  Fairfield  on  a  branch 
of  the  C.  &  O.  R.  R.  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  Lewiston  Coal  on  the  double  entry  system.  The  ventilation  produced 
by   an  8   ft.   Thayer  fan  is  good  when  the  doors  and  brattices   are  kept 

in   good   repair. 

Roof  is  good.  Drainage  is  good.  All  powder  is  carried  into  this  mine 
in  cans  of  five  pounds  capacity.  The  employes  use  the  oil  sold  them 
by   the  operating  company  which   did   no  t  th<     requirements  of  the 

law.     Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

With   the  present  mine  development  and   equipment   and   full   force   of 
men    this  mine   is   capable   of  producing  300   tons   per   day.     This   mine 
was  reported  last  year  as  Oakley  Mine.  No.  160  of  the  printed  report. 
J.  SIMMONDS  and  J-  SIMMONDS,  Mine  Boss. 

J.  W.  STRAUGHAN,  Supts. 

No  394  Climax  Mine.— This  mine  is  located  about  two  miles  west  of 
Decota  on  a  branch  of  the  C.  &  O.  R.  R,.  and  on  Cabin  Creek;  is  a  drift 
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opening  operating  the  No.  2  Gas  Coal  on  the  double  entry  system.  The 
ventilation  produced  by  a  7  ft.  Thayer  fan  is  good  on  the  entries  but  not 
well  distributed  to  the  faces  on  the  west  side  of  the  mine. 

The  roof  in  this  mine  is  only  fair  but  timbering  is  well  looked  after. 
Owing  to  the  local  clips  in  this  mine  drainage  is  poor.  All  powder  is  car- 
ried into  this  mine  in  cans  of  five  pounds  capacity.  The  employes  burn 
the  oil  sold  them  by  the  operating  company,  which  has  always  been  found 
to  be  of  a  fair  quality.  Rules  are  not  posted,  neither  are  stretchers  or 
safety  lamp  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force  of" 
men,  this  mine  is  capable  of  producing  275  tons  per  day. 

This  mine  was  reported  last  year  as  Climax  Mine,  No.  161  of  the  prints 
ed  report. 
J.  W.  STRAUGHAN,  Supt.  J.  W.  POWERS,  Mine  Boss. 

No.  395.  Horton  No.  1  Mine. — This  mine  is  located  about  four  miles 
from  Coalburg  on  a  branch  of  the  C.  &  0.  R  .R.  and  on  Cabin  Creek;  is 
a  drift  opening  operating  the  Coalburg  Coal  on  the  double  entry  system. 

This  mine  was  ventilated  by  a  temporary  furnace  and  at  noon  of  Dec. 
4,  1905,  the  furnace  set  fire  to  some  timbers  which  resulted  in  the  death 
of  six  men  and  one  boy. 

This  mine  employed  at  the  time  of  the  accident  about  12  men  and  had 
only  one  outlet  except  the  air  way  or  furnace  drift  and  in  trying  to  ex- 
tinguish the  fire  some  one  of  the  workmen  left  a  door  open  between  the 
two  entries,  and  as  there  was  a  very  high  wind  it  drove  the  smoke  into 
the  mine  on  these  men  who  had  no  way  of  escape. 

The  coal   caught  fire  and  the  company  tried   in  vain  to  stop   its   ad- 
vances into  the  mine,  but  finally  surrendered  by  building  a  rock  wall  in 
each  entrance  and  left  the  fire  to  smoulder  out.     Reported  last  year  as 
Horton  No.  1  Mine,  No.  162  of  the  printed  report. 
J.  EMBODEN  and  THOS.  MUNLEY,   Supts. 

No.  396.  Horton  Mine  No.  2. — This  mine  is  located  about  four  and  a 
half  miles  from  Coalburg  on  a  branch  of  the  C.  &  O.  R.  R.  and  on  Cabin 
Creek;  is  a  drift  opening  operating  the  Coalburg  Coal  on  the  double  system. 
The  ventilation  produced  by  an  8  ft.  Thayer  fan  is  good.  The  roof  is  good. 
Drainage  is  only  fair. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
after  being  tested  by  the  Chief  Inspector,  it  was  found  that  it  did  not  meet 
the  requirements  of  the  law,  and  the  use  of  it  for  illuminating  purposes 
was  ordered  to  be  stopped. 

Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 
With  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  250  tons  per  day. 

This  mine  was  reported  last  year  as  Horton  Mine  No.  2,  No.  163  of  the 
printed  report. 
J.  EMBODEN  and  THOS.  MUNLEY,  Sups.     THOS.  MUNLEY,  Mine  Boss. 
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PERSINGER  COAL  COMPANY. 

Xo.  397.  Wilton  or  Persinger  Mine. — This  mine  is  located  near  Fair- 
field on  a  branch  of  the  C.  &  O.  R.  R.  and  on  Cabin  Creek;  is  a  drift 
opening  operating  the  Cedar  Grove  Coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  furnace  is  only  fair,  but  it  is  the  intention 
to  install  a  small  fan  in  the  near  future. 

Owing  to  the  dip  of  the  mine,  drainage  is  only  fair.  The  roof  in  this 
mine  is  good.  All  powder  is  carried  into  this  mine  in  cans  of  five  pounds 
capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality.  Rules  are  not  posted.  The  second  opening  will  be 
made  just  as  soon  as  possible. 

This  is  practically  a  new  mine,  began  shipping  coal  March  20,  190flr 
and  with  the  present  mine  development  and  equipment  and  full  force 
of  men,  this  mine  is  capable  of  producing  125  tons  per  day. 

This  mine  was   reported   last  year  as  Persinger  Mine,   No.   164  of  the 
printed   report. 
J.  T.  McALISTER,  Supt.  W.  A.  McALISTER,  Mine  Boss. 

HOLLY  COAL   COMPANY. 

Xo.  398.  Holly  Mine. — This  mine  is  located  near  Leewood  on  a  branch 
of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  Xo.  2  Gas  Coal  on  the  double  entry  system.  The  ventilation,  pro- 
duced by  two  temporary  furnaces,  was  only  fair  and  the  company  was 
asked  to  install  a  fan  which  they  are  now  doing. 

The  roof  in  this  mine  is  fairly  good  and  timbering  is  well  looked' after. 
All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
Drainage  only  fair. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on  hand.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law. 

With  the  present  mine  development  and  equipment  and  a  full   force 
of  men,  this  mine  is  capable  of  producing  500  tons  per  day.     This  mine 
was  reported  last  year  as  Holly  Mine,  No.  165  of  the  printed  report. 
A.  P.   SHERER,   Supt.  H.  L.  FISHER,  Mine  Boss. 

IRA.  F.  DAVIS,  Gen.  Mgr. 

QUARRIER    COAL    COMPANY. 

Xo.  399.  Quarrier  Mine.  —  This  mine  is  located  about  three  miles 
west  of  Decota  on  a  branch  of  the  C.  &  O.  R.  R...  and  on  Cabin  Creek; 
is  a  drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry 
system.  The  ventilation,  produced  by  a  7  ft.  Thayer  fan  has  always  been 
found  good  on  the  entries,  but  not  well  distributed  to  the  faces,  owing  to 
the  fact  that  break-throughs  are  not  regularly  made. 

The  roof  in  some  parts  of  this  mine  is  bad  but  timbering  is  well  looked 
after  and  all  loose  slate  is  promptly  taken  down.  All  powder  is  taken  into 
this  mine  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
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is  of  a  fair  quality.  Drainage  is  good.  Rules  are  posted  and  safety  lamp 
and  stretchers  are  kept  on  hand.  The  second  opening  to  this  mine  meets 
all   the  requirements  of  the  law. 

With   the  present   mine   development  and   equipment   and   a  full   force 
of  men  this  mine  is  capable  of  producing  450  tons  per  day.     This  mine 
was  reported  last  year  as  Quarrier  Mine,  No.  1GG  of  the  printed  report. 
A.  P.   SHERER,   Supt. 
IRA  F.  DAVIS,  Gen.  Mgr.  J.'  F.  TOTTEN;  Mine  Boss. 

RED    WARRIOR    COAL    COMPANY. 

No.  400.  Red  Warrior  Mine.  —  This  mine  is  located  near  Leewood  on  a 
branch  of  the  C.  &  O.  R.  R.,  and  Cabin  Creek;  is  a  drift  opening  operat- 
ing the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation  pro- 
duced by  a  7  ft,  Thayer  fan,  is  good.  All  powder  is  carried  into  the  mine 
in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp 
are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  425  tons  per  day. 

This  mine   was   reported   last  year  as  Red   Warrior  Mine,   No.    167   of 
the  printed  report. 
C.  H.  MEAD,  Supt.  OWEN  MEADOWS,  Mine  Boss. 

CHEROKEE    COAL    COMPANY. 

No.  401.  Cherokee  Mine.  —  This  mine  is  located  at  Leewood  on  a  branch 
of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  No.  2  Gas  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  an  S  ft.  Thayer  fan.  has  always  been  found 
fairly  good. 

The  roof  in  this  mine  is  good  and  timbering  is  well  looked  after.  All 
powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  The  second  opening  to  this  mine  meets  all  the  re- 
quirements of  the  law.  Rules  are  posted  and  stretchers  and  safety  lamp 
are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  500  tons  per  day. 

This  mine  was   reported   last  year   as   Cherokee   Mine,   No.    168   of  the 
printed   report. 
JNO.  C.  GILMOUR,  Supt.  W.  T.  GOSNEY,  Mine  Boss. 

WAKE    FOREST   MINING    COMPANY. 

No.  402.  Wake  Forest  Mine.  —  This  mine  is  located  about  two  miles 
west  of  Decota,  on  a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a 
drift  opening  operating  the  No.  2  gas  coal  on  the  double  entry  system. 
The  ventilation,  produced  by  a  7-foot  Thayer  fan,  is  only  fair,  owing  to  the 
neglect  of  doors  and  brattices. 
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The  roof  in  some  parts  of  this  mine  is  bad  and  dangerous  and  posting 
is  not  well  looked  after.  All  powder  is  carried  into  this  mine  in  cans  of 
five  pounds  capacity.  The  employes  burn  the  oil  sold  them  by  the  oper- 
ating company  which  is  of  a  fair  quality.  Rules  are  posted  and  stretch- 
ers and  safety  lamp  are  kept  on  hand. 

It  has  been  with  much  insistence  on  the  part  of  the  Inspector  that 
the  operator  complied  with  the  official  instructions  given  during  the  past 
year.  With  the  present  mine  development  and  equipment,  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Wake  Forest  Mine,  No.  169  of  the 
printed  report. 

T.  A.  BARTLAM  and.  JESSIE  GARDNER,  Mine  Boss. 

J.  C.  GRYMES,  Supt. 

THE    HOLLY    &     STEPHENSON    COAL    &     COKE    COMPANY. 

No.  403.  Holly  &  Stephenson  No.  2  Mine.  —  This  mine  is  located  about 
eleven  miles  from  Coalburg,  on  a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin 
Creek;  is  a  drift  opening  operating  the  No.  2  gas  coal  on  the  double  entry 
system.  The  ventilation,  produced  by  a  furnace,  was  not  satisfactory, 
and  a  fan  is  now  being  installed. 

Drainage  is  only  fair.  Roof  is  good.  All  powder  is  carried  into  this 
mine  in  cans  of  five  pounds  capacity.  The  employes  use  the  oil  sold  them 
by  the  operating  company,  which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  will  be  made  as  soon  as  practicable. 
This  is  a  new  mine;  began  shipping  coal  about  February  1,  1906,  and 
with  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  150  tons  per  day.  Rules  are  not  ppsted. 
Stretchers  and  safety  lamp  are  kept  on  hand.  Not  listed  last  year. 
F.  H.  McCLUNG,  Supt.  CHAS.  F.   SHOWEN  and 

WM.  SHAMBLIN,  Mine  Bosses. 

No.  404.  Holly  &  Stephenson  No.  o  Mine.  —  This  mine  is  located  about 
eleven  miles  from  Coalburg  on  a  branch  of  the  C.  &  O.  R.  R.  and  on  Cabin 
Creek;  is  a  drift  opening  operating  the  Lewiston  coal  on  the  double 
entry  system.  The  ventilation,  produced  by  a  temporary  furnace  is  fairly 
good.  The  roof  in  this  mine  is  fairly  good  and  timbering  is  well  looked 
after.     Drainage  in  some  parts  of  the  mine  is  bad. 

All  powder  is  carried  into  this  mine  in  cans  of  five-pounds'  capacity. 
The  employes  use  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  is  being  made  to  this  mine. 

This  is  a  new  mine,  began  shipping  coal  about  March  1st.,  1906,  and 
with  the  present  mine  development  and  equipment  and  full  force  of  men 
is  capable  of  producing  100  tons  per  day. 

Rules  are  not  posted.     Stretchers  and  safety  lamp  are  kept  on  hand. 

Not  listed  last  year. 
F.  H.  McCLUNG,  Supt.  WM.  HARDY,  Mine  Boss. 

No.  405.  Holly  &  Stephenson  No.  1  Mine.  —  This  mine  is  located  about 
eleven  miles  from  Coalburg  on  a  branch  of  the  C.  &  O.  R.  R.  and  on  Cabin 
Creek;  is  a  drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry 
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system.     The  ventilation,   produced   by  a  temporary  furnace   is  sufficient 
for  the  small  number  of  men  working  inside  the  mine. 

The  roof  in  this  mine  is  good  and  timbering  is  well  looked  after. 
Drainage  is  good.  The  employes  burn  the  oil  sold  them  by  the  operating 
company,  which  is  of  a  fair  quality. 

This  is  a  new  mine,  began  shipping  coal  about  the  first  of  May,  1906, 
and  with  the  present  mine  development  and  equipment  is  capable  of  pro- 
ducing 60  tons  per  day. 

Rules  are  not  posted.     Stretchers  and  safety  lamp  are  kept  on  hand. 

Not  listed  last  year. 
F.  H.  McCLUNG,  Supt.  CHARLES  PARCELL,  Mine  Boss. 

No.  406.  Coalburg  Mine.  —  This  mine  is  worked  in  connection  with 
the  No.  5  mine  and  the  product  is  handled  over  the  same  tipple.  It  op- 
erates the  Coalburg  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  temporary  furnace  is  sufficient  for  the 
small  number  of  men  employed. 

The  roof  is  good.     Drainage  good. 

This  is  a  new  mine  and  only  employs  some  four  or  five  miners,  began 
shipping  coal  about  March  1,  1906,     Not  listed  last  year. 
F.    H.    McCLUNG,    Supt.  WM.    HARDY,    Mine    Boss. 

M.   T.  DAVIS   COAL   COMPANY. 

No.  407.  Davis  Mine.  —  This  mine  is  located  8  miles  from  Coalburg 
on  a  branch  of  the  C.  &  O.  R.  R.  and  on  Cabin  Creek;  is  a  drift  opening 
operating  the  Lewiston  coal  on  the  double  entry  system.  The  ventilation, 
produced  by  a  temporary  furnace  is  bad  and  the  company  has  been  asked 
by  the  inspector  to  install  a  fan  and  the  order  is  placed  and  just  as  soon 
as  it  arrives,   it  will  be  installed. 

The  roof  in  this  mine  is  good.  Drainage  is  fairly  good.  All  powder 
is  carried  into  this  mine  in  cans  of  five  pounds'  capacity.  Rules  are 
posted;  stretchers  and  safety  lamp  are  kept  on  hand. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  The  second  opening  to  this  mine  meets  all  the  re- 
quirements of  the  law. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Davis  Mine,  No.  172  of  the  printed 
report. 

M.  W.  MURPHY,  Supt. 
IRA   F.   DAVIS,   Gen.   Mgr.  ROBERT   THOMPSON,   Mine  Boss. 

CALEDONIAN  COAL  d  COKE  COMPANY. 

No.  408.  Caledonia  Mine.  —  This  mine  is  located  near  Leewood  on 
a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventila- 
tion, produced  by  three  temporary  furnaces  is  fairly  good  for  the  small 
number  of  men  employed.  Roof  and  drainage  fairly  good.  All  powder  i& 
carried   into   this   mine   in   cans   of   five-pounds'    capacity. 
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The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on   hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  250  tons  per  day. 

This  mine  was   reported  last  year   as  Caledonia  Mine,   No.    17*3  of  the 
printed  report. 
W.  R.  KAY,  Supt.  J.  C.  EASTHAM,  Mine  Boss. 

THISTLE   COAL  COMPANY. 

No.  409.  Thistle  Mine.  —  This  mine  is  located  at.  Kayford  on  a  branch 
of  the  C.  &  O.  R  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  No.  2  Gas  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  10  ft.   Thayer  fan  is  good. 

Some  sections  of  this  mine  are  dry,  which  necessitates  watering  to 
allay  the  dust,  which  is  regularly  done.  The  drainage  is  good;  roof  good. 
All  powder  is  carried  into  this  mine  in  cans  of  five-pounds'  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality.  The  second  opening  to  this  mine  meets  all  the  re- 
quirements of  the  law.  Rules  are  posted  and  safety  lamp  and  stretchers 
are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  450  tons  per  day. 

This  mine  was  reported  last  year  as  Thistle  Mine,  No.  174  of  the  printed 
report. 
T.  A.   KAY,   Supt.  M.   DARBY,  Mine   Boss. 

LA   MONT  MINING  COMPANY. 

No.  410.  La  Mont  Mines  Nos.  1  and  2.  — ■  These  mines  are  located  on 
Cane  Fork  of  Cabin  Creek  and  a  branch  of  the  C  &  O.  R.  R. ;  are  operat- 
ing the  No.  1  Gas  or  Eagle  coal  on  the  double  entry  system.  The  venti- 
lation produced  by  a  furnace  is  only  fair. 

The  roof  is  good;  drainage  good.  Very  little  work  has  been  done  in 
these  mines  during  the  past  year  and  now  only  a  prospect  entry  is  being 
driven. 

These  mines  were  reported  last  year  as  La  Mont  Mines  Nos.  1  and  2. 
Nos.  175  and  176  of  the  printed  report. 
PAUL  L.  JAMES,  Supt.  LOGAN  LINVILLE,  Mine  Boss. 

No.  411.  La  Mont  Mine  No.  3.- — This  mine  is  located  on  Cane  Fork 
of  Cabin  Creek  and  a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  oper- 
ating the  Lewiston  coal  on  the  double  entry  system. 

The  ventilation  produced  by  three  temporary  furnaces  is  bad  and  the 
superintendent  has  been  asked  to  install  a  more  perfect  system.  The  roof 
is  fairly  good  and  timbering  is  well  looked  after.  Owing  to  the  local  dips 
in  the  mine  the  drainage  is  only  fair. 

All  powder  is  carried  into  the  mine  in  cans  of  five-pounds'  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is  of 
a  fair  quality. 
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Rules  are  not  posted.  Safety  lamp  and  stretchers  are  kept  on  hand. 
The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men  this  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  La  Mont  Mine  No.  3,  No.  177  of 
the  printed   report. 
PAUL  L.  JAMES,  Supt.  LOGAN  LINVILLB,  Mine  Boss. 

CARBON   COAL    COMPANY. 

No.  412.  South  Carbon  Mine.  —  This  mine  is  located  near  Decota,  on 
a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation, 
produced  by  three  7  ft.  Stine  fans  is  good.  The  roof  is  good.  This  mine 
is  dry  throughout,  which  necessitates  watering  to  allay  the  dust,  and  it 
has  always  been  found  that  it  was  regularly  done. 

All  powder  is  carried  into  this  mine  in  cans  of  five-pounds'  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  and  stretchers,  blankets,  safety  lamp,  and  for  cases  of 
emergency  stimulants,  bandages,  &c,  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  1000  tons  per  day. 

This  mine  was  reported  last  year  as  South  Carbon  Mine.     No.   178  of 
the  printed  report. 
K.  D.  QUARRIER,   Supt. 
C.   A.  CABELL,   Gen.  Mgr.  LEE  JENKINS,   Mine   Boss. 

No.  413.  North  Carbon  Mine.  —  This  mine  is  located  about  one  mile 
west  of  Decota  on  a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation,  produced  by  a  fan  is  good.  The  roof  is  fairly  good  and 
timbering  is  well  looked  after. 

This  mine  is  dry  throughout  and  it  necessitates  watering  to  allay  the 
dust,  which  is  regularly  done.  All  powder  is  carried  into  this  mine  in 
cans  of  five-pounds'  capacity.  The  employes  burn  the  oil  sold  them  by 
the  operating  company  which  has  always  been  found  to  be  of  a  fair  qual- 
ity. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law, 
With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  350  tons  per  day. 

This  mine    was  reported  last  year  as  North  Carbon  Mine,  No.  179  of  the 
printed  report. 
K.  D.   QUARRIER,   Supt. 
C.   A.   CABELL,   Gen.   Mgr.  J.   T.   BALDWIN,   Mine   Boss. 

No.  414.  Carbon  Mine  No.  •>.  —  This  mine  is  located  near  Decota  on  a 
branch  of  the  C.  &  O.  R.  R.,  and  Cabin  Creek;  is  a  drift  opening  operating 
the  Coalburg  coal  on  the  double  entry  system.     The  ventilation,  produced 
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by  a   S  ft.  Thayer  fan   is  good,  except   in  the  eastern   part,   where  proper 
break  throughs  should  be  made  and  doors  and  brattices  erected. 

Owing  to  the  local  dips  .the  drainage  is  only  fair.  The  roof  is  good. 
All  powder  is  carried  into  this  mine  in  cans  of  five  pounds'  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on 
hand. 

This  is  practically  a  new  mine,  began  shipping  coal  about  Feby.  1st, 
1906,   and    is  now  capable  of   producing  200   tons   per   day. 

Not  listed  last  year. 
K.    D.    QUARRIER,    Supt. 
C.  A.  CABELL,  Gen.  Mgr.  LEE  JENKINS,  Mine  Boss. 

REPUBLIC   COAL   COMPANY. 

No.  415.  Republic  Mine  No.  1.  —  This  mine  is  located  two  miles  east 
of  Decota  on  a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  CreeK,  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation,  produced  by  a  7  ft.  Stine  fan,  has  always  been  found  good. 
In  some  parts  of  the  mine  the  roof  is  bad  but  timbering  is  well  looked 
after  and  all   loose  slate   is  promptly  taken  down. 

The  mine  is  practically  dry  and  in  some  parts  necessitates  watering 
to  allay  the  dust,  which  is  regularly  done.  All  powder  is  carried  into  this 
mine  in  cans  of  five  pounds'  capacity.  The  employes  use  the  oil  sold 
them  by  the  operating  company,  which  is  of  a  fair   quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on 
hand? 

With  the  present   mine  development  and  equipment  and   full   force  of 
men,  this  mine  is  capable  of  producing  525  tons  per  day.     This  mine  was 
reported  last  year  as  Republic  Mine  No.  1,  No.  180  of  the  printed  report. 
FRANK  HOMAN,  Sttpt. 
C.  A.  CABELL,  Gen.   Mgr.  WM.  NICHOLSON,  Mine  Boss. 

No.  416.  Republic  Mine  No.  2. — -This  mine  is  located  about  two  miles 
east  of  Decota  on  a  branch  of  the  C.  O.  R.  R...  and  on  Cabin  Creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation,  produced  by  a  fan  has  always  been  found  good  on  the 
main  entries,  but  not  well  distributed  to  the  faces,  owing  to  the  bad  con- 
dition of  doors  and  brattices. 

The  roof  in  this  mine-  is  good.  This  mine  is  dry  throughout,  which 
necessitates  watering  to  allay  the  dust  which  is  regularly  done.  All  pow- 
der is  carried  into  this  mine  in  cans  of  five  pounds'  capacity.  The  em- 
ployes burn  the  oil  sold  them  by  the  operating  company,  which  is  of  a 
fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.     Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men,   this   mine   is   capable  of   producing   375   tons   per   day.     This   mine 
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was  reported  last  year  as  Republic  Mine  No.  2,   No.   181  of  the  printed 

report. 

FRANK   HOMAN,    Supt. 

C.  A.  CABELL,  Gen.  Mgr.  WM.  NICHOLSON,  Mine  Boss 

No.  417.  Republic  Mine  No.  3.  —  This  mine  is  located  about  three 
miles  east  of  Decota  on  a  branch  of  the  C.  &  O.  R.  R.  and  on  Cabin  Creek; 
is  a  drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  sys- 
tem.    This  is  a  new  mine  and  just  about  ready  to  ship  coal. 

This  mine  is  equipped  with  the  Wagner  Palmros  car  retarder  and  all 
cars  will  be  handled  on  the  incline,  which  is  about  300  ft.  long,  with  this 
system  and  it  is  generally  supposed  that  it  is  quite  an  improvement  over 
the  rope. 

A  fan  will  be  installed  to  .ventilate  the  mine  just  as  soon  as  practicable. 

The  roof  is  good.     This  mine  is  dry  throughout.     Not  listed  last  year. 
PRANK   HOMAN,    Supt. 
C.  A.  CABELL,  Gen.  Mgr.  W.   D.  LEWIS,  Mine  Boss. 

WEST   VIRGINIA    COLLIERY   COMPANY. 

No.  418.  West  Virginia  Mine  No.  1. — This  mine  is  located  near  De- 
cota on.  a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  open- 
ing operating  the  No.  2  Gas  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  ten  ft.  Thayer  fan  is  fairly  good  on  the 
entries,  but  owing  to  the  poorly  constructed  doors  and  brattices  and  not 
regularly  cutting  crosscuts,  it  is  not  properly  distributed  to  the  faces. 
The  roof  is  good.     Drainage  is  fairly  good. 

The  coal  in  this  mine  is  shot  at  night  by  a  regular  shooting  crew,  who 
take  from  four  to  five  25-pound  kegs  of  powder  into  the  mine  at  one  time. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  The  second  opening  to  this  mine  meets  all  the  re- 
quirements of  the  law.  Rules  are  posted  and  stretchers  and  safety  lamp 
are  kept  on  hand. 

All  coal  in  this  mine  is  cut  during  the  night  by  electric  machines,  and 
it  has  been  the  practice  not  to  run  the  fan  during  the  day,  but  that  prac- 
tice is  discontinued  by  an  order  from  the  General  Manager.  He  has  also 
been  officially  notified  to  stop  the  practice  of  taking  powder  into  the  mine 
except  in  cans  of  five  pounds  capacity,  also  to  repair  the  doors  and  stop- 
pings and  make  cross  cuts  every  100  ft.  as  the  work  advances. 

With  the  present  mine  development  and  equipment,  this  mine  is  capable 
of  producing  800  tons  per  day. 

This  mine  was     reported  last  year  as  West  Virginia  Mine  No.   1,  No. 
182  of  the  printed  report. 
JOHN  HOLMES,   Supt. 
C.  A.  CABELL,  Gen.  Mgr.  GEO.  BUCKLEY,  Mine  Boss. 

No.  419.  Mine  No.  2.  —  This  mine  is  located  near  Decota  on  a  branch 
of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  No.   2  Gas  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  natural  causes  is  poor,  but  a  fan  is  on 
the  ground  and  will  be  installed  as  soon  as  some  changes  can  be  made. 
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The  roof  in  some  parts  of  the  mine  is  very  bad  and  dangerous,  but 
timbering  is  fairly  well  looked  after  and  all  loose  slate  taken  down.  Drain- 
age is  fairly  good. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine    meets  all  the  requirements  of  the  law. 

With  the  present  mine  development  and  equipment,  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  550  tons  per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  183  of  the  printed 
report. 

JOHN  HOLMES,   Supt. 
C.  A.   CABELL,   Gen.  Mgr.  D.   F.   WORKMAN,   Mine  Boss. 

No.  420.  Mines  Nos.  3  and  '/. — These  mines  are  located  near  Decota 
on  a  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  are  new  mines  and 
will  operate  the  No.  2  Gas  and  Coalburg  coals. 

The  side  tracks  and  inclines  are  being  graded  and  it  is  expected  that 
they  will  be  in  operation  in  the  next  ninety  days.     Not  listed  last  year. 
JOHN  HOLMES,  Supt. 
C.  A.  CABELL,  Gen.  Mgr.  C.  L.  PETTY,  Mine  Boss. 

RACCOON  FORK   COAL   COMPANY. 

No.  421.  Raccoon  Mine.  —  This  mine  is  located  at  Kay  ford  on  a  branch 
of  the  C.  &  O.  R.  R.,  and  on  Cabin  Creek;  is  a  drift  opening  operating 
the  No.  2  Gas  coal  on.  the  double  entry  system.  This  mine  consists  of 
three  drifts,  and  the  ventilation,  produced  by  10  ft.  and  6  ft.  Thayer  fans 
is  good. 

Some  parts  of  this  mine  are  dry  and  dusty,  which  necessitates  water- 
ing to  allay  the  dust,  which  is  regularly  done.  The  roof  is  good;  drain- 
are  good.  All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  ca- 
pacity. The  employes  burn  the  oil  sold  them  by  the  operating  com- 
pany which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  500  tons  per  day. 

This   mine   was   reported   last  year   as  Raccoon   Mine,   No.    184   of  the 
printed  report. 
T.  A.  KAY,  Supt.  J.   W.   RHODES,   Mine   Boss. 

UNITED   COLLIERY  COMPANY. 

No.  422.  United  Gas  Mine.— This  mine  is  located  near  Decota  on  a 
branch  of  the  C.  &  O.  R.  R.  and  on  Cabin  Creek;  is  a  drift  opening  operat- 
ing the  No.   2  Gas  Coal  on   the  double  entry  system. 

The  ventilation,  produced  by  a  7  ft.  Thayer  fan  is  poor,  owing  to  the 
bad  condition  of  doors  and  stoppings. 

The  roof  in  this  mine  is  very  bad  and  dangerous,  but  timbering  is  fairly 
well  looked  after  and  all  loose  slate  is  promptly  taken  down.  Drainae* 
is  good. 
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All  powder  is  carried  into  this  mine  in  cans  of  five  pounds'  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  Rules  are  not  posted.  Stretchers  and  safety  lamp  are  kept  on 
hand. 

With  the  present  mine  development  and  equipment  and  full  force  of  men 
this  mine  is  capable  of  producing  500  tons  per  day.     This  mine  was  re- 
ported last  year  as  United  Gas  Mine,  No.  185  of  the  printed  report. 
A.   D.  ETHERLY,  Supt. 
W.  W.  PUCKETT,  Gen.  Mgr.  DON  HOLMES,  Mine  Boss. 

UNITED   COLLIERY  COMPANY. 

No.  423.  United  Splint  Mine.  —  This  mine  is  located  near  Decota  on  a 
branch  of  the  C.  &  O.  R.  R.,  on  Cabin  Creek;  is  a  new  mine  and  will  oper- 
ate the  Coalburg  coal,  which  is  about  six  and  a  half  ft.  thick. 

The  tipple  is  about  complete  and  it  is  expected  that  this  mine  will  be 
in  operation  in  the  next  ninety  days. 

Not  reported  last  year. 
E.  T.  ETHERLY,  Supt. 
W.  M.  PUCKETT,  Gen.  Mgr.  J.  A.  BRAGG,  Mine  Boss. 

CABIN  CREEK  MINING  COMPANY. 

No.  424.  Kayford  Mines  Nos.  1  and  2.  —  These  mines  are  located  at 
Kayford  on  a  branch  of  the  C.  &  O.  R.  R.  and  on  Cabin  Creek;  and  consist 
of  drift  and  slope  openings  operating  the  No.  2  Gas  coal  on  the  triple  and 
dougle  entry  systems.  The  ventilation,  produced  by  a  10  ft.  Thayer  fan  is 
not  satisfactory,  owing  to  the  number  of  splits  in  the  volume  of  air  caused 
by  the  use  of  the  over  cast  system.  A  second  fan  has  been  on  the  ground 
some  time  and  will  be  installed  as  soon  as  changes  can  be  made. 

Some  parts  of  these  mines  are  dry  and  dusty  and  necessitate  watering, 
which  is  regularly  done.  The  roof  is  good;  drainage  good.  All  powder  is 
carried  into  the  mines  in  cans  of  five  pounds  capacity.  The  employes  use 
the  oil  sold  them  by  the  operating  company  which  is  of  a  fair  quality. 

The  second  openings  to  these  mines  meets  all  the  requirements  of  the 
law.     Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  800  tons  per  day. 

These  mines  were  reported  last  year  as  Kayford  mines  Nos.  1  and  2, 
Nos.  186  and  187  of  the  printed  report. 
T.  A.  KAY,   Supt.  GEORGE  EASTHAM,   Mine  Boss. 

No.  425.  Royal  Splint  Mine.  —  This  mine  is  located  at  Kayford  on  a 
branch  of  the  C.  &  O.  R.  R.  and  on  Cabin  Creek;  is  a  drift  opening  oper- 
ating the  Coalburg  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  two  temporary  furnaces,  is  good.  Roof  is 
good;    drainage  good. 

This  is  a  new  mine  and  the  construction  of  a  steel  tipple  is  about  com- 
plete.    Not  reported  last  year. 
T.  A.  KAY,  Supt. 
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ROBINSON    COAL    COMPANY. 

No.  426.  Klondike  Mine. — This  mine  is  located  at  Coalburg  on  the  C. 
&  O.  R.  R;  is  a  drift  opening  operating  the  Cedar  Grove  coal  on  the 
double  entry  system.  The  ventilation,  produced  by  a  furnace,  is  fairly 
good. 

The  roof  is  good  and  drainage  is  fairly  good/  All  powder  is  carried 
into  this  mine  in  cans  of  five  pound  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality. 

With  the  present  mine  development  and  equipment  this  mine  is  capable 
of  producing  CO  tons  per  day. 

This  mine  was   reported   last  year  as  Klondike   Mine,   No.    188   of  the 
printed  report. 
A.   M.   WOOLDREDGE,   Supt.  TOM   FOSTER,   Mine   Boss. 

No.  427.  Robinson  Mine  Xo.  5.  —  This  mine  is  located  at  Coalburg 
on  the  C.  &  O.  R.  R.,  is  a  drift  opening  operating  the  Coalburg  coal  on 
the  double  entry  system.  The  ventilation,  produced  by  a  furnace,  is  only 
fair,  and  in  some  sections  there  is  quite  a  large  per  cent,  of  Carbonic 
Acid  Gas. 

The  roof  in  this  mine  is  very  bad  and  dangerous,  but  timbering  is 
well  looked   after  and  all  loose  slate  is  promptly   taken  down. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality.  Rules  are  posted  and  safety  lamp  and  stretchers 
are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  This  mine  generates  a  large  quantity  of  water  and  makes  it  a 
difficult  matter  to  properly  drain  it. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  275  tons  per  day.     This  mine  was 
formerly   reported   as  Robinson  Mine  No.   5,   No.   189    of  the   printed   re- 
port. 
A.  M.   WOOLDREDGE,   Supt.  JOHN   JOHNSON,   Mine  Boss. 

No.  428.  Lewiston  or  Blue  Hole  Mine.— This  mine  is  practically  a  new 
mine,  began  shipping  coal  about  January,  190G,  and  is  worked  in  connection 
with  the  No.  5  mine  and  product  handled  over  the  same  tipple;  is  a  drift 
opening  operating  the  Lewiston  coal  on  the  double  entry  system.  Drainage 
is  only  fair. 

The  roof  is  good.  All  powder  is  carried  into  this  mine  in  cans  of  five 
pounds  capacity.  The  employes  burn  the  oil  sold  them  by  the  operating 
company  which  is  of  a  fair  quality.  The  second  opening  to  this  mine 
will  be  made  as  soon  as  possible. 

The  ventilation,  produced  by  a  small  furnace  is  satisfactory  to  the 
small  number  of  men  employed  in  the  mine. 

With  the  present  mine  development  and  equipment  this  mine  is  capa- 
ble of  producing  about  GO  tons  per  day.     Not  reported  last  year. 
A.  M.  WOOLDREDGE,  Supt.  JOHN  JOHNSON,  Mine  Boss. 
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BELMONT  COAL  COMPANY. 

No.  429.  Leiviston  Mine.  —  This  mine  is  operated  in  connection  with 
the  New  Coalburg  and  the  work  consists  of  a  very  few  men  drawing  pil- 
lars; is  a  drift  opening  operating  the  Lewiston  coal  on  the  double  entry 
system. 

The  ventilation,  produced  by  an  8  ft.  Thayer  tan,  is  only  fair  owing  to 
the  mine  being  almost  worked  out. 

The  roof  is  fairly  good  and  sufficient  timber  is  furnished  the  miners. 
Drainage  on  the  entries  is  poor,  but  at  the  faces  is  fairly  good.  All 
powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the.  operating  company,  which 
is  fairly  good. 

This  mine   was  reported  last  year  as   Lewiston  Mine,   No.   193   of  the 
printed  report. 
J.  R.  MORRISON,  Supt. 

W.  F.  HARVEY  and  S.  E.  HARLESS,  Mine  Bosses. 

No.  430.  Belmont  Mine  No.  3.  —  This  mine  is  located  at  Crown  Hill 
on  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  Coalburg  cwai  on  the 
double  entry  system.  The  ventilation  is  by  natural  causes,  and  in  places 
is  somewhat  deficient. 

The  work  consists  mostly  of  taking  out  entry  stumps  and  pillars.  The 
roof  is  fairly  good  and  a  sufficient  amount  of  timber  is  furnished  the 
men. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law. 

With  the  present  mine  development  and  equipment,  and  full  force  of 
men,  this  mine  is  capable  of  producing  100  tons  per  day.  Rules  are 
posted  and  blankets,  stretchers  and  safety  lamp  are  kept  on  hand. 

This  mine  was  reported  last  year  as  Belmont  No.  3  mine,  No.  194  of  the 
printed  report. 
J.  R.  MORRISON,  Supt. 

W.  F.  HARVEY  and  S.  E.  HARLESS,  Mine  Bosses. 

No.  431.  New  Coalburg  Mine.  —  This  mine  is  located  on  the  head  waters 
of  Dry  Branch,  and  its  product  is  handled  over  a  tipple  at  Crown  Hill 
*on  the  C.  &  O.  R  R. ;  is  a  drift  opening  operating  the  Coalburg  coal  on 
the  double  entry  system. 

The  ventilation,  produced  by  a  7  ft.  Thayer  fan  is  good.  Drainage  in 
this  mine  is  only  fair.  The  roof  is  good.  All  powder  is  carried  into  this 
mine  in  cans  of  five  pounds  capacity.  The  employes  burn  the  oil  sold  them 
by  the  operating  company,  which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.     Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  300  tons  per  day. 
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This  mine  was  reported  last  year  as  Coalburg  Mine.  No.  192  of  the  printed 
report. 
.1.  M.  MORRISON,  Supt. 

W.  F.  HARVEY  and  S.  E.  HARLESS,  Mine  Bosses. 

EQUITABLE   COAL    COMPANY. 

No.  432.  Coalburg  Mine.  —  This  mine  is  located  at  Crown  Hill  on  the 
C.  &  O.  R.  R.;  is  a  drift  opening  operating  the  Coalburg  coal  on  the  double 
entry  system.  The  ventilation,  produced  by  a  7  ft.  Thayer  fan  has  always 
been  found  fairly  good. 

The  roof  in  this  mine  is  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Drainage  is  fairly  good.  The  second  opening  to  this 
mine  meets  all  the  requirements  of  the  law. 

Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

Some  parts  of  this  mine  are  dry  and  dusty  and  necessitate  watering  to 
allay  the  dust,  which  is  properly  done. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Coalburg  Mine,  No.   195   of  the 
printed  report. 
G.  W.  BROWNE,  Supt.  E.  L.  BREWER,  Mine  Boss. 

SOUTHWESTERN   SPLINT   FUEL   COMPANY. 

No,  433.  Lewiston  (Black  Cat)  Mine.  —  This  mine  is  located  near 
Crown  Hill  on  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  Lewis- 
ton  coal  on  the  double  entry  system.  The  ventilation,  produced  by  a  6 
ft.  Thayer  fan  is  very  bad  in  some  parts  of  the  mine.  A  new  opening  has 
been  made  and  it  is  the  intention  to  move  the  fan  just  as  soon  as  some 
connections  are  made  on  the  inside. 

The  roof  is  fairly  good;  drainage  is  fair.  All  powder  is  carried  into  this 
mine  in  cans  of  five  pounds  capacity.  The  employes  use  the  oil  sold  them 
by  the  operating  company  which  did  not  meet  the  requirements  of  the 
law  but  after  being  tested  and  condemned  by  the  Chief  Inspector,  a  ship- 
ment was  purchased  which  is  of  a  much  superior  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  It  has  been  with  much  insistence  on  the  part  of  the  inspector  that 
tue  operator  complied  with  the  official  instructions  given  during  the  past 
year.     Rules  are  posted  and  safety  lamp  stretchers  are  kept  on  hand. 

With  the  present  mine  development  and  equipment,  and  full  force  of 
men,  this  mine  is  capable  of  producing  200  tons  per  day.  This  mine 
was  reported  last  year  as  Lewiston  (Black  Cat)  Mine.  No.  197  of  the 
printed  report. 

Coalburg    (Black   Cat)    M inc.  —  This   mine   has   not   been    in    operation 
during  the  past  year.     It  was  reported  last  year  as  Coalburg  (Black  Cat) 
Mine,  No.   19S  of  the  printed  report. 
W.  E.  DIAL,  Supt.  DAN  HUDNALL,  Mine  Boss. 
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PAIXT   CREEK    COLLIERIES    COMPANY. 

No.  434.  Scranton  splint  Mine.  —  This  mine  is  located  on  Paint  Creek, 
and  a  branch  of  the  C.  &  O.  R.  R.;  is  a  drift  opening  operating  the  Coal- 
burg  coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  1G  ft.  Crawford  &  McCrimmon  fan  has 
always  been  found  good. 

The  roof  in  this  mine  is  fairly  good  and  sufficient  timber  is  furnished 
the  workmen.  All  powder  is  carried  into  this  mine  in  cans  of  five  pounds 
capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  is  of  a 
fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  and  safety  lamp  and  stretchers  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  700  tons  per  day. 

This  mine  was  reported  last  year  as  Scranton  Mine,  No.  199  of  the 
printed  report.  • 

JOHN  GREEN,  Supt. 
W.  W.  MUCKLOW,  Gen.  Mgr.  ,      JOHN  COX,  Mine  Boss. 

No.  435.  Paint  Creek  Mine.  —  This  mine  is  located  on  Paint  Creek 
and  a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  Coal- 
burg  Coal  on  the  double  entry  system. 

The  ventilation  produced  by  a  ten  ft.  Thayer  fan  has  always  been  found 
to  be  good,  on  the  entries  but  not  so  well  distributed  to  the  faces. 

The  roof  in  some  parts  of  this  mine  is  bad  and  dangerous  but  timbering 
is  well  looked  after  and  all  loose  slate  is  taken  down.  All  powder  is 
carried  into  this  ■  mine  in  cans  of  five  pounds  capacity.  The  employes 
burn  the  oil  sold  them  by  the  operating  company,  which  is  of  a  fair  quali- 
ty.   Drainage  to  this  mine  is  fair. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  and  safety  lamp  and  stretchers  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  700  tons  per  day. 

This  mine  was  reported  last  year  as  Paint  Creek  Mine,  No.  200  of  the 
printed  report. 
JOHN  GREEN,  Supt. 
W.  M.  MUCKLOW,  Gen.  Mgr.  THOMAS  BURKE,  Mine  Boss. 

No.  436.  Grose  Mine  Xo.  1.— This  mine  is  located  on  Paint  Creek  and 
a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  No.  1 
or  Eagle  seam  on  the  double  entry  system  The  ventilation,  produced  by 
two  furnaces,  has  been  found  to  be  only  fair,  owing  to  bad  condition  of 
doors  and  stoppings.  Shooting  the  coal  on  the  solid  was  formerly  prac- 
ticed in  this  mine,  but  that  practice  is  discontinued  and  any  violations  are 
followed  by  the  discharge  of  the  offenders. 

Some  parts  of  this  mine  are  dry  and  dusty,  which  necessitate  watering 
to  allay  the  dust,  which  is  regularly  done. 

The  roof  in  this  mine  is  good. 
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All  powder  is  carried  into  Hie  mines  in  cans  of  five  pounds  capacity. 
Rules  are  posted. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which  is 
oi  a  fair  quality. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
!in  n.   this  mine  is  capable  of  producing  400  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law. 

This  mine  was  reported  last  year  as  Grose  Mine,  No.  202  of  the  printed 
report. 

QUINN  MORTON.  Supt. 
W.  W.  MUCKLOW,  Gen.  Mgr.  JAMES  JACKSOX,  Mine  Boss. 

No.  437.  Grose  Mine  No.  !. — This  mine  is  worked  in  connection  with 
the  No.  1  Mine  and  the  product  is  handled  over  the  same  tipple.  Is  a 
drift  opening  operating  the  Powellton  Coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  furnace  is  good.  The  roof  in  this  mine  is 
fairly  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a   fair  quality. 

Drainage  in  this  mine  is  good.     Rules  are  posted. 

This  is  practically  a  new  mine,  begun  shipping  coal  about  February, 
190G,  and  with  the  present  mine  development  and  equipment  is  capable 
of  producing  75  tons  per  day. 

The  second  opening  for  this  mine  is  being  made.    Not  listed  last  year. 
QUINN  MORTON,  Supt. 
W.  W.  MUCKLOW,  Gen.  Mgr.  J.  C.  GRISSINGER,  Mine  Boss. 

No.  438.  Greenbrier  Mine  No.  ... — This  mine  is  located  on  Paint  Creek 
and  a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  No. 
2  Gas  Coal  on  the  double  entry  system. 

The  ventilation,  produced  by  a  furnace,  is  fairly  good  on  the  entries, 
but  is  poorly  distributed  to  the  faces  of  the  rooms. 

The  roof  in  this  mine  is  good  and  sufficient  timber  is  furnished  the 
miners.  All  powder  is  carried  into  this  mine  in  cans  of  five  pound  ca- 
pacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
has  always   been   found   fairly  good. 

The  second  opening  to  this  mine  meets  all  requirements  of  the  law. 
Rules  are  posted  and  safety  lamp  and  stretchrs  are  kept  on  hand.  Drain- 
age is  good. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  is  capable  of  producing  350  tons  per  day. 

This  mine  was  reported  last  year  as  Greenbrier  No.  2  mine,  No.  205  of 
the  printed  report. 
QUINN  MORTON,  Supt. 
W.  W.  MUCKLOW,  Gen.  Mgr.  P.  T.  BERRY,  Mine  Boss. 

Xo.  439.     Greenbrier  Mine  No.  8. — This  mine  is  located  on  Paint  Creek 
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and  a  branch  of  the  C.  &  O.  R.  R.:  is  a  drift  opening  operating  the  Wini- 
frede  Coal  on  the  double  entry  system 

The  ventilation,  produced  by  a  furnace,  has  always  been  found  fairly 
good. 

Shooting  the  coal  on  the  solid  "was  formerly  practiced  in  this  mine, 
but  that  practice  is  discontinued  and  any  violations  are  followed  by  the 
discharge  of  the  offenders. 

The  roof  in  this  mine  is  good.  Drainage  is  fairly  good.  All  powder  is 
carried  into  this  mine  in  cans  of  five  pounds  capacity.  The  employes 
burn  the  oil  sold  them  by  the  operating  company  which  has  always  been 
found  to  be  fairly  good. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law. 

With  the  present  mine  equipment  and  development  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  300  tons  per  day.  This  mine  was 
reported  last  year  as  Greenbrier  Mine  No.  3.,  No.  206  of  the  printed  report. 
QUINN  MORTON,  Supt.  MAT  DIXON, 

W.  W.  MUCKLOW,  Gen.  Mgr.  P.  T.  BERRY,  Mine  Bosses. 

No.  440.  Wacomah  Mine. — This  mine  is  located  on  Paint  Creek  and  a 
branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  Coalburg 
Coal  on  the  double  entry  system.  • 

This  company  has  a  fan  on  the  ground,  which  will  be  installed  at  once 
to  take  the  place  of  the  temporary  furnaces  which  are  now  used  to  venti- 
late the  mine. 

Shooting  the  coal  from  the  solid  has  been  practiced  in  this  mine  to  some 
extent,  but  it  is  a  very  damp  mine  and  there  is  scarcely  a  working  place 
that  does  not  generate  some  water.     Rules  are  posted. 

The  roof  in  this  mine  is  good.  Drainage  is  only  fair.  All  powder  is 
carried  into  the  mine  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  by  the  operating  company,  which  is  of 
a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  600  tons  per  day. 

This  mine  was   reported   last  year  as  Wacomah  Mine,  No.   207  of  the 
printed  report. 
JOHN  GREEN,  Supt. 
W.  W.  MUCKLOW,  Gen.  Mgr.  HARRY  JOHNSON,  Mine  Boss. 

No.  441.  Morton  Mine  No.  1. — This  mine  is  located  on  Paint  Creek  and 
a  branch  of  the  C.  &  O.  R.  R. :  is  a  drift  opening  operating  the  No. 
1  Gas  or  Eagle  Seam  on  the  double  entry  system.  The  ventilation,  pro- 
duced by  two  temporary  furnaces,  is  fairly  good 

The  roof  in  parts  of  this  mine  is  very  bad  and  the  Superintendent  and 
Mine  Foreman  have  been  cautioned  to  look  after  it  very  closely. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that  the 
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operators  comply  with  the  official  instructions  given  during  the  past  year. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  350  tons  per  clay. 

This  mine  was  reported  last  year  as  Morton  No.  1  Mine,  No.  210  of  the 
printed  report. 

QUINN  .MORTON,  Supt.  CLAYTON  CRICKMAN  and 

W.  W.  MUCKLOW,  Gen.  Mgr.  JOHN  DAVIS,  Mine  Bosses. 

No.  442.  Morton  Mine  Xo.  2. — This  mine  was  worked  in  connection  with 
the  No.  1  Mine,  but  in  the  No.  2  Gas  Coal. 

Very  little  work  has  been  done  during  the  past  year  and  is  now  tem- 
porarily abandoned. 

Reported  last  year  as  Morton  No.  2  Mine,  No.  211  of  the  printed  re- 
port. 

QUINN  MORTON,  Supt.  CLAYTON  CRICKMAN  and 

W.  W.  MUCKLOW,  Gen.  Mgr.  JOHN  DAVIS,  Mine  Bosses. 

No.  443.  Nuckolls  Mine. — This  mine  is  located  on  Paint  Creek,  and  a 
branch  of  the  C.  &  O.  R.  R.;  is  a  drift  opening  operating  the  No.  2  Gas 
Coal,  on  the  double  entry  system  The  ventilation,  produced  by  three 
temporary  furnaces,  has  always  been  found  fairly  good.  It  is  promised 
that  a  more  adequate  system  of  ventilation  will  be  installed  in  the  near 
future.  Some  parts  of  this  mine  are  very  dry,  which  necessitates  water- 
ing to  allay  the  dust,  and  this  is  regularly  done.     Rules  are  posted. 

Roof  is  good.     Drainage  good. 

All  powder  is  carried  in  this  mine  in  cans  of  five  pounds  capacity.  The 
employes  use  the  oil  sold  them  by  the  operating  company  which  is  fairly 
good. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law. 

With  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  400  tons  per  d'ay.     This  mine  was  re- 
ported last  year  as  Nuckolls  Mine,  No.  212  of  the  printed  report. 
QUINN  MORTON,  Supt. 
W.   W.  MUCKLOW,  Gen.   Mgr.  JOHN   DUNN,   Mine  Boss. 

No.  414.  Banner  Mine  No.  1. — This  mine  is  located  on  Paint  Creek,  and 
a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  Coaltmrg 
Coal  on  the  double  entry  system 

The  ventilation,  produced  by  two  furnaces,  has  always  been  found  fair- 
ly good. 

Shooting  the  coal  from  the  solid  was  formerly  practiced  in  this  mine, 
but  that  practice  is  discontinued  and  any  violations  are  followed  by  a  dis- 
charge of  the  offenders. 

The  roof  in  this  mine  is  fairly  good.  Drainage  is  good.  All  powder 
is  carried  into  this  mine  is  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  fairly  good. 

Rules  are  posted  and  safety  lamp  and  stretchers  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
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With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Banner  No.  1  mine,  No.  213  of  the 
printed  report. 
JOHN  GFEEN,  Supt. 
W.  W.  MUCKLOW,  Gen.  Mgr.  D.  L.  WATERS,  Mine  Boss. 

No.  445.  Banner  Mine  Xo.  2. — This  mine  is  located  on  Paint  Creek,  and 
a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  Lewiston 
Coal  on  the  double  entry  system. 

The  ventilation  produced  by  a  furnace  has  generally  been  found  to  be 
good. 

The  roof  is  only  fair,  but  is  properly  looked  after  and  all  loose  slate  is 
promptly  taken  down. 

Drainage  is  good.  All  powder  is  carried  into  this  mine  in  cans  of  five 
pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality. 

Shooting  the  coal  from  the  solid  was  formerly  practiced  in  this  mine, 
but  that  practice  is  discontinued  and  any  violations  are  followed  by  the 
discharge  of  the  offenders. 

Rules  are  posted.  The  product  of  this  mine  is  handled  over  the  same 
tipple  as  that  of  the  No.  1  mine,  and  with  the  present  mine  development 
and  equipment  and  a  full  force  of  men,  this  mine  is  capable  of  producing 
70  tons  per  day. 

The  second  opening  to  this  mine  is  being  made. 

This  mine  was  reported  last  year  as  Banner  No.  2  Mine,  No.  214  of  tha 
printed  report. 
JOHN  GREEN,  Supt. 
W.  W.  MUCKLOW,  Gen  Mgr.  D.  L.  WATERS,  Mine  Boss. 

DETROIT  &  KANAWHA  COAL  COMPANY. 

NO.  44G.  Detroit  Mine  Xo.  1. — This  mine  is  located  on  Paint  Creek,  and 
a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  No.  1  Gas 
or  Eagle  Coal  on  the  double  entry  system.  The  ventilation  produced  by 
an  8  ft.  Thayer  fan  has  always  been  found  to  be  good.  The  roof  is  fairly 
good. 

This  mine  has  not  been  in  operation  since  January  IS,  1906,  at  which 
time  there  was  an  explosion,  caused  by  a  solid  shot  igniting  the  accumu- 
lation of  coal  dust,  which  killed  IS  men.  Owing  to  the  fact  that  since 
the  explosion  there  is  no  ownership  to  this  mine,  it  is  impossible  to  say 
when  work  will  be  resumed. 

The  mine  superintendent  and  the  Mine  Boss  named  below  were  in  charge 
before  the  explosion.     This  mine  was  reported  last  year  as  Detroit  No. 
1  Mine,  No.  208  of  the  printed  report. 
JNO.  E.  MINER,  Supt.  R.  F.  TOWNSEND    Mine  Boss. 

No.  447.  Detroit  Mine  Xo.  .2. — This  mine  was  worked  in  connection  with 
tteie  No.  1  mine,  but  in  the  No.  2  Gas  Coal,  but  for  some  unknown  reason 
has  not  been  in  operation  during  the  past  two  years. 
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Reported   last   year  as  Detroit  No.   2  Mine,  No.  209  of  the  printed  re- 
port. 
.J NO.  E.  MIXER,  Supt.  R.  F.  TQWNSEND,  Mine  Boss. 

STANDARD  SPLINT  AND  GAS  COAL  COMPANY. 

No.  448.  Standard  Mine. — This  mine  is  located  on  Paint  Creek,  and  a 
branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  Coalburg 
Coal  on  the  double  entry  system.  This  Company  has  just  received  an  8 
ft.  Stine  fan,  which  will  take  the  place  of  the  several  temporary  furnaces 
used  for  ventilating  the  mine.  The  roof  in  this  mine  is  fairly  good.  All 
powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 

The  employes  use  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality.  Rules  are  posted  and  safety  lamp  and  stretchers  are 
kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  800  tons  per  day. 

This  mine  was  reported  last  year  as  Standard  Mine,  No.  201  of  the  print- 
ed report. 
J.  A.  STRAUGHAN,  Supt.  EDWARD  FOSTER,  Mine  Boss. 

IMPERIAL  COLLIERY  COMPANY. 

No.  449.  Imperial  Mine  No.  1. — This  mine  is  located  on  Paint  Creek  on 
a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  No.  1  Gas 
or  Eagle  Coal  on  the  double. entry  system.  The  ventilation  is  produced 
by  an  S  ft.  fan,  and  is  fairly  good  when  doors  and  stoppings  are  kept  in 
proper  condition. 

The  roof  in  this  mine  is  bad  and  dangerous,  but  timbering  is  well  looked 
after  and  all  loose  slate  is  promptly  taken  down.  The  drainage  in  this 
mine  is  poor  and  the  entries  and  haulways  are  in  a  very  bad  condition 
owing  to  water  and  mud,  but  it  is  promised  that  the  drainage  will  be  im- 
proved in  the  near  future.  All  powder  is  carrier  in  to  this  mine  in  cans 
of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which  is 
generally  found  tr  be  good. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  not  posted.    Safety  lamp  and  stretchers  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men  this  mine  Is  capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last  year  as  Imperial  No.  1,  No.  203  of  the  print- 
ed report. 
LEE  LONG.  SUPT.  JOE  SEACRIST,  Mine  Boss. 

No.  450.  Imperial  Mine  No.  .?. — This  mine  is  located  on  Paint  Creek, 
and  a  branch  of  the  C.  &  O.  R.  R.;  is  a  drift  opening  operating  the  No.  1 
Gas  or  Eagle  coal  on  the  double  entry  system.  The  ventilation  produced 
by  a  7  ft.  Thayer  fan  is  good  on  the  entries  but  poorly  distributed  to  the 
faces  of  the  rooms. 

The  roof  is  good.     Drainage  is  poor. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
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The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  not  posted.  Stretchers  and  safety  lamp  are 
kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 

With   the  present  mine   development  and  equipment  and   full  force  of 
men  this  mine  is  capable  of  producing  450  tons  per  day.     This  mine  was 
reported  last  year  as  Imperial  Mine  No.  2,  No.  204  of  the  printed  report. 
LEE  LONG,  Supt.  TOM  SEACRIST,  Mine  Boss. 

No.  451.  Imperial  Mine  No.  3. — This  mine  is  located  on  Paint  Creek, 
and  a  branch  of  the  C.  &  O.  R.  R. ;  is  a  drift  opening  operating  the  No.  1 
Gas  or  Eagle  Coal  on  the  double  entry  system.  The  ventilation  produced 
by  an  8  ft.  Thayer  fan  is  good.  The  roof  in  this  mine  is  good.  Drainage 
is  fairly  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  generally  found  to  be  good.    Rules  are  not  posted. 

A  second  opening  is  being  made  to  this  mine. 

This  is  practically  a  new  mine  it  began  shipping  coal  November,  1905, 
and  with  the  present  mine  developments  and  equipment  and  full  force  of 
men  is  capable  of  producing  125  tons  per  day.    Not  reported  last  year. 
LEE  LONG,  Supt.  W.  A.  OTEY,  Mine  Boss. 

CHESAPEAKE  MINING  COMPANY. 

No.  452.  Chesapeake  Mine  No.-  1. — This  mine  is  located  near  Handley 
on  the  C.  &  O.  R.  R.;  is  a  drift  opening  operating  the  Kanawha  Seam  of 
coal  on  the  double  entry  system.  The  ventilation  is  produced  by  a  ten 
ft.  Thayer  fan,  but  owing  to  the  very  bad  condition  of  the  stoppings  it  is 
only  fair  and   is  poorly  distributed  at  the  faces. 

The  roof  in  this  mine  is  generally  good,  except  in  places  there  is  a 
heavy  draw  slate,  which  is  properly  looked  after.     Drainage  good. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality. 

■    Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand.    The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 

With  the  present  mine  development  and   equipment  and   full   force  of 
men  this  mine  is  capable  of  producing  400  tons  per  day.     This  mine  was 
reported  last  year  as  Chesapeake  Mine,  No.  215  of  the  printed  report. 
J.  B.  LEWIS,  Gen.  Mgr. 
J.  H.  CARTER,  Supt.  ALEXANDER  THOMPSON,  Mine  Boss. 

No.  453.  Chesapeake  Mine  No.  2. — This  mine  is  located  near  Handley 
on  the  C.  &  O.  R.  R.  and  Upper  Creek;  is  a  drift  opening  and  operating  the 
No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation  is  produced 
by  an  8  ft.  Thayer  fan,  and  has  always  been  found  fairly  good. 

A  very  small  per  cent  of  gas  is  found  at  the  faces,  but  is  kept  clear  by 
means  of  a  good  circulation  of  air. 

The  roof  in  the  mine  is  good.  Drainage  along  some  of  the  haulways  is 
poor  but  at  the  faces  is  good. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
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The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality.    Rules  are  posted. 

With  the  present  mine  development  and  equipment  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  150  tons  per  day.  This  mine  was 
reported  last  year  as  Chesapeake  No.  2  Mine,  No.  216  of  the  printed  re- 
port. 

J.  B.  LEWIS,  Gen.  Mgr. 
J.  H.  CARTER,  Supt.  GEO.  WALKER,  Mine  Boss. 

No.  454.  Chesapeake  Mine  No.  J.— This  mine  is  located  at  Handley  on 
the  C.  &  O.  R.  R.;  is  a  drift  opening  operating  the  Coaiburg  Coal  on  the 
double  entry  system. 

This  is  a  new  mine  and  about  ready  to  ship  coal.     The  product  will  be 
handled  over  the  same  tipple  that  is  now  being  used  by  the  No.  2  mine. 
Not  listed  last  year. 
J.  B.  LEWIS,  Gen.  Mgr. 
J.  H.  CARTER,  Supt.  GEO.  WALKER,  Mine  Boss. 

MONTGOMERY  COAL  COMPANY. 

No.  455.  Montgomery  or  Kanawha  Mine. — Owing  to  a  fault  in  the  coal 
this  mine  is  divided  into  two  different  sections.  One  lying  on  the  waters 
of  Upper  Creek  and  the  other  on  Morris  Creek,  the  product  from  both  being 
handled  over  one  tipple  located  on  the  main  line  of  the  C.  &  O.  R.  R.,  one 
mile  east  of  Handley;  are  drift  openings  operating  the  Kanawha  Seam  on 
the  double  entry  system.  The  ventilation  on  the  Upper  Creek  side  is  pro- 
duced by  a  7  ft.  Thayer  Fan,  and  owing  to  the  bad  condition  of  the  doors 
and  stoppings  it  is  only  fair. 

That  portion  of  the  mine  on  Morris  Creek  is  ventilated  by  natural  causes, 
which  are  poor  in  places,  but  the  installation  of  a  fan  is  promised.  The 
roof  is  generally  good. 

Drainage  fair.  All  powder  is  carried  into  the  mine  in  cans  of  five  pounds 
capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  of  a  fair  quality. 

With  the  present  mine  development  and  equipment,  and  with  a  full  force 
of  men,  this  mine  is  capable  of  producing  300  tons  per  day. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted  and  stretchers,  blankets,  and  safety  lamp  are  kept  on 
hand. 

This  mine  was   reported  last  year  as   Kanawha  Mine,   No.   217  of  the 
printed  report. 
S.   H.  MONTGOMERY,   Supt.  S.  P.  JOHNSON,  Mine  Boss. 

BLACK  BAND  COAL  &  COKE  COMPANY. 

No.  456.  Black  Band  Mine  No.  1. — This  mine  is  located  on  Davis  Creek; 
is  a  drift  opening  operating  the  Black  Band  Coal  on  the  double  entry  sys- 
tem. The  ventilation  produced  by  an  8  ft.  Thayer  fan  is  fairly  good  for 
the  small  number  of  men  employed  taking  out  pillars  and  stumps. 

The  roof  is  good;  drainage  only  fair.  All  powder  is  carried  into  the 
mine  in  cans  of  five  pounds  capacity.    The  employes  burn  the  oil  sold  them 
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of  a  fair  quality.     Shooting  the  coal  on  the  solid  was  formerly  practiced 
in  this  mine,  but  that  practice  is  discontinued. 

The  second  opening  to  this  mine  does  not  comply  with  the  law  but  a 
new  one  is  now  being  made.  With  the  present  mine  development  and 
equipment  and  a  full  force  of  men.  this  mine  is  capable  of  producing  225 
tons  per  day. 

This  mine  was  reported  last  year  as  Black  Band  Mine  No.  3,  No.  220  of 
the  printed  report. 

C.  W.  ROGERS,  Supt.  THOS.  ROGERS,  and 

W.  S.  HADDAWAY,  Gen.  Mgr.  ARTHUR  MITCHELL,  Mine  Bosses. 

No.  4G0.  Carkin  Mine. — This  mine  is  located  2  miles  west  of  Marmet  on 
the  C.  &  O.  R.  R. ;   is  a  drift  opening  operating  the  Peerless  Coal. 

This  mine  has  been  idle  for  the  past  year,  but  was  informed  by  the 
General  Manager  that  it  would  resume  operation  in  the  near  future.  . 

This  mine  was  reported  last  year  as  Carkin  Mine,  No.  221  of  the  printed 
report. 
W.  S.  HADDAWAY,  Gen.  Mgr.  C.  W.  ROGERS,  Supt. 

COAL  RIVER  LUMBER  &  COAL  COMPANY. 

No.  4G1.  Olcott  Mine. — This  mine  is  located  on  Brier  Creek,  a  tributary 
of  Coal  River;  is  a  drift  opening  operating  the  Black  Band  coal  on  the 
double  entry  system.  The  ventilation,  produced  by  a  furnace,  is  fairly 
good  for  the  number  of  men  employed  in  the  mine. 

The  roof  in  some  parts  of  this  mine  is  very  bad  and  dangerous  but  tim- 
bering is  well  looked  after  and  all  loose  slate  is  promptly  taken  down. 
The  drainage  is  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all. the  requirements  of  the  law. 
Rules  are  not  posted ;   stretchers  and  safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  300  tons  per  day.     This  mine  was 
reported  last  year  as  Olcott  Mine,  No.  222  of  the  printed  report. 
F.  H.  PALMER,  Supt.  E.  F.  GRIFFITH,  Mine  Boss. 

REYNOLDS  BLACK  BAND  COAL  COMPANY. 

No.  4G2.  Reynolds  Mine — This  mine  is  located  on  Brier  Creek,  a  tribu- 
tary of  Coal  River;  is  a  drift  opening  operating  the  Black  Band  Coal  on 
the  double  entry  system.  The  ventilation  produced  by  a  furnace  is  fairly 
good.  Shooting  the  coal  on  the  solid  was  formerly  practiced  in  this  mine, 
but  an  electric  plant  is  now  installed  and  all  coal  is  undercut  by  machines. 

The  roof  in  this  mine  is  good;  drainage  good.  All  powder  is  carried 
into  this  mine  in  cans  of  five  pounds  capacity.  The  employes  burn  the 
oil  sold  them  by  the  operating  company  which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment,  and  full  force  of  men, 
this  mine  is  capable  of  producing  250  tons  per  day. 
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This  mine  was  reported  last  year  as  Reynolds  Mine,  No.  223  of  the  print- 
ed report. 

H.  F.  HANKS,  Supt.  WM.  CLENDENIN,  and 

W.  W.  MUCKLOW,  Gen.  Mgr.  J.  R.  MUCKLOW,  Mine  Bosses. 

KNICKERBOCKER  COAL  COMPANY. 

No.  4G3.  Knickerbocker  Mine. — This  mine  is  located  on  Brier  Creek  a 
tributary  of  Coal  River;  is  a  drift  opening  operating  tne  Black  Band 
Coal  on  the  double  entry  system. 

This  mine  consists  of  five  separate  openings  and  is  ventilated  by  a  tem- 
porary furnace  at  each,  which  gives  very  satisfactory  results.  Shooting 
the  coal  on  the  solid  was  formerly  practiced  in  this  mine,  but  the  practice 
is  about  discontinued  and  any  violations  are  followed  by  the  discharge  of 
the  offenders.  • 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  posted  and  safety  lamp  and  stretchers  are 
kept  on  hand. 

With  the  present  mine   development  and  equipment  and   full  force  of 
men,  this  mine  is  eapable  of  producing  275  tons  per  day.     This  mine  was 
reported  last  year  as  Knickerbocker  Mine,  No.  224  of  the  printed  report 
H.  F.  HANKS,  Supt.  THOS.  YOUNG,  and 

W.  W.  MUCKLOW,  Gen.  Mgr.  J.  R.  MUCKLOW,  Mine  Bosses. 

OLCOTT  COAL  &  IRON  COMPANY. 

No.  464.  Glenalice  Mine — This  mine  is  located  on  Brier  Creek,  a  tribu- 
tary of  Coal  River;  is  a  drift  opening  operating  the  Black  Band  Coal  on 
the  double  entry  system.  The  ventilation  produced  by  a  furnace  is  good 
for  the  small  development.  Shooting  the  coal  from  the  solid  was  formerly 
practiced  in  this  mine,  but  that  practic  is  about  discontinued  and  any  vio- 
lations are  followed  by  the  discharge  of  the  offenders. 

The  roof  in  this  mine  is  good.  The  mine  is  dry  throughout,  which 
necessitates  watering  to  allay  the  dust.  All  powder  is  carried  into  the 
mine  in  cans  of  five  pounds  capacity.  The  employes  burn  the  oil  sold  them 
by  the  operating  company  which  is  of  a  fair  quality.  Rules  are  not  posted. 
Stretchers  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  150  tons  per  day.     This  mine  was  re- 
ported last  year  as  American  Mine,  No.  225  of  the  printed  report. 
H.  F.  PALMER,  Supt.  B.  F.  THORNE,  Mine  Boss. 

CANEY  FORK  COAL  MINING  COMPANY. 

No.  465.  Caney  Fork  Mine. — This  mine  is  located  on  Davis  Creek;  is  a 
drift  opening  operating  the  Black  Band  Coal  on  the  double  entry  system. 

The  ventilation  is  produced  by  a  furnace;  roof  is  good;  drainage  only 
fair. 

This  is  a  new  mine  began  shipping  coal  January  6,  1906,  and  indefinitely 
suspended  operation  June  15,  1906.     Not  reported  last  year. 
F.  H.  ALCOTT,  Supt. 
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DA  Vis  CREEK    !//  XING  COMPANY. 

No.  466.     Davis  Creek  Mine.-  This  mine  is  located  on  Davis  Creek  and 
will  operate  the  Black  Band  Coal;  is  a  new  mine  and  the  construction  of 
a  tipple  is  about  complete.     Not   reported  last  year. 
F.   H.  ALCOTT,   Supt. 

PEERLESS  GAS  COAL  COMPANY. 

Xo.  Peerless  Mine. — This  mine  is  located  two  and  one  half  miles 

from  Coalburg  on  a  branch  of  the  C.  &  0.  R.  R.  and  Cabin  Creek;    is  a 
drift  opening  operating  the  Peerless  Coal. 

This  mine  has  been  idle  for  the  last  several  years  and  nothing  definite 
could  be  learned  as  to  when  work  would  be  resumed. 

This  mine  was  reported  last  year  as  Peerless  Mine.  Xo.  149  of  the  print- 
ed   report. 

LINCOLN  COUNTY. 
ROCHESTER  COAL  COMPANY. 

No.  520.  Rochester  Mine. — This  mine  is  located  about  23  miles  from 
Barboursville  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  on 
Guyan  River;  is  a  drift  opening  operating  the  Kanawha  Coal  on  the 
double  entry  system.  The  ventilation,  produced  by  a  furnace,  is  satisfac- 
tory for  the  small  number  of  men  employed  in  the  mine. 

The  roof  is  good;  drainage  fairly  good.  All  powder  is  carried  into  this 
mine  in  cans  of  live  pounds  capacity.  The  employes  burn  the  oil  sold 
them  by  the  operating  company  which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  hot  posted;  stretchers  and  safety  lamp  are  not  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men  this  mine  is  capable  of  producing  150  tons  per  day. 

This  mine  was  reported  last  year  as  Rochester  Mine.   No.    227   of  the 
printed  report. 
P.  K.  GRELLE.  Supt.  CHARLES  ESTEP.  Mine  Boss. 

GUYANDOTTE  COAL  COMPAXY. 

No.  521.  Lincoln  Mine. — This  mine  is  located  about  23  miles  from  Bar- 
boursville on  the  Guyan  Valley  Branch  of  the  C*  &  O.  R.  R.  and  Guyan 
River;  is  a  drift  opening  operating  the  Kanawha  Coal  on  the  double  entry 
system. 

The  ventilation  produced  by  a  furnace  is  fairly  good  for  the  small  de- 
velopment. All  powder  is  carried  into  this  mine  in  cans  of  five  pounds 
capacity.  The  employes  burn  oil  sold  them  by  the  operating  company, 
which  is  of  a  fair  quality. 

Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand.  The 
second  opening  To  this  mine  meets  all  the  requirements  of  the  law. 

With  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  300  tons  per  day.  Rcof  is  good:  drain- 
age good. 

This  mine  was  reported  lasl    year  as  Guyandotte  Mine    v  if  the 

printed  report. 
J.  W.  LOCKWOOn.  Supt.  LON  REEVES,  Mine  Boss. 
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No.  522.  Brown  City  Mine. — This  mine  is  located  24  miles  from  Bar- 
boursville  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  Guyan 
River;  is  a  drift  opening  operating  the  Kanawha  Coal  on  the  double  en- 
try system. 

This  mine  has  been  in  operation  but  very  little  during  the  past  year 
and  for  that  reason  no  inspection  has  been  made.  Not  listed  last  year. 
J.  W.  LOCKWOOD,  Supt. 

EDEN  PARK  COAL  COMPANY. 

No.  523.  Eden  Park  Mine. — This  mine  is  located  about  fourty  miles  from 
Barboursville  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  Guyan 
River;  is  a  drift  opening  operating  the  Kanawha  Coal,  which  has  a  thick- 
ness of  about  three  ft.  on  the  long-wall  system. 

This  is  a  new  mine  and  was  operated  very  little  during  the  past  year. 

It  is  now  idle  and  it  could  not  be  definitely  learned  when  work  would 
be  resumed.     Not  listed  last  year. 
F.  D.  CALDWELL,  Pres. 

LOGAN  COUNTY. 

MONITOR  COAL  &  COKE  COMPANY. 

No.  524.  Monitor  Mine. — This  mine  is  located  on  Island  Creek,  a  tribu- 
tary of  Guyan  River;  is  a  drift  opening  operating  the  Winifrede  Coal  on 
the  double  entry  system.  The  ventilation  produced  by  a  furnace  is  fairly 
good.  Roof  is  good.  This  mine  is  dry  throughout,  which  necessitates  wat- 
ering to  allay  the  dust,  which  is  regularly  done. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force 
of  men,  this  mine  is  capable  of  producing  450  tons  per  day. 

Rules  are  not  posted.     Stretchers  and  safety  lamp  are  kept  on  hand. 
This  mine  was  reported  last  year  as  Monitor  Mine,  No.  412  of  the  printed 
report. 
J.  E.  BARLOW,  Supt.  •  E.  M.  STEPHENS,  Mine  Boss. 

GAY  COAL  d-  COKE  COMPANY. 

No.  525.  Gay  Mine. — This  mine  is  located  on  Island  Creek,  a  tributary 
of  Guyan  River;  is  a  drift  opening  operating  the  Winifrede  Coal  on  the 
Long-wall  system.  The  ventilation  produced  by  a  furnace  is  only  fair, 
owing  to  the  number  of  poorly  constructed  canvas  brattices  used  to  di- 
rect the  current  of  air. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality.  Roof  is  good;  drainage  good.  Rules  are  not  posted. 
Stretchers  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  400  tons  per  day. 
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This  mine  was  reported  last  year  as  Gay  Mine,  No.  413  of  the  printed 
report". 
H.  S.  GAY,  Supt.  FRED.  KELLEK.M  A.\.  Mine  Boss. 

DRAPER  COAL  &  COKE  COMPANY. 

No.  526.  Draper  Mine. — This  mine  is  located  at  Logan  on  the  Guyan  Val- 
ley Branch  of  the  C.  &  O.  R.  R.  and  Guyan  River;  is  a  drift  opening  oper- 
ating the  Winifrede  Coal  on  the  double  entry  system.  The  ventilation, 
produced  by  a  furnace,  is  fairly  good.     Drainage  is  good;   roof  good. 

Shooting  the  coal  on  the  solid  was  formerly  practiced  in  tnis  mine  but 
the  greater,  portion  is  now  being  undercut  with  air  machines.  The  man- 
agement was  officially  notified  to  stop  all  solid  shooting. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  are  now  burning  the  oil  sold  them  by  the  operating  com- 
pany, which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  not  posted,  stretchers  and  safety  lamp  not  kept  on  hand. 

With  the  present  mine  development  and  equipment  and   full  force  of 
men,  this  mine  is  capable  of  producing  250  tons  per  day.     This  mine  was 
reported  last  year  as  Draper  Mine,  No.-  414  of  the  printed  report. 
F.  S.  LEE,  Supt.  ARTHUR  EVANS,  Mine  Boss. 

H.  T.  WILSON,  Gen.  Mgr. 

BIG  CREEK  COAL  COMPANY. 

« 

No.  527.  Big  Creek  Mine. — This  mine,  is  located  on  Big  Creek  on  the 
Guyan  Valley  branch  of  the  C.  &  O.  R.  R.  and  Guyan  River;  is  a  drift 
opening  operating  the  Kanawha  Coal  on  the  double  entry  system.  The 
ventilation  produced  by  a  furnace  is  good. 

Shooting  the  coal  on  the  solid  was  formerly  practiced  in  this  mine  and 
the  management  has  been  officially  notified  to  have  it  discontinued  at  once. 
Roof  is  good.     Drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company  which  is  of 
a  fair  quality.  Rules  are  posted;  stretchers  and. safety  lamp  are  not  kept 
on  hand.  The  second  opening  to  this  nline  meets  all  the  requirements 
of  the  law. 

With   the   present  mine   development   and    equipment  and   a  full   force 
of  men,  this  mine  is  capable  of  producing  250  tons  per  day.     This  mine 
was  reported  last  year  as  Big  Creek  Mine,  No.  415  of  the  printed  report. 
W.  T.  OLIVER,  Supt.  G.  T.  KITCHEN,  Mine  Boss. 

UNITED  STATES  COAL  AND  OIL  COMPANY. 

No.  52S.  Island  Creek  Mine  No.  I. — This  mine  is  located  on  Island  Creek 
a  tributary  of  Guyan  River;  is  a  drift  opening  operating  the  Winifrede 
Coal  on  the  flat  and  butt  system. 

The  ventilation  produced  by  a  10  ft.  Stine  fan  is  only  fair.  There  is 
scarcely  a  trap  door  in  the  mine,  the  ventilation  being  conducted  by  over- 
casts and  stoppings  built  of  brick,  and  when  a  larger  fan  is  installed 
will  be  one  of  the  best  ventilated   mines   in   the  district.     Some  gas   is 
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found  at  the  face  of  the  advance  headings.    The  roof  in  this  mine  is  good; 
drainage  good. 

All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The 
employes  burn  the  oil  sold  them  by  the  operating  company,  which  is  of 
a  fair  quality.  Rules  are  kept  posted  and  stretchers  and  safety  lamp  are 
kept  on  hand.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men  this  mine  is  capable  of  producing  700  tons  per  day.  This  mine  was  re- 
ported last  year  as  Island  Creek  Mine  No.  1,  No.  410  of  the  printed  re- 
port. 

PAUL  HARDY,  Supt.  C.  C.  FULTZ,  Mine  Boss. 

E.  P.  MERRILL,  Gen.  Mgr.  W.  L.  McGINNISS,  Fire  Boss. 

Xo.  529.  Island  Creek  Mine  No.  ..'. — This  mine  is  located  four  miles 
southeast  of  Logan  on  Island  Creek,  a  tributary  of  Guyan  River;  is  a  drift 
opening  operating  the  Winifrede  coal  on  the  double  entry  system.  The 
ventilation  produced  by  a  10  ft.  Stine  fan  and  conducted  by  over-casts  and 
brick  stoppings,  is  only  fair,  but  a  larger  fan  will  be  installed  in  the  near 
future,  which  will  make  this  one  of  the  best  systems  of  ventilation  in  this 
district.  The  roof  is  good,  drainage  good.  All  powder  is  carried  into  this 
mine  in  cans  of  5  pounds  capacity.  The  employes  burn  the  oil  sold  them 
by  the  operating  company  which  is  of  a  fair  quality.  Rules  are  posted 
and  stretchers  and  safety  lamp  are  kept  on  hand.  The  second  opening  to 
this  mine  meets  all  the  requirements  of  the  law.  With  the  present  mine 
development  and  equipment  and  full  force  of  men  this  mine  is  capable 
of  producing   1350   tons   per   day. 

This  mine  was  reported  last  year  as  Island  Creek  Mine  No.  2,  No.  417 
of  the  printed  report 

E.  P.  MERRILL,  Gen.  Mgr.  G.  W.  LAX,  Mine  Boss. 

PAUL  HARDY.  Supt.  W.  L.  McGINNISS.  Fire  Boss. 

STONE  BRANCH  COAL  COMPANY. 

Xo.  530.  Stone  Branch. — This  mine  is  located  near  Big  Creek  on  the 
Guyan  Valley  Branch  of  .the  C.  &  O.  R.  R.  and  Guyan  River;  is  a  drift 
opening  operating  the  Kanawha*  Coal  on  the  double  entry  system.  The 
ventilation,  produced  by  two  temporary  furnaces,  is  only  fair.  Shooting 
the  coal  from  the  solid  was  formerly  practiced  in  this  mine,  but  that  prac- 
;     iped. 

Roof  is  good:  drainage  good.  All  powder  is  carried  into  this  mine  in 
cans  of  five  pounds  capacity.  The  employes  burn  the  oil  sold  them  by 
the  operating  company  which  is  of  a  fair  quality.  Rules  are  not  posted. 
Stretcher  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  250  tons  per  day. 

This  mine  was  reported  last  year  as  Stone  Branch  Mine,  No.  419  of  the 
printed  report. 
.1.  T.  ADAMS.  Supt.  G.  W.  COYLE.  Mine  Boss. 
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LOGAN  COAL  COM  PA  \  )  . 

No.  531.  Logan  Mine. — This  mine  is  located  about  seven  miles  easl  of 
Logan  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  Dingess  Run. 
a  tributary  of  Guyan  River;  is  a  drift  opening  operating  the  Winifrede 
Coal  on  the  d<  i  ■stem.     The  ventilation  produced  by  a  furnace 

is  good.    Roof  is  good;  drainage  good. 

Shooting  the  coal  on  the  solid  has  been  practiced  in  this  mine,  I  v'<  the 
management  was  officially  notified  to  discontinue  it  at  once. 

All  the  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capai 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

Rules  are  not  posted,  stretchers  and  safety  lamp  are  not  kept  on  hand. 
This  is  practically  a  new  mine,  began  shipping  coal  April  1st,  190G,  and 
with  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  150  tons  per  day.  Not  reported  last 
year. 
MATTHEW  HALL,  Supt.  WM.  WHITE,  Mine  Boss. 

YUMA  COAL  &  COKE  COMPANY  . 

No.  532.  Yuma  Mine. — This  mine  is  located  on  Island  Creek  a  tributary 
of  Guyan  River;  is  a  drift  opening  operating  the  Winifrede  Coal  on  the 
double  entry  system. 

This  is  a  new  mine,  and  a  tipple  and  side  tracks  are  now  being  con- 
structed. 

This  mine  will  be  ventilated  by  a  Stine  fan,  which  will  be  installed  as 
soon  as  practicable.     Not  reported  last  year. 
WM.  BARLOW,  Supt.  W.  STEPHENS,  Mine  Boss. 

FORT  BRANCH  COAL   COMPANY. 

No.  533.  Fort  Branch  Mine. — This  mine  is  located  about  five  miles  east 
of  Logan  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  on  Dingess 
Run,-a  tributary  of  Guyan  River;  is  a  drift  opening  operating  the  Wini- 
frede Coal  on  the  double  entry  system.  The  ventilation  produced  by  a  fur- 
nace is  good.  Shooting  the  coal  on  the  solid  has  been  practiced  at  this 
mine,  but  the  management  was  officially  notified  to  stop  all  solid  shooting 
at  once 

Roof  is  good;  drainage  poor.  All  powder  is  carried  into  thfs  mine  in 
cans  of  five  pounds  capacity.  The  employes  burn  the  oil  sold  them  by  the 
operating  company,  which  is  of  a  fair  quality.  Rules  are  posted.  Stretch- 
ers and  safety  lamp  are  not  kept  on  hand. 

The  second   opening  to   this   mine   meets   all   the   requirements   of   the 
law.     This  is  practically  a  new  mine  ,began  shipping  coal  June  1st,  1906, 
and  with  the  present  equipment  and  full  force  of  men  is  capable  of  pro- 
ducing 125  tons  per  day.     Not  reported  last  year. 
C.  E.  STAFFORD,  Supt.  JAS.  CASSELL,  Mine  Boss. 

PRUDENTIAL  COAL  &  MINING  COMPANY. 

No.    534.     Prudential   Mine.  —  This    mine   is    located    at  .Big   Creek   on 


438  Annual  Report  of  [W.  Va. 

the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  Guyan  river;  is  a  drift 
opening   operating   the    Kanawha   coal    on    the    double    etnry    system. 

This  is  a  new  mine  and  the  construction  of  a  tipple  is  now  in  progress. 
It  will  be  ready  for  shipping  coal  in  the  next  sixty  days.     Not  reported 
last  year. 
S.  C.  FISHER,  Supt. 

CORA  COAL  &  COKE  COMPANY. 

No.  535.  Cora  Mine.  —  This  mine  is  located  on  Island  Creek,  a  tribu- 
tary of  Guyan  river;  is  a  drift  opening  operating  the  Winifrede  coal 
on  the  double  entry  system. 

For  some  misunderstanding  with  the  Island  Creek  R.  R.  Co.  this  mine 
has  not  been  worked  during  the  past  year,  but  a  new  company  has  taken 
charge  recently  and  they  expect  to  be  shipping  coal  in  the  next  sixty  days. 
Reported  last  year  as  Cora  Mine,  No.  418  of  the  printed   report. 
C.  W.  JONES,  Supt. 

REX   COAL   COMPANY. 

No.  536.  Rex  Mine.  —  This  mine  is  located  about  7  miles  east  of  Logan 
on  the  Guyan  Branch  of  the  C.  &  0.  R.  R.,  and  on  Dingess  Run,  a  tribu- 
tary of  Guyan  river;  is  a  drift  opening  operating  the  Winifrede  coal  on 
the  double  entry  system. 

This  is  a  new  mine,  and  tipple  and  side  tracks  are  under  construction. 
Not  reported  last  year. 
C.  E.  KINZER,  Supt. 

ODD    COAL    COMPANY. 

No.  537.  Odd  Mine.  —  This  mine  is  located  about  seven  miles  from 
Logan  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  on  Dingess 
Run,  a  tributary  of  the  Guyan  river;  is  a  drift  opening  operating  the 
Winifrede  coal  on  the  double  entry  system.  This  is  a  new  mine  and  the 
construction  work  is  about  complete  and  will  be  ready  to  ship  coal  in  the 
next  sixty  days.  Not  reported  last  year. 
HENRY   BOWLEN,    Supt. 

ETHEL    COAL    COMPANY. 

No.  538.  Ethel  Mine. — This  mine  is  located  about  eight  miles  east 
of  Logan  on  the  Guyan  Valley  Branch  of  the  C.  &  O.  R.  R.  and  on  Dingess 
Run,  a  tributary  of  Guyan  river;  is  a  drift  opening  operating  the  Wini- 
frede coal  on  the  double  entry  system. 

This  is  a  new  mine,  and  a  tipple  and  side  tracks  are  under  construction. 
Not  reported  last  year. 
MATTHEW  HALL,  Supt. 

MINGO  COUNTY. 

PEARL    COAL    MINING    COMPANY. 

No.  539.  Camp  Branch  Mine.  —  This  mine  is  located  at  Dingess  on  the 
N.  &  W.  R.  R.  and  on  Twelve  Pole  Creek;  is  a  drift  opening  operating  the 
Lower  Kittanning  coal. 
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Only   a   very   few  men   employed    in   this   mine   taking  out  pillars   and 
stumps.     The  general  safety   of  the  mine  is  fairly  good.     Reported  last 
year  as  Camp  Branch  mine,  No.  518  of  the  printed  report. 
J.  F.  KENT.  Supt.  A.  MITCHELL,  Mine  Boss. 

No-.  540.  HAGGERTY  Mine.  —  This  mine  is  located  at  Dingess  on  the 
N.  &  W.  R.  R.  and  on  Twelve  Pole  Creek;  is  a  drift  opening  operating  the 
Lower  Kittanning  coal  on  the  double  entry  system.  The  ventilation,  pro- 
duced by  a  seven  ft.  Thayer  fan  is  fairly  good,  when  crosscuts  are  made 
according  to  law. 

At  time  of  last  inspection  a  small  per  cent  of  Gas  was  found  in  the 
main  entry  heading.  All  powder  is  carried  into  this  mine  in  cans  of  five 
pounds  capacity.  The  employes  burn  the  oil  sold  them  by  the  operating 
company,  which  is  of  a  fair  quality.    Roof  is  good;  drainage  only  fair. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 
With  the  present  mine  development  and  equipment  and  a  full  force  of  men, 
this  mine  is  capable  of  producing  150  tons  per  day. 

This  mine  was   reported   last  year  as   Haggerty  Mine,   No.   521   of  the 
printed  report. 
J.  F.  KENT,  Supt.  GEORGE  CASTLE,  Mine  Boss. 

BELVEDERE   GAS    COAL    COMPANY. 

No.  541.  Alma  or  Sprigg  Mine.  —  This  mine  is  located  7  miles  east  of 
Williamson  on  the  N.  &  W.  R.  R.  and  on  Tug  River;  is  a  drift  opening 
operating  the  Lower  Kittanning  coal  on  the  double  entry  system.  The 
ventilation  produced  by  a  furnace  is  only  fair  owing  to  the  bad  condition 
of  doors  and  stoppings  and  not  making  crosscuts  according  to  law. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 
Roof  is  good;   drainage  only  fair. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force 
of  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  Sprigg  Mine,  No.  520  of  the  printed 
report. 

T.  F.  THOMPSON,  Supt. 
J.  F.  KENT,  Gen.  Mgr. 

J.  W.  KERNES  and  W.  H.  ADAMS,  Mine  Bosses. 

RED  JACKET  CONSOLIDATED  COAL  &  COKE  COMPANY. 

No.  542.  Rutherford  Mine.  —  This  mine  is  located  near  Matewan  on  a 
branch  of  the  N.  &  W.  R.  R.  and  on  Mate  Creek;  is  a  drift  opening  oper- 
ating the  Thacker  coal  on  the  double  entry  system.  The  ventilation,  pro- 
duced by  a  15  ft.  Crawford  and  McCrimmon  tan  has  always  been  found 
good.     Roof  is  good;  drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
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is  of  a  fair  quality.     A  revised  and  up  to  date  set  of  rules  is  kept  posted, 
and  stretchers  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment,  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  700  tons  per  day. 

This  mine  was  reported  last  year  as  Rutherford  Mine,  No.  522  of  the 
printed  report. 
W.  R.  WILBURN,  Supt. 
W.  C.  EASLEY,  Gen.  Mgr.  WM.  MUSSER,   Mine  Boss. 

No.  543.  Red  Jacket  Mine.  —  This  mine  is  located  near  Matewan  on  a 
branch  of  the  N.  &  W.  R.  R.  and  on  Mate  Creek;  is  a  drift  opening  oper- 
ating the  Thacker  coal  on  the  double  entry  system.  The  ventilation, 
produced  by  a  15  ft.  Crawford  and  McCrimmon  fan,  has  always  been 
found  fairly  good.     The  roof  is  good;    drainage  fairly  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality.  A  revised  and  up  to  date  set  of  rules  is  kept  posted,, 
and  stretchers  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force  of 
men,   this  mine  is  capable  of  producing  900  tons  per  day. 

Some  parts  of  this  mine  are  very  dry,  and  watering  is  necesasry  to 
allay  the  dust.  In  that  part  of  this  mine  known  as  Bald  Knob  three  men 
lost  their  lives  in  a  premature  explosion  Feby.  1st,  1906.  caused  by  the 
discharge  of  an  overcharge  of  powder  which   ignited  the  coal   dust. 

This  mine  was  reported  last  year  as  Red  Jacket  Mine,  No.  523  of  the 
printed  report. 
W.  R.  WILBURN,  Supt. 
W.  C.  EASLEY,  Gen.  Mgr. 

G.  W.  BARNEY  and  C.  W.  ADAMS,  Mine  Bosses. 

No.  544.  Maritime  Mine.  —  This  mine  is  located  near  Thacker  on  a 
branch  of  the  N.  &  W.  R.  R.  and  on  Thacker  Creek;  is  a  drift  opening 
operating  the  Thacker  coal  on  the  double  entry  system.  The  ventilation, 
produced  by  a  15  ft.  Crawford  and  McCrimmon  fan,  is  good.  Roof  is 
good;   drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  are  now  burning  the  oil  sold  them  by  the  operating  company, 
which  is  of  a  fair  quality.  A  revised  and  up  to  date  set  of  rules  is  kept 
posted,  and  stretchers  and  safety  lamp  are  kept  on  hand.- 

The  second  opening  to  this  mine  meets  all '  the  requirements  of  the 
law.  Some  parts  of  this  mine  are  dry  and  watering  is  necessary  to  allay 
the  dust,  which  is  regularly  done. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  450  tons  per  day.     This  mine  was- 
reported  last  year  as  Maritime  Mine,  No.  524  of  the  printed  report. 
E.  C.  LAMBERT,  Supt. 
W.  C.  EASLEY,  Gen.  Mgr.  E.  BOGGS,  Mine  Boss. 

No.  545.     Lick  Fork  Mine.  —  This  mine  is  located  on  Lick  Fork  Creek 
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and  a  branch  of  the  N.  &     W.  R.  R.;    is  a  drift  opening  operating  the 
Thacker  coal  on  the  double  entry   syi 

The  ventilation,  produced  by   two  furnaces,   is  fairly  good. 

The  roof  is  good;    drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  or  five  pounds  capacity. 
The  employes  bum  the  oil  sold  them  by  the  operating  company  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  A  revised  and  up  to  date  set  of  rules  is  kept  posted.  Stretchers  and 
safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  450  tons  per  day.     This  mine  was  re- 
ported last  yea  i'  as  Lick  B'ork  Mine.  No.  525  of  the  printed  report. 
E.  C.  LAMBERT,   Supt. 
W.   C.   EA'SLEY,   Gen.   Mgr.  A.   L.   COPLEY    Mine  Boss. 

Xo.  546.  Grapevine  Mine.  —  This  mine  is  located  about  two  miles  east 
of  Thacker  on  the  N.  &  W.  R.  R.  and  on  Tug  River;  is  a  drift  opening 
operating  the  Thacker  coal  on  the  double  entry  system.  The  ventilation, 
produced  by  a  furnace  is  somewhat  deficient,  owing  to  the  bad  condition 
of  doors  and  stoppings. 

Roof  is  fairly  good;  drainage  only  fair. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  are  now  burning  the  oil  sold  them  by  the  operating  com- 
pany, which  is  of  a  fair  quality. 

A  revised  and  up  to  date  set  of  rules  is  kept  posted.  Stretchers  and 
safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force 
of  men,  this  mine  is  capable  of  producing  450  tons  per  dayr. 

This  mine  was  reported  last  year  as  Grapevine  mine,  No.  526  of  the 
printed  report. 
E.  C.  LAMBERT,   Supt. 
W.  C.  EASLEY,  Gen.  Mgr.  JAMES  GENT,  Mine  Boss. 

THACKER  COAL  &   COKE   COMPANY. 

No.  547  and  548.  Thacker  Mines  Nos.  2  and  2  1-2.  —  These  mines  are 
located  near  Thacker  on  a  branch  of  the  N.  &  W.  R.  R.  and  on  Thacker 
Creek;  are  drift  openings  operating  the  Thacker  coal  on  the  double  entry 
system.  The  ventilation  produced  by  a  15  ft.  Crawford  &  McCrimmon 
fan,  is  fairly  good  when  crosscuts  are  made  according  to  law.  Roof  is 
good;  drainage  good. 

Several  kegs  containing  25  pounds  of  powder  were  found  inside  this 
mine  at  time  of  last  inspection.  Quite  a  number  of  the  employes  were 
found  burning  kerosene  oil.  Rules  were  not  posted.  These  violations  of 
the  law  were  reported  to  the  Prosecuting  Attorney  of  Mingo  county. 
Stretchers  and  safety  lamp  were  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  these  mines  are  capable  of  producing  800  tons  per  day. 
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These  mines  were  reported  last  year  as  Thacker  Mine  No.  2,  No.  528 
of  the  printed  report. 

THOS.  GRIFFITH  and   SAMUEL  EVANS,  Supts. 
W.  W.  HOUSTON,  Gen.  Mgr.         ' 

HUGH    BOYD,    Mine   Boss    No    2.    Mine. 

WM.   PONTIOUS,   Mine  Boss   No.   2%   Mine. 

No.  549.  Thacker  Mine  No.  3.  —  This  mine  is  located  near  Thacker  on  a 
branch  of  the  N.  &  W.  R.  R.  and  on  Thacker  Creek;  is  a  drift  opening  oper- 
ating the  Thacker  coal  on  the  double  entry  system.  The  ventilation,  pro- 
duced by  a  15  ft.  Capell  fan  is  fairly  good,  when  crosscuts  are  made  accord- 
ing to  law.    Roof  is  fairly  good;  drainage  good. 

At  time  of  last  inspection  several  kegs  containing  25  pounds  of  powder 
were  found  inside  the  mine.  Quite  a  number  of  the  employes  were  found 
burning  kerosene  oil.  Rules  were  not  posted.  These  violations  of  the 
law  were  reported  to  the  prosecuting  attorney  of  Mingo  county.  Stretch- 
ers and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine-  development  and  equipment  and  full  force 
of  men  this  mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Thacker  Mine  No.  3,  No.  529  of 
the  printed  report. 

THOS.   GRIFFITH   and    SAMUEL    EVANS,    Supts. 
W.  W.  HOUSTON,  Gen.  Mgr.  WM.  PONTIOUS,  Mine  Boss. 

THACKER  FUEL  COMPANY. 

No.  550.  Thacker  Mine  No.  tO.  —  This  mine  is  located  on  Lick  Fork 
Greek  and  a  branch  of  the  N.  &  W.  R.  R. ;  is  a  drift  opening  operating 
the  Thacker  coal  on  the  double  entry  system.  The  ventilation,  produced 
by  two  furnaces,  is  fairly  good,  when  crosscuts  are  made  according  to 
law. 

Roof  is  fairly  good.     Drainage  only  fair. 

At  the  time  of  last  inspection  several  kegs  containing  25  pounds  of 
powder  was  found  inside  the  mine.  Quite  a  number  of  the  employes  were 
found  burning  kerosene  oil.  Rules  are  not  posted.  These  violations  of 
the  law  were  reported  to  the  prosecuting  attorney.  Stretchers  and  safety 
lamp  are  kept  on  hand. 

The  second  opening  to*  this  mine  meets  all  the  requirements  of  the 
law.  This  is  a  new  mine,  began  shipping  coal  about  Nov.  15,  1905,  and 
with  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  200  tons  per  day.  Reported  last  year 
as  Thayer  No.  10  mine,  No.  530  of  the  printed  report. 
THOS.  GRIFFITH  and  SAMUEL  EVANS,  Supts. 
W.  W.  HOUSTON,  Gen  Mgr.  LEANDER  COX,  Mine  Boss. 

LYNN  OAL  &  COKE  COMPANY. 

No.  551.  Lynn  Mine.  —  This  mine  is  located  3  miles  east  of  Matewan 
on  the  N.  &  W.  R.  R.  and  on  Tug  river;  is  a  drift  opening  operating  the 
Thacker  coal  on  the  double  entry  system.     The  ventilation,  produced  by 
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natural  causes,  is  poor,  owing  to  the  greater  portion  of  the  mine  being 
robbed  and  caved. 

The  root  is  only  fair.  Owing  to  the  amount  of  water  generated  in  this 
mine,  drainage  is  poor.  All  powder  is  carried  into  this  mine  in  cans  of 
five  pounds  capacity.  .  Several  of  the  employes  in  this  mine  were  found 
with  kerosene  oil  in  their  lamps  which  fact  was  reported  to  the  prose- 
cuting attorney  of  Mingo  county.  Rules  are  not  posted.  Stretchers  and 
safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  It  has  been  with  much  insistence  on  the  part  of  the  inspector  that 
the  company  and  men  comply  with  instructions  given  during  the  past 
year. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  100  tons  per  day.     This  mine  was 
reported  last  year  as  Lynn  Mine,  No.  531  of  the  printed  report. 
THOS.   GRIFFITH   and    SAMUEL   EVANS,    Supts. 
W.  W.  HOUSTON,  Gen.  Supt. 

GEORGE   BOYD  and   D.   J.   STUMP,   Mine  Bosses. 

GLEN  ALUM  COAL   COMPANY. 

No.  552.  Glen  Alum  Mine  No.  1.  —  This  mine  is  located  on  Alum  Creek 
and  a  branch  of  the  N.  &  W.  R.  R. ;  is  a  drift  opening  operating  the 
Thacker  coal  on  the  double  entry  system.  The  ventilation  produced  by  a 
fan,  is  fairly  good,  when  crosscuts  are  made  according  to  law.  The  roof 
is  good;  drainage  good.  , 

All  powder  is  now  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
At  the  time  of  the  last  inspection  several  of  the  employes  were  found 
burning  kerosene  oil.  Rules  are  not  posted.  These  violations  were 
reported  to  the  prosecuting  attorney  of  Mingo  county.  Stretchers  and 
safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force  of 
men  this  mine  is  capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last  year  as  Glen  Alum  Mine,  No.  1,  No.  532  of 
the  printed  report. 
FRANK  McCLOSKY,  Supt. 
P.   P.   FLANAGAN,   Gen.   Mgr.  JAS.    HALL,   Mine   Boss. 

No.  553.  Glen  Alum  Miiw  No.  ?.  —  This  mine  is  located  on  Alum 
Creek  and  a  branch  of  the  N.  &  W.  R.  R. ;  is  a  drift  opening  operating  the 
Thacker  coal  on  the  double  entry  system.  The  ventilation,  produced  by  a 
12  ft.  Stine  fan  is  good  when  doors  and  stoppings  are  kept  in  repair  and 
crosscuts  made  according  to  law. 

This  mine  is  dry  throughout  which  necessitates  watering  to  allay  the 
dust.  All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  ca- 
pacity. Quite  a  number  of  the  employes  have  been  found  burning  kero- 
sene oil.  Rules  are  not  posted.  These  violations  of  the  law  were  re- 
ported to  the  prosecuting  attorney  of  Mingo  county.  Stretchers  and 
safety  lamp  are  kept  on  hand. 
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With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Glen  Alum  Mine  No.  2,  No.   53S 
of  the  printed  report. 
FRANK   McCLOSKY   Supt. 
P.  P.  FLANAGAN,  Gen.  Mgr.  T.  J.  CONNELLY,  Mine  Boss. 

BIG  SPLINT  COAL  COMPANY. 

No.  554.  Nolan  No.  1  or  Winifrede  Mine.  —  This  mine  is  located  at 
Nolan  on  a  branch  of  the  N.  &  W.  R.  R.  and  on  Tug  river;  is  a  drift  open- 
ing operating  the  Winifrede  coal  on  the  double  entry  system.  The  venti- 
lation, produced  by  a  furnace  is  only  fair,  owing  to  the  bad  condition  ot 
doors  and  stoppings.  Roof  is  good.  Drainage  is  poor  owing  to  the 
amount  of  water  generated  in  the  mine. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine  does  not  comply  with  the  law.  Rules 
are  not  posted.  Stretchers  and  safety  lamp  are  not  kept  on  hand.  Coal 
is  all  shot  from  the  solid. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men  this  mine  is  capable  of  producing  200  tons  per  day.     This  mine  was 
reported  last  year  as  Winifrede  Mine,  No.  534  of  the  printed  report. 
W.  D.  WALTZ,  Supt.  JOSEPH  H.  GRAY,  Mine  Boss. 

WAR  EAGLE  COAL  COMPANY. 

No.  555.  War  Eagle  Mine. — This  mine  is  located  on  Turkey  Creek  and 
a  branch  of  the  N.  &  W.  R.  R.;  is  a  drift  opening  operating  the  Kittanning 
Coal  on  the  double  entry  system. 

The  ventilation,  produced  by  natural  causes,  is  fairly  good  for  the 
small  number  of  men  employed  inside  the  mine.  Roof  is  good;  drain- 
age good. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
at  time  of  last  inspection  did  not  comply  with  the  requirements  of  the 
law. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  Rules  are  not  posted.  Stretchers  and  safety  lamp  are  kept  on 
hand.  With  the  present  mine  development  and  equipment  and  full  force 
of  men,  this  mine  is  capable  of  producing  100  tons  per  day. 

This  mine  was  reported  last  year  as  War  Eagle  Mine,  No.  535  of  the 
printed  report. 
GEO.  W.  COFFEY,  Supt. 
A.  MOORE,  Gen.  Mgr.  M.  F.  BOOTH,  Mine  Boss. 

No.  55G.  Pappoose  Mine. — This  mine  is  located  on  Turkey  Creek  and 
a  branch  of  the  N.  &  W.  R.  R. ;  is  a  drift  opening  operating  the  Kittan- 
ning Coal  on  the  double  entry  system. 

The  ventilation  produced  by  natural  causes  is  poor.  Cross  cuts  are 
not  made  in  this  mine  according  to  law. 
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AH   powder  Is  carried   Into  this  mine  in  cai  -    pounds  capacity. 

The  employes  burn  the  oil  sold  them  b3    I  i  ing  company,  which  al 

time  of  Li  ection  did  nol   meel  the  of  the  law.     Rules 

not   posted.     Stretchers  and   safety  lamp  a  band.     Roof  is 

good.     Drainage  onlj    fi 

The  second  opening  to  this   mine  complies   with  the  law.     The  manage- 
ment's attention  was  called  to  the  deficiencies  a1  this  mine,  and  it  wa 
sured  thai   thej   would  be  adjusted  at  01 

With   tl  al    mine  di  al   and   equipmenl   and   t'ull   force  of 

men.  this  mine  is  if  producing  300  mns  per  day.    This  mine 

ted  lasi   year  as  Pappoose  .Mine.  Xo.  536  oi'  the  printed   report. 
CEO.  W.  COFFEY,  Supt.  J.  K.  COFFEY.  Mine  Boss. 

A.  MOORE,  Gen.  Mgr. 

No.  557.  Mephisto  Mine. — This  mine  is  located  on  Turkey  Creek  and  a 
branch  of  the  X.  &  W.  R.  R.:   is  a  drift  openin  'he  Kittanning 

Coal  on  the  doubh  entry  system.  The  ventilation,  produced  1  >  a  furnace, 
is  fairly  good.     Roof  is  good;   drainage  only  fair. 

AH  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  tl  'ing  company,  which  at 

time  of  last  inspection  did  not  comply  with  the  requirements  of  the 
law.  Rules  are  noi  posted.  Stretchers  and  safety  lamp  are  kept  on 
hand. 

The   second   opening   to    this   mine    meets    all    the    requirements   of   the 
law.     This   is  a  new  mine,   began  shipping  coal   about   Oct.   1.   1905.  and 
with  the  present  mine  development  and  equipment  and  full  force  of  men, 
is  capable  of  producing  250  tons  per  day.     Not  reported  last  year. 
CEO.  W.  COFFEY.  Supt 
A.  MOOR1:    Gen.  Mgr.  J.  A.  EARXEST.  Mine  Boss. 

HATFIELD  COLLIERY  COMPANY. 

Xo.  558.  Hatfield  Nos.  1  and  2  Mines. — This  mine  is  located  about  four 
miles  west  of  Williamson  on  a  branch  of  the  N.  &  W.  R.  R.  and  Tug  Rivor; 
is  a  drift  opening  operating  the  Winifrede  Coal.  The  ventilation  pro- 
duced by  a  furnacQ  is  only  fair,  owing  to  the  crosscuts  not  being  made 
according  to  law.     Roof  is  good.     Drainage  only  fair. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted,  and  stretchers  and  safety  lamp  are  kept  on  hand.  With 
the  pre^enl  mine  development  and  equipment  and  full  force  of  men. 
this  mine  is  capable  of  producing  175  tons  per  day. 

This  min  was  reported  last  year  as  Hatfield  Mine.  Xo.  537  of  the 
printed  report. 

JOHN  E.  WILLIAMS,  Supt.  MATTHEW  GAMBILL  and 

COON  CHILDERS.  Mine  B< 

CULROSS  COAL  COMPANY. 
No.   559.  Jackson   Mine. — This  mine  is   located   one  mile  east   of  Nolan 


446  Annual  Report  of  [W.  Va. 

on  the  N.  &  W.  R.  R.  and  Tvig  River;  is  a  drift  opening  operating  the 
Winifrede  Coal  on  the  double  entry  system.  The  ventilation  produced  by 
a  furnace  is  only  fair,  owing  to  cross-cuts  not  being  made  according  to  law. 

Roof  is  good.  Drainage  is  poor,  owing  to  the  amount  of  water  gener- 
ated in  the  mine.  All  powder  is  carried  into  this  mine  in  cans  of  five 
pounds  capacity.  The  employes  burn  the  oil  sold  them  by  the  operating 
company,  which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Coal  is  all  shot  from  the  solid.  Rules  are  not  posted.  Stretchers  and 
safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  200  tons  per  day. 

This   mine   was   reported    last  year   as    Jackson   Mine,    No.    538    of   the 
printed  report. 
W.  J.  FRY,  Supt.  F.  J.  RUDY  and 

LEE  BANFIELD,  Mine  Bosses. 

No.  560.  Jackson  Mine  No.  2. — This  mine  was  worked  in  connection  with 
the  No.  1  Mine,  but  operated  the  Coalburg  Coal. 

It  has  been  idle  for  the  past  three  months  and  it  could  not  be  learned 
when   it   would   resume  operation. 
W.  J.  FRY,  Supt.  F.  J.  RUDY,  Mine  Boss. 

MATE   CREEK  COAL   COMPANY. 

No.  561.  Mate  Creek  Mine  No.  1. — This  mine  is  located  near  Matewan 
on  a  branch  of  the  N.  &  W.  R.  R.  and  on  Sulphur  Creek;  is  a  drift  open- 
ing operating  the  Lower  Kittanning  Coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  furnace  is  only  fair.  The  roof  in  this  mine 
is  very  bad  and  dangerous,  but  timbering  is  well  looked  after  and  all 
loose  slate  is  promptly  taken  down. 

All  powder  is  now  being  carried  into  the  mines  in  cans  of  five  pounds 
capacity.  Drainage  is  only  fair.  The  employes  burn  the  oil  sold  them 
by  the  operating  company,  which  is  of  a  fair  quality.  Rules  are  posted.. 
Stretchers  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force 
of  men,  this  mine  is  capable  of  producing  100  tons  per  day. 

This  mine  was  reported  last  year  as  Mate  Creek  Mine,  No.  539  of  the 
printed  report. 
S.  T.  LAMBERT,  Supt.  WM.  SIZEMORE  and 

JOSEPH  PARKS,  Mine  Bosses 

No.  562.  Mate  Creek  Mine  No.  2. — This  mine  is  operated  in  connection 
with  the  No.  1  Mine,  but  is  operating  the  Thacker  Coal  on  the  double  entry 
system. 

The  ventilation  produced  by  a  furnace  has  always  been  found  fairly 
good.     The  roof  is  good;   drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of   a   fair    quality. 

With   the  present  mine  development  and  equipment   and   full   force  of 


1906]  Chief  Mine  Inspector.  117 

men,  this  mine  is  capable  of  producing  LOO  tons  per  day.     Not    listed  last 

year. 

S.  T.  LAMBERT,  Supt.  WM.  SIZEMORE  and 

JOSEPH   PARKS,   Mine  Bosses. 

MARVIN  COM.   COMPANY. 

No.  5G3.  Marrin  Mine. — This  mine  is  located  at  Matewan  on  the  N.  & 
W.  R.  R.  and  Tng  River;  is  a  drift  opening  operating  the  Lower 
Kit  tanning  Coal.  The  ventilation  produced  by  a  furnace  is  only  fair; 
owing  to  the  irregular  system  of  working  entries  and  rooms. 

A  portion  of  the  mine  is  worked  on  the  double  entry  system,  while  other 
parts  are  worked  with  single  entries.  Tne  management  has  been  officially 
notified  that  the  double  entry  system  must  be  adopted  throughout  the  en- 
tire mine.     Roof  is  good;  drainage  good. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 

The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  posted  and  stretchers  and  safety  lamp  are 
kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force 
of  men.  this  mine  is  capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  Marvin  Mine,  No.  540  of  the  print- 
ed report. 
J.  A.  WILLIAMS,  Supt.  H.  C.  CHILDERS  and 

GEO.  T.  BOOTH,  Mine  Bosses, 

MARGARET  COAL   COMPANY. 

No.  5G4.  Margaret  Mine  No.  I. — This  mine  is  located  on  Turkey  Creek 
and  a  branch  of  the  X.  &  W.  R.  R. ;  is  a  drift  opening  operating  the 
Kittanning  Coal  on  the  double  entry  system.  The  ventilation,  produced 
by  natural  causes,  is  fairly  good  for  the  small  number  of  men  employed 
inside  the  mine. 

•  All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The 
employes  burn  the  oil  sold  by  the  operating  company*  which  at  time 
of  last  inspection  did  not  comply  with  the  requirements  of  the  law. 

Roof  is  good;    drainage  fairly   good. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force 
of  men,  this  mine  is  capable  of  producing  100  tons  per  day. 

This   mine  was   reported   last  year   as   Margaret  Mine,   No.   541   of  the 
printed  report. 
SAM  PERRY,  Supt.  A.  C.  WILLIAMS,  Mine  Boss. 

No.  5G5.  Margaret  Mine  No.  2. — This  mine  is  located  on  Turkey  Creek 
and  a  branch  of  the  N.  &  W.  R.  R. ;  is  a  drift  opening  operating  the 
Kittanning  coal  on  the  double  entry  system.  The  ventilation,  produced 
by  a  10  ft.  Crawford  &  McCrimmon  fan,  is  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  at 
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time  of  the  last  inspection  did  not  comply  with  the  requirements  of  the 
law. 

Rules  are  not  posted.  Stretchers  and  safety  lamp  are  not  kept  on 
hand.  This  is  a  new  mine,  began  shipping  coal  about  Nov.  1st,  1905,  and 
with  the  present  mine  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  300  tons  per  day.  Not  reported  last  year. 
SAM  PERRY,  Supt.  A.  C.  WILLIAMS,  Mine  Boss. 

H.  A.  SHAFFER. 

No.  566.  Star  Mine. — This  mine  is  located  on  Turkey  Creek  and  a 
branch  of  the  N.  &  W.  R.  R. ;  is  a  drift  opening  operating  the  Kittanning 
Coal  on  the  double  entry  system.  The  ventilation  has  been  produced 
by  natural  causes,  but  a  furnace  will  be  used  for  that  purpose  just  as  soon 
as   ii    can  be  completed. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity.  The 
employes  burn  the  oil  sold  them  by  the  operating  company,  which  at 
time  of  last  inspection  did  not  meet  the  requirements  of  the  law. 

Rules  are  posted,  and  stretchers  and  safety  lamp  are  kept  on  hand. 
Roof  is  good;  drainage  only  fair.  With  the  present  mine  development  and 
equipment  and  full  force  of  men,  this  mine  is  capable  of  producing  250 
tons  per  day. 

This  mine  was  reported  last  year  as  Star  Mine,  No.  542  of  the  printed 
report. 
H.  A.  SHAFFER,  Supt  JAS.  McBRAYER,  Mine  Boss. 

CEDAR  COAL  COMPANY. 

No.  5G7.     Ced  '.  -This  mine  is  located  C  miles  east  of  Thacker  on 

the  N.  &  W.  R.  R.  and  Tug  River;  is  a  drift  opening  operating  the  Kittan- 
ning Coal  on  the  double  entry  system.  The  ventilation,  produced  by  a 
furnace,  is  only  fair.  Roof  is  good.  Owing  to  the  amount  of  water 
generated  in  the  mine,  drainage  is   poor. 

All  powder  is  carrii  d  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
did  not  meet  the  requirements  of  the  law  at  the  last  inspection. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  Rules  are  not  posted.  Stretchers  and  safety  lamp  are  not  kept  on 
hand. 

With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  100  tons  per  day. 

This  mine  was  reported  last  year  as  Cedar  Mine,  No.  543  of  the  printed 
report. 
J.  W.  MITCHELL,  Supt.  A.  J.  YOUNCE  and 

G.  R.  MITCHELL,  Mine  Bosses. 

MERRIMAC  COAL  &  COKE  COMPANY. 

Nos.  568  and  56!*.  nac  Mines  Nos.  1  and  2  and  Coaling  Station. — 

These  mines  are  located  5  miles  east  of  Williamson  on  the  N.  &  W.  R.  R. 
and  Tug  River;  and  drift  openings  operating  the  Lower  Kittanning  Coal 
on  th(    single  entry  system.     The  Xos.  1   and  2  mines  were  operated  very 
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little  this  year,  but  the  Coaling  Station  was  in  operation  during  the  en- 
tire year.  The  ventilation  produced  by  a  furnace  is  poor,  owing  to  the 
single  entry  system,  but  the  mine  has,  during  the  past  year,  adopted  the 
double  entry  system,  but  it  will  take  some  little  time  to  better  the  con- 
dition of  the  ventilation. 

All  powder  is  carried  into  these  mines  in  cans  of  five  pounds  capacity. 
The  employes  are  now  burning  the  oil  sold  them  by  the  operating  company, 
which  is  of  a  fair  quality.  Rules  are  not  posted.  Stretchers  and  safety 
lamp  are  not  kept  on  hand.  The  second  opening  to  these  mines  meet  all 
the  requirements  of  the  law. 

It  has  been  with  much  insistence  on  the  part  of  the  inspector  that 
the  company  comply  with  the  official  instructions  given  during  the  past 
year.  With  the  present  mine  development  and  equipment  and  full  force 
of  men,  these  mines  are  capable  of  producing  150  tons  per  day. 

Thee  mines  were  reported  last  year  as  Merrimac  Mines,  No     544  and  545 
of  the  printed  report. 
JNO.  E.  WILLIAMS,  Supt.  J.  W.  NEWCOM,  Mine  Boss. 

WILLIAMSON  COAL  &  COKE  COMPANY. 

No.  570.  Williamson  No.  1. — This  mine  is  located  at  Williamson  on  the 
N.  &  W.  R.  R. ;  is  a  drift  opening  operating  the  Lower  Kittanning  Coal  on 
the  double  entry  system.  The  ventilation,  produced  by  a  furnace,  has 
always  been  found   fairly   good.     Roof   is   good;    drainage   fair. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.    Rules  are  posted  and  stretchers  and  safety  lamp  are  kept  on  hand. 

With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  225  tons  per  day.     This  mine  was 
reported  last  year  as  Williamson  Mine,  No.  546  of  the  printed  report. 
W.  T.  POOLE,  Supt.  HARVEY    STOTRIDGE,  and 

LEE  ADKINS,  Mine  Bosses. 

No.  571.  William  Mine  No.  2. — This  mine  is  located  at  Williamson  on 
the  N.  &  W.  R.  R.;  is  a  drift  opening  operating  the  Lower  Kittanning 
Coal  on  the  double  entry  system. 

The  ventilation  produced  by  a  furnace  is  good.     Roof  is  good;  drainage 
good.     This  is  a  new  mine,  began  shipping  coal  June,  1906.     Not  reported 
last  year. 
W.  T.  POOLE,  Supt. 

GOODMAN  COAL  &  COKE  COMPANY. 

Nos.  572  and  573.  Goodman  Mines  Nos.  1  and  2. — These  mines  are  lo- 
cated about  two  miles  east  of  Williamson  on  a  branch  of  the  N.  &  W.  R. 
R.  and  on  Sugar  Tree  Creek;  are  drift  openings  and  the  No.  1  mine  oper- 
ates the  Winifrede  Coal  and  the  No.  2  the  Coalburg  Coal.  The  product 
from  both  mines  is  handled  over  one  tipple.  The  ventilation,  produced 
by  furnaces,  is  fairly  good.     The  roof  is  good;   drainage  good. 

All  powder  is  carried  into  these  mines  in  cans  of  five  pounds  capacity. 
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The  employes  are  now  burning  the  oil  sold  them  by  the  operating  company, 
which  is  of  a  fair  quality. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Rules  are  posted,  and  stretchers  and  safety  lamp  are  kept  on  hand.  With 
the  present  mine  development  and  equipment  and  full  force  of  men,  this 
mine  is  capable  of  producing  250  tons  per  day. 

These  mines  were  reported  last  year  as  Goodman  Mines  Nos.  1  and  2, 
No.  547  of  the  printed  report. 
J.  R.  BOOTH,  Supt.  S.  V.  HARVEY,  Mine  Boss. 

HOWARD  COLLIERY  COMPANY. 

No.  574.  Howard  Mine. — This  mine  is  located  four  miles  east  of  William- 
son on  a  branch  of  the  N.  &  W.  R.  R.  and  on  Buffalo  Creek;  is  a  drift 
opening  operating  the  Winifrede  Coal  on  the  double  entry  system.  The 
ventilation  produced  by  a  furnace  is  fairly  good.  Roof  is  good.  Drain- 
age is  only  fair. 

The  management  has  been  cautioned  and  officially  notified  to  keep  powder 
in  the  original  keg  outside  of  the  mine.  The  employes  are  now  burning 
the  oil  sold  them  by  the  operating  company,  which  is  of  a  fair  quality. 
Rules  are  not  posted.     Stretchers  and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  175  tons  per  day. 

This   mine   was    reported    last    year  as    Howard    Mine,   No.    548    of   the 
printed    report. 
F.  L.  SCHOEW,  Supt.  R.  G.  CLAYTON,  Mine  Boss. 

CHATTAROY  COLLIERY  COMPANY. 

No.  575.  Chattaroy  Mine. T-This  mine  is  located  four  miles  east  of  Wil- 
liamson on  a  branch  of  the  N.  &  W.  R.  R.  and  on  Buffalo  Creek;  is  a 
drift  opening  operating  the  Winifrede  Coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  furnace  is  fairly  good.  The  roof  is  good; 
drainage  only  fair. 

All  powder  is  carried  into  the  mines  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality.  Rules  are  posted,  and  stretchers  and  safety  lamp 
are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  a  full  force  of 
men,  this  mine  is  capable  of  producing  225  tons  per  day. 

This  mine  was  reported   last  year  as  Chattaroy  Mine,   No.   549   of  the 
printed  report. 
C.  E.  TABOR,  Supt.  -        J.  V.  HACKWORTH  and 

E.  BURKE,  Mine  Bosses. 

THE  BUFFALO  COLLIERIES  COMPANY. 

No.  57G.  Buffalo  Mine. — This  mine  is  located  four  miles  east  of  Wil- 
liamson on  a  branch  of  the  N.  &  W.  R.  R.  and  Buffalo  Creek;  is  a  drift 
opening  operating  the  Winifrede  Coal  on  the  double  entry  system.     The 
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ventilation  produced  by  a  furnace  is  fairly  good.     Roof  is  good.    Drainage 
only  fair. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity.  The 
employes  burn  the  oil  sold  them  by  the  operating  company  which  is  of  a 
a  fair  quality.  Rules  are  posted,  and  stretchers  and  safety  lamp  are  kept 
on   hand. 

The  second  opening  to  this  mine  does  not  comply  with  the  law.  but  a  new 
one  is  now  being  made.  With  the  present,  mine  development  and  equip- 
ment and  a  full  force  of  men.  I  his  mine  is  capable  of  producing  125  tons 
per  daj . 

This  mine  was  reported  last  year  as  Buffalo  Mine,  No.  550  of  the  printed 
report. 
S.  V.  PRESTON,  Supt.  C.  D.  JEFFERSON,  Mine  Boss. 

RAWL  COAL  d  COKE  COMPANY. 

No.  577.  Raid  Mine  No.  1. — This  mine  is  located  about  4  miles  east  of 
Williamson  on  the  N.  &  W.  R.  R.  and  on  Tug  River:  is  a  drift  opening 
operating  the  Lower  Kittanning  Coal  on  the  double  entry  system.  The 
ventilation  produced  by  a  furnace  is  fairiy  good,  when  crosscuts  are  made 
according  to  law.     Roof  is  good;  drainage  fairly  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity.  The 
employes  are  now  using  the  oil  sold  them  by  the  operating  company, 
which  is  of  a  fair  quality.  Rules  are  not  posted.  Stretchers  and  safety 
lamp  are  not  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  full  force  of 
men,  this  mine  is  capable  of  producing  125  tons  per  day. 

This  mine  was  reported  last  year  as  Rawl  Mine  No.  1,  No.  551  of  the 
printed  report. 
CHAS.  S.  TRAUSON,  Supt.  T.  W.  PHILLIPS,  Mine  Boss. 

No.  578.  Rawl  Mine  No.  2.  —  This  mine  is  operated  in  connection  with 
the  No.  1  Mine  but  operates  the  upper  strata  of  the  Kittanning  coal.  The 
ventilation,  produced  by  a  furnace  is  fairly  good,  when  crosscuts  are  made 
according  to  law.    Roof  is  good;  drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity.  The 
employes  'are  now  using  the  oil  sold  them  by  the  company  operating 
company,  which  is  of. a  fair  quality.  Rules  are  not  posted.  Stretchers  and 
safety  lamp  are  not  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
With  the  present  mine  development  and  equipment  and  full  force  of 
of  men,  this  mine  is  capable  of  producing  100  tons  per  day. 

This  mine  was  reported  last  year  as  Rawl  Mine  No.  2,  No.  552  of  the 
printed  report. 
CHAS.  S.  TRAUSON.  Supt.  T.  W.  PHILLIPS,  Mine  Boss. 

THE  WALNUT  HILLS  COAL  <(-  MINING  COMPANY. 

No.  579.  The  Walnut  Hills  Mine. — This  mine  is  located  near  Naugatuck 
on  the  N.  &  W.  R.  R.  and  on  Pigeon  Creek;   is  a  drift  opening  operating 
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the  Kittanning  coal   on  the  double  entry  system.     The  ventilation,  pro- 
duced by  a  furnace,  is  fairly  good.    Roof  is  fairly  good.    Drainage  good. 

All  powder  is  carried  into  this  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which  is 
of  a  fair  quality. 

A  second  opening  to  this  mine  is  being  made.  Rules  are  not  posted. 
Stretchers  and  safety  lamp  are  not  kept  on  hand.  With  the  present 
mine  development  and  equipment  and  a  full  force  of  men,  this  mine  is 
capable  of  producing  250  tons  per  day. 

This  mine  was  reported  last  year  as  Mine  No.  1,  No.  553  of  the  printed 
report. 
A.  T.  MASSEY.  Supt.  JOE  PIRRUNG  and 

ALBERT  McKINNEY,  Mine  Bosses. 

LINGOHOCKEN  COAL   COMPANY. 

No.  580.  Lingohocken  Mine.— This  mine  is  located  four  miles  east  of 
Williamson  on  a  branch  of  the  N.  &  W.  R.  R.  and  on  Buffalo  Creek;  is  a 
drift  opening  operating  the  Winifrede  Coal  on  the  double  entry  system. 
The  ventilation,  produced  by  a  furnace  and  natural  causes  is  only  fair. 
The  roof  is  good,  but  owing  to  the  amount  of  water  generated  from 
the  mine  the  drainage  is  poor. 

Shooting  the  coal  on  the  solid  was  formerly  practiced  in  this  mine 
but  that  practice  is  about  discontinued.  Rules  are  posted  and  stretchers 
and  safety  lamp  are  kept  on  hand. 

The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  With  the  present  mine  development  and  equipment  and  a  full  force 
of  men,  this  mine  is  capable  of  producing  150  tons  per  day. 

This  mine  was  reportde  last  year  as  Lmgchocken  Mine,  No.  554  of  the 
printed  report. 
W.  B.  BUCKWALKER,  Supt.  LEE  HONAKER,  Mine  Boss. 

WARFIELD  COAL  COMPANY. 

No.  581.  Warfield  Mine. — This  mine  is  located  at  Warfield  on  the 
N.  &  W.  R.  R. ;  is  a  shaft  opening  operating  the  Alma  or  Lower  Kittan- 
ning Coal,  which  is  reached  by  a  shaft  34  ft.  deep. 

This  is  a  new  mine  and  the  construction  of  a  tipple  and  side  tracks  is 
about  complete.     Not  listed  last  year. 
W.  W.  COOK,  Supt.  C.  M.  PRICE,  Mine  Boss. 

WAYNE  COUNTY. 

EAST  LYNN  COAL  COMPANY. 

No.  582.  East  Lynn  Mines  Nos.  1  and  2. — These  mines  are  located  about 
7  miles  east  of  Wayne  on  Pole  Twelve  Creek;  are  drift  openings  operating 
the  Winifrede  Coal  on  the  double  entry  system.  The  No.  2  mine  has  not 
been  in  operation  during  the  past  year.  The  ventilation  in  No.  1  mine 
is  produced  by  a  furnace  and  has  always  been  found  fairly  good,  for  the 
small  number  of-  men  employed  inside  the  mine. 

The  roof  is  good;   drainage  only  fair. 
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All  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
The  employes  burn  the  oil  sold  them  by  the  operating  company,  which 
is  of  a  fair  quality. 

A  second  opening  to  this  mine  is  being  made.  Rules  are  not  posted. 
Stretchers  and  safety  lamp  are  not  kept  on  hand.  With  the  present  mine 
development  and  equipment  and  full  force  of  men,  this  mine  is  capable  of 
producing  200  tons  per  day. 

This  No.  1  Mine  was  reported  last  year  year  as  East  Lynn  Mine,  No. 
555  of  the  printed  report. 
SAM  PERRY,  Supt.  L.  A.  CARDEN,  Mine  Boss. 
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SEVENTH     DISTRICT. 


GENERAL    SUMMARY   OF    THE   SEVENTH  DISTRICT  FOR 
THE  YEAR  ENDING  JUNE  30th,  1906. 
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CONDITION   OF   THE  MINES  IN   THE   SEVENTH   DISTRICT. 


As  Reported  Upon   by  S.  S. 


Cooper,  Mine  Inspector,  on  the  Date  of  Last 
Inspection. 


Mcdowell  county. 


NAME   OF  COMPANY.  NAME  OP  MINE. 

Tidewater  Coal  &  Coke  Co Tidewater 

Bottom  Creek  Coal  &  Coke  Co Bottom  Creek 

Peerless  Coal  &  Coke  Co Peerless 

The  Empire  Coal  &  Coke  Co Empire 

Shawnee  Coal  &  Coke  Co Shawnee 

Eureka  Coal  &  Coke  Co Eureka 

Pulaski  Iron  Co Pulaski 

Keystone  Coal  &  Coke  Co Keystone  No.  1 

Keystone  Coal  &  Coke  Co Keystone  No.  2 

Algoma  Coal  &  Coke  Co Algoma  Big  Four 

Algoma  Coal  &  Coke  Co Algoma  North  Forli 

Algoma  Coal  &  Coke  Co Algoma  Piney 

Gilliam  Coal  &  Coke  Co Gilliam 

Roanoke  Coal  &  Coke  Co .Roanoke 

Indian  Ridge  Coal  &  Coke  Co Indian  Ridge 

Arlington  Coal  &  Coke  Co Arlington 

Greenbrier  Coal  &  Coke  Co Greenbrier 

McDowell  Coal  &  Coke  Co McDowell 

Ashland  Coal  &  Coke  Co Ashland  No.  1 

\shland  Coal  &  Coke  Co Ashland  No.  2 

Elk  Ridge  Coal  &  Coke  Co Elk  Ridge 


Date  of         n 

last  In"       diUon 
spection.      uluon- 

Nov.  20,  1905  Good 

Nov.  13,  1905  Good 

Nov.  16, 1905  Good 

Dec.    8,1905  Good 

Nov.  17, 1905  Good 

Nov.  12, 1905  Good 

Nov.  22, 1905  Good 

Jan.  22,1906  Good 

Jan.  22,1906  Good 

Mar.  19, 1906  Good 

Mar.  19, 1906  Good 

Mar.  19, 1906  Good 

Oct.  14,  1905  Good 

Oct.  13,  1905  Good 

Mar.  24, 1906  Good 

Oct.  12,1905  Good 

Mar.  21, 1906  Good 

Mar.  20, 1906  Good 

Oct.  10, 1905  Good 

Oct.  11, 1905  Good 

Aug.  25,  1905  Good 
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Lo  nchburg  Coal  &  Coke  Co Lynchburg 

Powhatan  Coal  &  Coke  Co Powhatan 

Upland  Coal  &  Coke  Co Upland  Xo.  1 

Upland  Coal  &  Coke  Co Upland  Xo.  2 

Houston  Coal  &  Coke  Co !  louston  Xo.  1 

Houston  Coal  &  Coke  Co Houston  Xo.  2 

Crozer  Coal  &  CoKe  Co Crozer    No.    1 

Crozer  Coal  &  Coke  Co Crozer  Xo.  2 

Turkey  Gap  Coal  &  Coke  Co Tuncey  Gap 

The  Pocahontas  Consolidated  Co..  .  Norfolk 
The  Pocahontas  Consolidated  Co...  Angle 
The  Pocahontas  Consolidated  Co...  Lick  Branch 
The  Pocahontas  Consolidated  Co...  Delta 
The  Pocahontas  Consolidated  Co..  .  Shamokin 
The  Pocahontas  Consolidated  Co..      Rolfe  (idle) 
The  Pocahontas  Consolidated  Co..  .Cherokee 

Elkhorn  Coal  &  Coke  Co Elkhorn 

Cirrus  Ct;al  &  Coke  Co Cirrus 

Big  Sandy  Coal  &  Coke  Co Big  Sandy 

Big  Sandy  Coal  &  Coke  Co Marytown  (Tug  R.) 

Matter  Coal  &  Coke  Co Maher 

Jewett,  Bigelow  &  Brooks  Col- 
lieries Co Hensley  Xo.  1 

Jewett,  Bigelow  &  Brooks  Col- 
lieries Co Hensley  Xo.  2 

Jewett,  Bigelow  &  Brooks  Col- 
lieries  Co Hensley  No.  3  or 

Flournoy 

Vaughan  Coal  &  Coke  Co Cambridge 

Superior-Pocahontas  Coal  Co Blackstone  or  No.  1 

Superior-Poeahontas  Coal  Co Davy  Crockett,  or 

\      Xo.  2 

Superior-Pocahontas  Coal  Co Helena  or  Xo.  3 

Superior-Pocahontas  Coal  Co Cletus  (abandoned) 

Superior-Pocahontas  Coal  Co Henritz  (aband'n'd) 

Twin  Branch  Mining  Co Twin   Branch 

Short  Creek  Coal  &  Coke  Co Short  Creek 

Pocahontas  Collieries  Co West 

Antler  Coal  &  Coke  Co Antler 

United  States  Coal  &  Coke  Co Xo.    1 

United  States  Coal  &  Coke  Co Grapevine  Shaft 

United  States  Coal  &  Coke  Co Xo.  2 

United  States  Coal  &  Coke  Co Xo.  3 

United  States  Coal  &  Coke  Co No.  4 

United  States  Coal  &  Coke  Co No.  5 

United  States  Coal  &  Coke  Co No.  6 

United  States  Coal  &  Coke  Co No.  7 

United  States  Coal  &  Coke  Co No.  8 

Mohawk  Coal  &  Coke  Co Mohawk 


Dec.  5, 
Dec.  14, 
Dec.  9, 
Dec.  9, 
Dec.  10, 
Dec.  11, 
Oct.  5, 
Mar.  22, 
Dec.  15, 
Dec.  1G, 
Dec.  18, 
Dec.  22, 
Dec.  23, 
Dec.  19, 


1905 
1905 
1905 
1905 
1905 
L905 
1905 
1906 
1905 
1905 
1905 
L905 
1905 
1905 


Good 
Good 
Good 
Good 
Good 
Good 
Good 
Fail- 
Good 
Good 
Good 
Good 
Good 
Good 


Dec.  21, 
Xov.  23, 
Mar.  29, 
Mar.  29, 
Mar.  29, 


1905 
1905 
1906 
1906 
1906 


Good 
Good 
Good 
Good 
Good 


Mar.  27,  1906  Good 


Mar. 

28, 

1906 

Good 

Oct. 

30, 

1905 

Good 

Mar. 

27, 

1906 

Good 

Oct.  30,  1905  Fair 


Oct.  31, 

1905 

Fair 

Mar.  27, 

1906 

Good 

July  29, 

1905 

Good 

Mar.  26, 

1906 

Good 

Feb.  7, 

1906 

Good 

Feb.  6, 

1906 

Good 

Sept.  29, 

1905 

Good 

Sept.  29, 

1905 

Good 

Sept.  30, 

1905 

Good 

Sept.  30, 

1905 

Good 

Jan.  1,  1906  Good 


456 


Annual  Report  of 


[W.  Va. 


Mar.  12, 

1906 

Good 

Mar.  2G, 

1906 

Good 

Mar.  26, 

1906 

Good 

Oct.  9, 

1905 

Good 

Oct.  9, 

1905 

Good 

Feb.  5, 

190G 

Good 

Jan.  23, 

1906 

Good 

Mar.  23, 

1906 

Good 

July  17, 

1905 

Good 

July  18, 

1905 

Good 

July  17,1905  Good 


Welch  Coal  &  Coke  Co Welch 

Welch  Coal  &  Coke  Co Hemphill 

Oregon  Coal  Co Imo  or  No.  1 

Oregon  Coal  Co McClaren  or  No.  2 

Zenith  Coal  &  Coke  Co Zenith  No.   1 

Zenith  Coal  &  Coke  Co Zenith   No.  2 

Page  Coal  &  Coke  Co Page  No.   1 

The  Middle  State  Coal  &  Coke  Co...Elkhorn    Shaft 

King  Coal  Co : King 

Virginia-Pocahontas  Coal  Co Coalwood  No.  1 

Virginia-Pocahontas  Coal  Co Coalwood  No.  2 

Virginia-Pocahontas  Coal  Co Coalwood    No.    3 

Virginia-Pocahontas  Coal  Co Coalwood  No.  4 

New  River  &  Pocahontas   Cons. 

Coal  Co Nos.  1,  iy2,  2  and  3 

MERCER  COUNTY. 

Mill  Creek  Coal  &  Coke  Co Mill  Creek 

Mill  Creek  Coal  &  Coke  Co Coaldale 

Buckeye  Coal  &  Coke  Co Buckeye 

The  Pocahontas  Consolidated  Co... Caswell 

The  Pocahontas  Consolidated  Co.  ..Sagamore   (idle) 

Booth-Bowen  Coal  &  Coke  Co Booth-Bowen 

Louisville  Coal  &  Coke  Co L,ouisville 

Louisville  Coal  &  Coke  Co Goodwill 

Pinnacle  Coal  &  Coke  Co Pinnacle  North 

Pinnacle  Coal  &  Coke  Co Pinnacle   South 

Crane  Creek  Coal  &  Coke  Co Crane  Creek  No.  1 

Crane  Creek  Coal  &  Coke  Co Crane  Creek  ino.  2 

Crystal  Coal  &  Coke  Co Crystal 

Thomas    Coal    Co Thomas 

Weyanoke  Coal  &  Coke  Co Weyanoke 

Spring  Coal   Mining  Co Spring 

Piedmont  Colliery Piedmont  No.   1 

Wenonah  Coal  &  Coke  Co Wenonah  Nos.  1  &  2 

Hiawatha  Coal  &  Coke  Co Hiawatha 

The  Smokeless  Coal  &  Coke  Co Smokeless 

Pawama  Coal  &  Coke  Co Pawama 

The  Cephus  Coal  Co Cephus 


July  28, 
Jan.  16, 


1905  Good 

1906  Good 


Sept.  26, 
Sept.  25, 
Jan.  18, 
Jan.  18, 
Jan.  17, 
Jan.  17, 
Jan.  19, 
Jan.  18, 
Jan.  30, 
Jan.  26 
Jan.  24, 
Jan.  31, 
Jan.  26, 
Jan.  25, 
Aug.  19, 


1905 
1905 
1906 
1906 
1906 
190G 
1906 
1906 
1906 
1906 
1906 
1906 
1906 
1906 
1905 


Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
Good 
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COAL   PRODUCTION  BY  GEOLOGICAL   SERIES  AND 
COUNTIES,  1906. 


COUNTIES. 


Brooke 

Hancock  — 

Marion 

Monongalia 
Marshall. .    . 

Ohio 

Barbour 

Harrison  — 

Taylor 

Upshur 

Grant  

Mineral 

Preston 

Randolph  . . . 

Tucker 

Olay  

Fayette 

Kanawha  — 

Mason 

Nicholas  — 

Putnam 

Raleigh 

Lincoln 

Logan 

Mingo 

Wayne  

McDowell... 
Mercer 


Total- 


305,142 


3,629,805 
102.224 
411, OtH 
101,768 
433,364 

3.030.73' 

398,563 

5,  ~ 


326,361 


199,370 
108,420 
465,341 


23* 


Occtf 

o 


50,343 


500 


10,393 


7211 


419,525 


"    £     = 

SlSl 


73, 170 
3,214 


93,850 
204  ,'389 


228,837 
203,393 
827,772 
569,443 
1,057,8110 

65,36 
2,487,889 
3,666,57 


50, 921 


15,801 

349.228 

1,719,233 

14,914 


9.517,965     481.481   11,631.798   15,592,230 


>  ^~~ 

M  U-  s  • 


4.938,580 


823,666 


7,806.524 
2.023,460 


378,312 

53.557 

3,629,805 

196,074 

411,061 

1(11,768 

638,253 

3,030,737 

398,563 

5,809 

228,837 

540,147 

827,772 

569,443 

1,057,800 

66,087 

7,625,839 

4,086,102 

108, 420 

50,921 

165,341 

823,666 

15,801 

349,228 

1,719,233 

14,914 

7.806,524 

2,023,460 


37,223.474 
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DUST  EXPERIMENT. 

MADE  IN  A  MINE  OF  THE  EQUITABLE  COAL  COMPANY,  APRIL 

12,  1006. 

TO    DETERMINE    IF    "BUG-DUST"    FROM    MACHINE    CUTTINGS    WOULD    EXPLODE — RE- 
SULT   A    PHENOMENON. 

With  a  view  of  ascertaining  whether  or  not  the  machine  cuttings,  com- 
monly called  bug  dust,  in  a  splint  coal  mine  could  be  made  to  explode,  an 
experiment  was  made  on  Thursday  of  this  week  with  the  machine  cuttings 
taken  from  the  dryest  sections  of  the  Coalburg  seam  operated  by  the 
Equitable  Coal  Company  at  Crown  Hill.  The  experiment  was  made  in  the 
presence  of  Mine  Inspector  Paul,  Deputy  Earl  Henry,  Deputy  B.  H.  Hill, 
Mr.  John  Roane  of  the  coal  company,  W.  F.  Mandt,  superintendent  of  the 
Sunday  Creek  Coal  Comapny,  and  Mr.  Olmstead  and  Mr.  Hemington,  stock- 
holders of  the  company. 

To  be  on  the  side  of  safety  the  experiment  was  conducted  in  a  part  of 
the  old  mine  in  the  Cedar  Grove  seam.  The  machine  cuttings  from  the 
Coalburg  seam  were  loaded  into  sacks  holding  about  100  pounds  each,  of 
which  there  were  30  sacks  used  in  the  experiment.  The  dry  portion  of 
the  Cedar  Grove  mine  was  selected  for  the  test  and  the  machine  cuttings 
were  distributed  over  about  50  feet  of  the  entry  and  the  dust  was  agitated 
by  throwing  it  through  the  air  with  shovel  and  by  hand.  Two  piles  of 
dust  consisting  of  about  500  pounds  each,  were  placed  in  the  middle  of  the 
entry  and  a  five-inch  cartridge  of  powder  was  placed  under  these  piles  of 
dust.  The  purpose  was  to  throw  the  dust  into  the  atmosphere  of  the 
mine  and  thoroughly  agitate  the  dust. 

An  effort  was  also  made  to  simulate  a  "blow-out  shot"  and  to  accomplish 
this  a  pipe  of  an  inch  and  one-half  in  diameter  and  seven  feet  long  was 
charged  with  forty  inches  of  powder  and  tamped  with  dry  coal  dust. 
All  of  these  charges  were  fired  by  means  of  a  fuse;  the  charges  in  the 
pile  of  dust  were  made  to  go  off  one-half  of  a  minute  before  the  charge 
in  the  pipe  was  made  to  explode.  The  first  experience  resulted  in  all 
charges  exploding  but  the  tamping  was  not  blown  out  of  the  pipe.  The 
pipe,  however,  bursted  along  that  portion  of  it  holding  the  powder.  A 
second  experiment  was  made  in  the  same  manner  as  related  above,  using 
a  four-foot  pipe.  In  this  case  the  pipe  broke  in  two  about  eighteen  inches 
from  the  end  containing  the  powder  and  the  tamping  was  not  blown  out. 

A  peculiar  phenomenon  in  connection  with  the  second  experiment  was 
that  the  powder  in  the  18-inch  piece  of  pipe  did  not  explode,  but  the  force 
of  the  explosion  in  the  pipe  was  such  that  it  packed  the  powder  so  tightly 
that  it  could  not  be  dislodged  by  pounding  it  with  a  club. 

After  each  of  these  experiments  careful  examinations  were  made  to 
ascertain  if  the  dust  had  been  inflamed,  but  there  was  no  evidence  of 
the  dust  being  inflamed  or  in  the  least  charred.  The  experiment  was  not 
entirely  satisfactory  for  the  reason  that  in  both  cases  the  pipes  failed  to 
produce  a  blow-out  shot.  The  main  purpose  was  to  blow  the  tamping 
out  with  a  view  of  causing  it  to  be  inflamed  by  the  powder  behind  it. 

An  effort  will  be  made  to  reproduce  this  experiment,  using  an  im- 
provised cannon  to  obtain  a  blow-out  shot. 
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It  has  been  fully  demonstrated  that  the  fine  coal  dust  in  the  soft  bitu- 
minous coals  will  become  inflamed  and  explode  under  certain  conditions, 
bul  so  far  there  is  no  record  of  an  occurrence  of  this  kind  in  any  of  the 
splint  coal  mines  and  since  it  is  the  practice  at  some  of  the  splint  mines 
to  leave  these  coal  cuttings  inside  of  the  mines  the  above  experiment 
was  made  with  the  view  of  ascertaining  whether  the  dust  from  the  cut- 
tings from   the  splint   coal   could   be  made  to  explode  by  a  blow-out  shot. 

A  question  has  arisen  in  the  minds  of  the  state  mine  inspection  de- 
partment as  to  the  advisability  of  requiring  the  removal  from  the  splint 
mines  of  the  machine  cuttings.  At  present  there  seems  to  be  no  market 
for  cuttings  from  some  of  the  splint  mines  and  it  would  be  a  dead  ex- 
pense to  the  operators  to  remove  these  cuttings.  Further  experiments 
will  be  made  to  satisfy  the  state  mine  inspection  department  to  deter- 
mine if  these  machine  cuttings  are  a  source  of  danger  and  if  it  is  found 
that  they  are  dangerous  an  effort  will  be  made  to  compel  the  removal 
of  such  cuttings  from  all  splint  mines. 


CONCERNING  BOYS    UNDER  1%   YEARS. 


W.  R.   JOHNSON  &  CO., 
Oakland  Coal  Minks. 

Smithers.  W.  Va.,  Nov.  25th,  1905. 
Mr.  James  W.  Paul, 

Chief  Mine  Inspector. 

Charleston,  W.   Va.: 
Dear  Sir:  — 

We  had  a  boy  trapping  in  our  mine  whom  we  recently  stopped  from 
work,  as  he  is  only  thirteen  years  old. 

His  father  is  in  bad  health  and  is  very  dependent  on  the  boy  for  sup- 
port, as  he  has  a  large  family,  and  has  asked  me  to  let  the  boy  return 
to  work,  saying  that  he  has  been  attending  school  at  night  and  will 
continue  to  do  so  if  I  reinstate  him. 

The  enclosed  certificate  from  the  principal  of  the  school  here  shows 
that   the   boy   has    been    receiving   instruction. 

Kindly  advise  if,  under  the  circumstances,  you  will  permit  him  to 
return  to  work.    The  boy  is  careful  and  we  think  the  case  a  worthy  one. 

Very  truly, 

W.  R.  Johnson,  &  Co., 
by  Wm.  K.  Bridges,  Mgr. 


To  Whom  it  May  Concern: 

This  certifies  that  John  Harvey  is  and  has  been  for  some  time,  re- 
ceiving private  instruction  at  the  hands  of  the  teachers  of  Oakland 
School. 

Mattie  Stanley,  Prin. 
Nov.  25th,  1905. 
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Charleston.  W.  Va.,  Dec.  8,  1905. 
W.  R.  John. sox  &  Co., 

Smithers,   W.   Va.. 
Gentlemen:  — 

Your  communication  of  the  25th  ult..  concerning  John  Harvey,  13 
years  old,  and  whom  you  claim  is  working  in  your  mine,  and  that  he  is 
being  given  instruction  in  schooling,  a  certificate  to  that  effect  having 
accompanied  your  communication,  has  been  received,  and  the  matter 
referred  to  the  Attorney  General. 

I  have  requested  that  he  give  an  opinion  in  regard  to  the  matter  and  I 
now   have   his   reply,   a  copy   of  which    I    herewith    attach. 

If  the  boy  continues  to  work  in  the  mine  he  will  have  to  take  his 
chances  of  coming  in  contact  with  the  truant  officer,  in  which  case  he 
will  then  have  to  show  to  him  that  he  has  received  the  proper  instruc- 
tion in  the  branches  taught  in  the  public  schools. 

Yours  very  truly, 

J.    W.    P.\rr.. 
Chief  Mine  Inspector. 


Charleston,  W.  Va.,  Nov.   27,  1905. 
Hon.  Clark  W.  May, 

Attorney  General, 

Charleston,  W.   Va., 
Dear  Sir:  — 

a  boy,  John  Harvey,  aged  13,  has  recently  been  deprived  of  his  work  as 
trapper  in  the  mine  of  W.  R.  Johnson  &  Co.  at  Smithers,  W.  Va...  for  rea- 
son of  his  being  under  14  years  of  age. 

I  am  informed  that  this  boy's  earnings  are  used  for  the  support  of  a  de- 
pendent father. 

It  appears  that  school  is  now  in  session  in  the  district  where  young 
Harvey   resides,   but   I    have   a   certificate   as   follows: 

"To  whom  it  may  concern: 

"This  certifies  that  John  Harvey  is  and  has  been  for  sometime,  re- 
ceiving private  instruction  at  the  hands  of  the  teachers  of  Oakland  School. 

Mattie  Stanley,  Prin. 

Nov.  25,  1905." 

Your  opinion  is  respectfully  requested  concerning  the  right  of  John 
Harvey  to  work  within  the  mine  in  view  of  any  existing  laws. 

Very  truly  yours, 

Jas.   W.   Paul. 
Chief   Mine   Inspector. 
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State  of  Wesi    Vibginia, 
Office  of  Attorney  General,  C.  W.  May 

Charleston.  Attobney   General. 

December  Gth,  1905. 
Hon.  James  W.  Paul, 

Chief  Mine  Inspector. 
City., 
Di  us  Sik:  — 

I  have  the  honor  to  answer  your  letter  of  November  27th  relative  to  a 
minor,  John  Harvey,  who  was  thirteen  years  of  age  and  has  recently 
been  employed  as  a  trapper  in  the  mine  of  W.  R.  Johnson  &  Company 
at  Smithers. 

It  appears  that  the  boy's  earnings  are  used  for  the  support  of  a  de- 
pendent father:  and  further,  from  a  certificate  of  Mattie  Stanley,  a  prin- 
cipal in  a  school  of  that  district,  that  he  is  receiving  private  instruction 
at  the  hands  of  the  teachers  of  the  Oakland  school. 

Section  1  of  chapter  75  of  the  Acts  of  1905  relative  to  the  employment 
of  children,  provides  that  no  minor  under  the  age  of  fourteen  years  shall 
be  employed  in  any  mine,  etc.,  during  the  term  of  free  schools  in  his 
district,  provided  his  employment  does  not  interfere  with  his  regular 
attendance  at  school.  The  compulsory  school  law,  which  is  found  in 
section  10a  of  chapter  45,  provides  that  an  offense  under  that  law,  con- 
sists in  a  failure  to  attend  school  for  two  days  in  any  week,  except  in 
cases  of  sickness,  etc.,  or  where  the  pupil  is  instructed  for  a  like  period 
of  time  or  except  for  other  reasonable  excuse. 

If  the  minor,  John  Harvey,  is  receiving  instruction  as  certified  to  by 
Mattie  Stanley,  and  the  free  school  authorities  of  that  sub-district  are 
satisfied  that  he  is  receiving  sufficient  instruction  to  exempt  him  from 
the  operation  of  the  compulsory  school  law,  I  can  see  no  reason  under 
the  spirit  of  the  laws  governing  such  cases,  why  he  should  not  be  allowed 
to  be  employed  in  the  mines  so  long  as  his  employment  does  not  inter- 
fere with  his  instructions  in  the  ordinary  branches  taught  in  the  public 
schools;  it  appearing  that  his  father  is  dependent  on  the  wages  received 
by  the  boy. 

Yours  very  truly, 

C.  W.  May, 
Attorney  General, 
By 

Fbank  Lively, 

Assistant. 


JOINT  SCALE  AGREEMENT,  1906-'08. 


Charleston,  W.  Va.,  April  19,  1906. 
Memorandum  of  agreement  made  and  entered  into  this  19th  day  of  April, 
1906,  by  and  between  the  Operators  of  the  Kanawha  District  of  West  Vir- 
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ginia,  and  the  United  Mine  Workers  of  America,  governing  the  operations 
of  mines  in  the  said  district  for  the  two  years  ending  March  31st,  1908. 

First:  The  1903  scale  of  wages  for  mining  and  inside  day  labor,  shall 
be  in  effect  as  and  from  the  1st  day  of  April,  1906. 

Second:  That  the  Charleston  agreement,  (1904)  shall  be  continued  dur- 
ing the  life  of  this  contract,  subject  to  the  following  substitute  for  clause 
six  of  said  agreement. 

Clause  6.  There  shall  be  no  "check-off,"  and  there  shall  be  no  discrimi- 
nation against  Union  or  Non-Union  men  by  the  parties  to  this  agreement, 
or  their  representatives. 

Third:  That  this  agreement  shall  continue  for  two  years,  viz:  from 
April  1st,  1906,  to  March  31st,  1908,  unless  in  the  meantime  abrogated  by 
the  parties  hereto,  in  Joint  Convention. 


SCALE  OF  PRICES. 
Basis — Ton  2,000  pounds — Run  of  Mine  Coal. 


Kanawha  Thick  Vein  No.  1  and  2  Seams. 

Pick  Mining    $  .45 

Pick  Mining,  Powellton  Seam   42% 

Yardage  in  Pick  Entries  and  breakthroughs  between  entries 1.00 

Machine  loading  in  room 22% 

Machine   loading   in   entries,    breakthroughs    in    entries    and    room 

necks    27% 

Machine  cutting  in  both  rooms  and  entry 05% 

Kanaivha  Hard  Coal  No.  5  Seam. 

Pick  mining 47 

Yardage  in  pick  entries  and  breakthroughs  between  entries 1.10 

Machine  loading  in  rooms   23% 

Machine  loading  in  entries  and  breakthroughs  in  entries  and  room 

necks    28 

Machine  cutting  in  roomi 06^4 

Machine  cutting  in  entry,  breakthroughs  between  entries  and  room 

necks   WA 

Screened  coal  to  be  paid  for  on  basis  of  percentage  of  screenings. 

Coalburg  Seam. 

Pick  mining  52 

Yardage  in  pick  etnry  and  breakthroughs  between  entries 1.25 

Machine  loading  in  room   28% 

Machine  loading  in  entry  and  breakthroughs  in  entries  and  room 

necks 33 

Machine  cutting  in  room 06% 

Machine  cutting  in  entry,  breakthroughs  between  entries  and  room 

necks   07% 
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Over  1%   Inch  Screen. 

Pick  mining 75 

Machine  loading  in  room   38 

Machine  loading  in  entry  breakthroughs  in  entry  and  room  necks.     .46 

Machine  cutting  in  room   09 

Machine  cutting  in  entry,  breakthroughs  between  entries  and  room 
necks    10   1-3 

Raymond  City  Seam. 

Pick  mining  over  1%  screen,  per  hundred  bushels $2.621/£ 

Yardage  in  entries  and  breakthroughs  between  entries   1.25 

Cedar  Grove  Seam. 

PiCK   mining    52 

Yardage  in  pick  entries  and  breakthroughs  between  entries 85 

Machine  loading  in  room    28% 

Machine  loading  in  entries,  breakthroughs  between  entries  and  room 

necks    33 

Machine  cutting  in  room 08% 

Machine  cutting  in  entries,  breakthroughs  between  entries  and  room 

necks    09% 

Mill  Creek  Cannel  Coal. 

Pick   Mining    59 

Machine  loading  in  room    30 

Machine  loading  in  entries  and  breakthroughs  between  entries 34 

One  Inch  Coal. 

Pick  miners,  one  inch  coal 70 

Machine  loading,  one  inch  coal    35 

Machine  loading  in  entries  and  breakthroughs  between  entries 39 

Lewiston  seam  to  be  same  as  Coalburg. 

Kanawha  seam  to  be  same  as  Coalburg 

Elk  River  seam  same  as  Kanawha  hard  coal,  or  No.  5  seam  and 
Coalburg. 

Winifrede  seam  same  as  Coalburg. 

Gauley  River  seams  to  be  based  upon  Kanawha  seams  that  apply 
to  them. 

INSIDE  DAY  LABOR. 

Water  haulers,  machine  haulers  and  drivers  of  1   mule 1.90 

Drivers  of  two  mules    2.00 

Motormen  and  machine  runners   2.35 

Track    layers     , 2.25 

Track  layers'  helpers 1.85 

Slate    Shooters    2.10 

Couplers    1.10 

Greasers    1.00 
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Trappers   80 

All  other  inside  day  labor   1.85 

For  the  Miners: 

John  Nugent,  President  District  17,  U.  M.  W.  of  A. 
B.  S.  Hastings,  Secretary  Sub-District  No.  1  of  District  17. 

Claek  Johnson,  Secretary  Joint  Convention,  District  17,  U.  M.  W.  of  A. 

For  the  Operators: 

D.  T.  Evans. 

Edw.  Schonebaum. 

Alfred  Reddington,  Ass't  Secretary  Joint  Convention. 

J.  W.  Dawson,  Chairman  Joint  Convention. 


-:o:- 


RULES  AT  MINES. 

the  mine-boss  shall  keep  copies  of  this  notice  posted  at  the  mine  and 

tipple.     a  copy  of  these  rules  may  be  had  by  any  employe 

of  this  company  by  applying  at  the  office. 


NOTICE. 


RULES    AND    REGULATIONS    ADOPTED    BY    THE    RED    JACKET    CONSOLIDATED    COAL    & 

COKE    COMPANY,    INCORPORATED,    FOR    THE    GOVERNMENT    AND 

OPERATION   OF  TTS   COAL  MINES   IN   MINGO   COUN  I'Y, 

WEST   VIRGINIA. 


In  Effect  May  20th,  1006. 


Such  portions  of  these  rules  as  pertain  to  the  government  and  operation 
of  these  mines,  both  inside  and  outside  of  same,  are  made  in  compliance 
ivith  the  requirements  of  the  Acts  of  the  Legislature  of  1901,  Chapter  10GT 
Section  20,  of  the  State  of  West  Virginia. 

Rule  1.  It  shall  be  the  duty  of  each  employee  of  this  Company  to  com- 
ply with  the  Mining  Laws  of  this  State. 

Duties  of  Mine  Boss. 

Rule  2.  The  Mine-Boss  shall  comply  with  the  requirements  of  the  Min- 
ing Laws  of  this  State,  and  shall  familiarize  himself  with  the  Mining 
Laws. 

Rule  3.  He  shall  visit  each  working-place  in  the  mine  at  least  once  in 
every  three  days  and  direct  the  miners  and  other  employees  in  their  work. 
He  shall  direct  the  miners  to  securely  prop  their  working-places,  and  see 
that  they  drive  break-throughs  at  suitable  distances  to  properly  ventilate 
their  working-place. 
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He  shall  have  charge  of  the  ventilating  machinery,  or  power. 

Rule  4.  In  case  the  ventilating  of  the  mine  should  be  interrupted, 
either  by  the  stoppage  of  the  fan  or  by  a  fall  of  the  roof,  he  shall  immedi- 
latey  instruct  all  employees  to  withdraw  from  the  mine  until  the  venti- 
lation is  restored. 

Rule  5.  The  .Mine-Boss  shall  have  delivered  to  the  miners,  at  their 
working-places,  all  such  timber  as  is  required  to  make  the  working-places 
safe. 

Rule  6.  The  Mine-Boss  shall  see  that  the  necessary  notices  of  warnings 
are  kept  posted  at  the  entrance  to  all  abandoned  parts  of  the  mine. 

Rule  7.  He  shall  see  that  on  every  trip  or  train  of  cars  that  is  hauled 
by  locomotive  or  motor  that  a  conspicuous  light  shall  be  carried  on  both 
the  front  and  rear  end  of  the  trip  when  the  same  is  in  motion  in  the 
mines. 

Rule  8.  He  shall  regulate  the  time  when  shots  may  be  .fired  by  the 
miners  and  shall  see  that  no  greater  quantity  of  powder  or  other  explosive 
is  stored  in  or  taken  into  the  mine  than  is  necessary  for  one  shift  of  twelve 
hours. 

The  Mine-Boss  shall  instruct  each  miner  to  undercut  the  coal  and  to  fire 
no  shots  on  the  solid,  and  the  Mine-Boss  shall  see  that  rule  15  is  strictly 
complied  with. 

He  shall  not  permit  quantities  of  oil  to  be  stored  inside  of  the  mines.  ■ 

Duties  of  Miners. 

Rule  9.  Miners  shall  observe  every  precaution  to  prevent  accidents  to 
themselves  in  or  about  the  mine,  They  shall  not  work  in  any  unsafe 
place  when  timber  would  remedy  the  ganger. 

Rule  10.  No  miner  shall  take  into  the  mine  a  greater  quantity  of  pow- 
der or  other  explosive  than  is  required  for  his  own  use  for  any  one  shift 
of  twelve  hours. 

All  powder  taken  into  the  mine  shall  be  carried  in  a  metallic  flask  of  not 
more  than  five  (5)   pounds  capacity. 

Rule  11.  The  miner  shall  each  day,  before  beginning  work,  and  during 
the  day  while  performing  his  work,  examine  carefully  his  working-place 
and  take  down  all  dangerous  slate,  and  make  his  working-place  safe  by 
properly  timbering;  and  he  shall  always  keep  on  hand,  and  available,  the 
necessary  props  and  caps  for  timbering.  Should  a  dangerous  condition 
arise,  and  he  be  without  timber,  he  shall  immediately  cease  work,  vacate 
his  working-place  and  report  the  facts  to  the  Mine-Boss. 

Rule  12.  Every  miner,  when  putting  in  an  under-cut,  shall  see  that  the 
cut  is  properly  spragged  to  prevent  the  coal  from  falling  upon  him. 

Rule  13.  Every  miner  is  cautioned  not  to  visit  the  face  of  his  working- 
place  after  he  has  fired  a  shot  in  same  until  the  smoke  has  been  removed, 
when  an  examination  of  the  working-face  shall  be  made  by  him  before 
beginning  work. 

Rule  14.  No  miner,  or  other  employee,  shall  be  permitted  to  burn  kero- 
sene or  black-strap  oil  in  his  lamp  within  the  mine,  under  penalty  of  fine 
and  imprisonment  by  the  State  authorities. 
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Rule  15.  No  person  but  properly  designated  shot  firers  shall  shoot  coal 
from  the  solid  and  then  only  at  a  designated  time  when  all  other  employees 
are  out  of  the  mine. 

Duties   of   Machine-Mining   Employees. 

Rule  16.  Any  person  engaged  in  what  is  known  as  "Machine-Mining  of 
Coal,"  as  Machine-Runner,  Helper,  Shooter,  Slate-Man  or  other  occupation, 
shall  be  subject  to  the  same  rules  as  those  made  for  the  government  of 
employees  engaged  at  similar  occupations  in  the  mine.  He  shall  take  good 
care  of  the  machine,  tools,  material  and  explosives  entrusted  to  his  keeping, 
and  shall  guard  against  any  accidents  occuring  from  the  machine,  electric 
wires  or  other  causes.  He  shall  also  examine  the  condition  of  his  working- 
place  and  if  found  unsafe,  report  the  same  to  the  Mine-Boss,  and  cease 
work  at  such  place  until  the  same  is  made  safe.  This  rule  shall  apply  to 
all  persons  engaged  in  Machine-Mining  of  Coal,  and  each  person  thus  en- 
gaged shall  be  governed  according  to  his  occupation. 

Duties  of  Timber-men   and  Slate-men. 

Rule  17.  Any  employee  acting  as  Timber-Man  or  Slate-Man,  shall  make 
a  thorough  examination  of  the  condition  of  the  mine  at  the  place  he  is  to 
perform  work,  and  if  he  finds  any  danger  to  exist  he  shall  have  such 
cause  of  danger  removed  before  beginning  work. 

Care  must  be  exercised  in  the  performance  of  his  work,  in  order  to  pre- 
vent accident  to  himself  or  others. 

Duties  of  Track  Layers. 

Rule  IS.  Any  person  engaged  in  the  occupation  of  Track-Man  in  the 
mines  shall  exercise  due  care  and  economy  in  the  use  of  material  and 
supplies.  He  shall,  when  working  on  tracks  in  the  haul-ways  traversed 
by  mules,  locomotives  or  motors  hauling  cars,  give  proper  notice  that  the 
track  is  being  repaired,  so  that  all  movement  of  trips  or  trains  of  cars 
will  approach  said  place  under  control.  He  shall,  when  such  trips  or 
trains  of  cars  are  passing,  step  aside  into  a  place  of  safety.  He  shall,  be- 
fore beginning  work  on  the  track,  examine  the  condition  of  the  mine  at 
the  place  where  his  work  is  to  be  performed. 

Duties  of  Drivers. 

Rule  19.  Any  person  engaged  as  a  driver  shall  take  good  care  and  shall 
not  abuse  the  mules  or  horses  entrusted  in  his  keeping.  In  approaching 
switches  or  turn-outs  on  which  cars  are  standing,  or  on  steep  grades,  he 
shall  have  the  speed  of  the  car,  or  cars,  under  control.  He  shall  in  no 
case  expose  himself,  mules  or  horses,  to  danger. 

Duties  of  Door-Boy. 

Rule  20.  It  shall  be  the  duty  of  the  Door-Boy  to  be  at  his  door  at  all 
times  while  the  mine  is  in  operation,  and  in  no  case  shall  he  leave  his 
post  of  duty  without  permission  from  the  Mine-Boss.  He  shall  in  no  case 
expose  himself  to  danger  while  the  cars,  locomotives  or  motors  are  passing 
in  or  out  of  the  mine. 


1906]  Chief  Mink  Lnspector.  169 

Duties  of  Locorruotive-Runners,  Motor-Mr  n.  ami  11  rake-Men. 

Rule  21.  Any  person  employed  as  Locomotive-Runner  or  Motor-Man  is 
required  to  give  his  locomotive  or  motor  careful  daily  inspection,  and 
must  not  run  it  unless  he  believes  it  to  be  in  an  entirely  safe  condition 
for  service.  He  is  also  expected  to  keep  his  locomotive  or  motor  clean 
and  neat  in  appearance.  He  must  be  vigilant  and  watchful  to  the  full  ex- 
tent of  bis  ability  with  a  view  to  avoiding  accidents  to  himself,  or  injury 
to  person  or  damage  to  property. 

Brake-Men  shall  be  extremely  careful  in  applying  brakes  or  coupling 
and  making  up  trains,  etc.,  and  particularly  cautious  in  the  moving  of  cars, 
or  larries,  and  work  in  harmony  with  his  Locomotive-Runner  or  Motor- 
Man. 

Locomotive  or  Motor  runners  and  brakemen  shall  not  permit  persons 
to  ride  on  loaded  cars. 

Duties  of  Fan-Engineer. 

Rule  22.  Any  person  engaged  in  the  capacity  of  Fan-Engineer  shall  see 
that  the  machinery  and  boilers  are  kept  in  good  working  condition  and 
that  the  fan  is  kept  running  at  all  times  when  men  are  engaged  at  work  in 
the  mines;  should  the  ventilation  be  interrupted,  while  men  are  engaged 
at  work  in  the  mine,  by  accident,  or  repairs  to  the  ventilating  machinery, 
causing  the  stoppage  of  same,  he  shall  immediately  notify  the  Mine-Boss. 

Duties  of  Plane-Runner. 

Rule  23.  It  shall  be  the  duty  of  the  Plane-Runner  to  at  all  times  keep 
a  careful  watch  over  the  machinery  and  ropes  in  his  charge,  and  to  see 
that  the  same  are  in  proper  working  condition  before  starting  time.  He 
shall  perform  his  work  in  operating  the  plane  in  a  manner  free  from  care- 
lessness or  recklessness.  Should  any  defect  occur  to  the  machinery  or 
ropes,  or  accident  happen  thereto,  he  shall  immediately  communicate  the 
same  to  the  Mine-Boss. 

The  plane  runner  must  not  operate  the  cars  on  the  incline  unless  safety 
blocks  are  provided  at  the  top  of  the  incline  and  kept  in  good  condition. 

Duties  of  Engineers. 

Rule  24.  It  shall  be  the  duty  of  the  Engineer  to  keep  careful  watch  over 
his  engine  and  all  machinery  under  his  charge,  and  see  that  the  same  is 
in  proper  working  order  before  starting  time.  He  shall  see  that  the 
boilers  are  properly  cleaned  and  inspected  at  proper  intervals,  and  that 
the  steam-pressure  does  not  exceed  at  any  time  the  limit  allowed  by  the 
Superintendent. 

He  shall  not  allow  any  unauthorized  person  to  enter  the  engine-house, 
neither  shall  he  allow  any  person  to  handle  or  run  the  engine  without  the 
permission  of  the  Superintendent. 

Duties  of  Firemen. 

Rule  25.  Every  fireman,  or  other  person  in  charge  of  a  boiler,  or  boilers, 
for  the  generation  of  steam,  shall  keep  a  careful  watch  over  same.  He 
shall  see  that  steam-pressure  does  not  exceed  at  any  time  the  limit  allowed 
by  the  Superintendent.     He  shall  regulate  the  cleaning  of  nis  fires  at  such 
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time  during  the  day  as.  not  to  decrease  the  proper  amount  of  steam  to 
operate  the  plant.  He  shall  frequently  try  the  safety-valve,  and  shall  not 
increase  the  weight  on  same.  He  shall  maintain  the  proper  depth  of  water 
in  each  boiler,  and  if  anything  should  happen  to  prevent  this,  he  shall  re- 
port the  same  without  delay  to  the  Engineer,  and  take  such  other  action  as 
may,  under  the  particular  circumstances,  be  necessary  for  the  protection 
of  life  and  preservation  of  property. 

Duties  of  Car-Loaders,  Car-Runners,  Etc. 

Rule  2G.  Any  person  engaged  as  Car-Loader,  Car-Runner,  Tipple-Man, 
Spraggers,  Couplers,  Oilers,  or  others  engaged  in  or  about  the  mines,  shall 
exercise  careful  watch  over  his  own  safety  and  also  over  that  portion  of 
the  work  assigned  to  him.  In  the  movement  of  mine  or  railroad  cars  in  or 
about  the  plant,  the  brakes  on  the  cars  shall  be  first  examined  before  start- 
ing same  and  ascertain  if  in  good  working  order,  and  when  applying  the 
brakes  on  the  car,  (where  brakes  are  used)  or  coupling  or  uncoupling 
same,  each  person  so  engaged  shall  perform  his  work  in  such  manner 
as  to  avoid  accident  to  himself  to  others,  or  property. 

General  Rules. 

1.  All  persons  seeking  employment  shall  do  so  outside  of  the  mines. 

2.  All  persons  are  hereby  forbidden  to  enter  any  old  workings  in  the 
mine  without  the  consent  of  the  Mine-Boss. 

3.  Any  person  who  opens  a  door,  which  has  been  erected  for  ventilating 
purposes,  must  see  that  it  is  properly  closed  and  fastened  before  leaving  it. 

4.  All  persons  who  ride  on  steam  or  electric  locomotives,  trips  or  trains 
of  cars,  or  on  the  incline,  do  so  at  their  own  risk. 

5.  ANY  PERSON  IN  THE  EMPLOY  OF  THE  COMPANY,  WHO  IS 
FOUND  INTOXICATED  UPON  THE  WORKS  WHILE  PERFORMING 
HTS  DUTY,  OR  WHO  CARRIES  LIQUOR  INTO  THE  MINES,  SHALL 
BE  DISCHARGED. 

G.  It  shall  be  the  duty  of  all  employees  to  familiarize  themselves  with 
the  Rules  of  this  Company;  and  any  employee  violating  any  of  these  Rules 
will  subject  himself  to  dismissal,  and  in  case  of  accident  caused  by  such 
violation,  to  prosecution. 

7.  Any  person  found  guilty  of  carelessly  or  wickedly,  abusing  any  ani- 
mal, or  other  property,  shall  be  held  liable  to  the  full  amount  of  damage 
done,  and  be  punishable  as  prescribed  by  law  for  such  offences. 

8.  Any  person  knowing  of  the  unsafe  condition  of  any  place  or  of  dam- 
age done  to  the  doors,  stopping,  or  brattices,  or  of  obstructions  in  the  air- 
ways, or  other  causes  of  danger,  shall  notify  the  Mine-Boss,  as  soon  as 
possible. 

9.  Miners  and  all  other  under-ground  employees  who  engage  helpers, 
back-hands  or  laborers,  to  assist  them,  are  expected  and  required  to  ex- 
plain to  such  helpers,  back-hands,  or  laborers,  that  although  they  are  not 
in  the  employ  of  this  Company,  they  must  be  governed  by  the  foregoing 
Rules  and  Regulations  in  every  particular,  and  it  is  the  duty  of  every 
miner  to  call  attenton  to,  and  fully  explain,  to  the  helper,  back-hand  or 
laborer,  the  Rules  and  Regulations  of  this  Company. 
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10.  The  electric  current  used  in  and  about  the  mine  is  of  such  strength 
to  cause  serious  accident,  or  endanger  lives,  and  it  is  therefore  dangerous 
to  come  in  contact  with  the  electric  wires.  All  persons  engaged  in  erect- 
ing or  repairing  electric  wires  must  see  that  the  current  is  cut  out  so  as  to 
insure  safety  before  engaging  in  their  work.  All  persons,  except  those  duly 
authorized,  are  forbidden  to  meddle  or  tamper  in  any  way  with  any  elec- 
tric wire  in  or  about  the  mines. 

11.  No  employee  of  this  Company  is  required  or  expected  to  work  in 
any  place  of  unusual  or  unnecessary  danger  inside  of  its  mines,  or  outside 
of  its  mines,  and  should  any  employee  discover  any  unusual  or  unneces- 
sary danger,  or  any  danger  that  can  be  removed,  arising  from  any  cause 
whatever,  such  employee  shall  at  once  remove  such  danger,  for  which  ser- 
vice said  Company  will  pay  such  emplyee  a  reasonable  compensation  for 
any  work  beyond  what  it  is  his  duty  to  do  under  contract  of  service,  and 
any  work  done  under  this  rule  shall  be  daily  reported  to  the  Mine-Boss; 
or  if  such  employee  prefers,  he  shall  at  once  report  such  danger,  If  inside 
of  the  mines,  to  the  Mine-Boss,  and  said  Mine-Boss,  shall  at  once  remove 
such  danger.  If  the  danger  is  on  the  outside  of  the  mines,  such  employee 
shall  report  such  danger  to  the  Foreman  in  whose  department  such  dan- 
ger exists,  and  should  such  Mine-Boss,  or  Foreman,  fail  to  remove  such 
danger  at  once,  such  employee  shall  at  once  report  such  danger  and  fail- 
ure to  the  General  Superintendent;  and  such  employee  is  hereby  required 
to  not  work  at  or  in  such  place  of  danger  until  the  cause  of  the  danger  is 
removed. 

At  a  meeting  of  the  Board  of  Directors  of  the  RED  JACKET  CONSOLI- 
DATED COAL  &  COKE  CO.,  Inc.,  held  at  the  offices  of  the  said  Company 
on  the  14th  day  of  May,  1906,  on  motion,  the  foregoing  Rules  and  Regula- 
tions were  adopted  by  the  said  RED  JACKET  CONSOLIDATED  COAL  & 
COKE  COMPANY,  Inc..  for  the  protection,  care,  government,  and  control 
of  all  its  employees;  and  these  Rules  and  Regulations  shall  be  in  force 
until  the  same  be  changed  by  the  Board  of  this  Company. 

(Signed.)  Fbank  A.  Hill,  President. 

Attest:     W.  H.  H.  Dorxey,  Secretary. 


LfCRARY 


INDEX. 


A 

Accidents    10,  151 

Accident  at  Bald  Knob  ( Red  Jacket)  Mine  202,  220 

Accident  at  Century  Shaft  Mine 206,  212^ 

Accident  at  Coaldale  Mine 195,  224 

Accident  at  Detroit  Mine   199,  21$ 

Accident  at  Horton  Mine 190,  21$ 

Accident  at  Parral  Shaft  Mine 203,  21T 

Accident  at  Tidewater  Mine  (July)    : 187,  221 

Accident  at  Tidewater  Mine  (November)    188.  222 

Accidents  in  which  more  than  one  Person  was  Killed 165 

Acreage  Mined,  State,  1897  to  1906 7 

Acres  of  Coal  Worked  Out,  by  Counties,  1906 - 25,  108 

Ages  of  Persons  Killed  and  Injured  161 

Annual  Report  of  Chief  Mine  Inspector ; 1 

Appendix    457 

Attorney  General,  Opinion  of 463 

B 

Bald  Knob  (Red  Jacket)  Mine  Explosion   .  . . ._ 202,  220 

Bald  Knob  Section  Red  Jacket  Consolidated  Coal  &  Coke  Co.,  Map 

of   202 

Boilers  at  Mines 100 

Boys  Under  14  Years  of  Age,  Concerning 461 

C 

Cardiff  Coal  Co's  Mine  Fire  190,  218 

Causes  of  Fatal  and  Non-Fatal  Accidents,  by  Counties 153,  154 

Causes  of  Fatal  and  Non-Fatal  Accidents,  Number  and  Percentage 

by  each  Cause   163 

Century  Coal  Co's.  Mine  Explosion   195,  224 

Century  Coal  Co's  Mine,  Map  of  Section  of 206 

Changes  in  Inspectors    4 

Circular  Letter  to  Inspectors 4 

Coal  Beds,  Names  and  Thickness  121 

Coal  and  Coke  Production,  Increase  in 5 

Coal  and  Coke  Production,  State,  1883  to  1906   20 

Coal  and  Coke  Production,  by  Counties,  1906 25 

Coal  and  Coke  Production,  by  Counties,  1906,  Detail  of 26 

Coal  and  Coke  Production,  by  Counties,  1906,  Order  in 24 

Coal  and  Coke  Transportation    7,     97 

Coal  Production,  by  Counties,  .1888  to  1906  21.     22 


ii  Index. 

Coal  Production,  by  Counties,  1897  to  190G,  Order  in  23 

Coal  Production  by  Geographical  Districts    6,     42 

Coal  Production  by  Geological  Series  and  Coal  Beds 459A 

Coal  Production  by  Geological  Series  and  Counties    459 

Coal  Produced  per  Pick  Miner 7 

Coal  Tonnage  of  Leading  Coal  Producing  States 18 

Coaldale  Mine  Explosion    195,  224 

Coaldale  Mine,  Map  of  Section  of   19G 

Coke  Ovens  and  Production   8,     72 

<^oke  Ovens  Not  in  Use G9 

Coke  Ovens  Not  in  Use,  Detail  of 70 

Coke  Production,  by  Counties,  1S97  to  1906 20 

Coke  Production,  by  Counties,  1897  to  1906,  Order  in  G9 

■Coke  Production  by  Counties,  1906   72 

Coke  Production  by  Counties,  1906,  Detail  of  73 

Coke,  Percentage  of  Yield   72 

Comparative  Production  of  Coal  for  1905  and  1906 23 

Comparative  Production  of  Coke  for  1905  and  1906   69 

Comparative  Statements  and   Summaries  of  Annual  Reports  for 

1905  and  1906   19 

Comparative  Statement  of  Men  Employed,  Men  Killed  and  Pro- 
duction of  Coal,  Commercial  Mines,  1883  to  1906 155 

Comparative  Statement  of  Pick  and  Machine  Mined  Coal 4S 

Condition  of  the  Mines   225 

Consolidations  and  Large  Producers    8 

Concerning  Boys  Under  14  Years  of  Age  461 

Courrieres  Disaster,  France   15 

•Court  Proceedings  and  Prosecutions   14 

D 

Days   Worked    7 

Days  Worked  at  Mines  and  Ovens,  by  Counties   78 

Days  of  the  Week  on  Which  Accidents  Occurred   164 

Detail  of  Coal  and  Coke  Production   26 

Detail  of  Coal  Production,  by  Geographical  Districts 42 

Detail  of  Coke  Ovens  Not  in  Use  70 

Detail  of  Coke  Production  and  Ovens    73 

Detail  of  Days  Worked  at  the  Mines  and  Ovens 79 

Detail  of  Fatal  Accidents   166,  185 

Detail  of  Lives  Lost  per  tons  of  Production  159 

Detail  of  Locomotives  at  Mines   102 

Detail  of  Machine  Mined  Coal    49 

Detail  of  Men  Employed   79 

Detail  of  Mining  Machines  60 

Detail  of  Non-Fatal  Accidents  174 

Detail  of  Railroad  Transportation  of  Coal  and  Coke 97 

Detail  of  Strikes  at  Mines  116 

Detail  of  Ventilation  in  Use  at  Mines.,  Kinds  of  121 

Detroit  &  Kanawha  Coal  Co.  Mine,  Map  of 200 


Index.  ill 

Detroit    Mine   Explosion    199,  219 

Directory  of  the  Mines 119 

Districl    inspectors'   Reports    16,  225 

District   Mine  Inspectors    227 

Districts,  Mine  Inspection  227 

Dust   Experiment  160 

E 

Electrocution    11 

Employes  at  the  Mines  and  Ovens   9,  78 

Employes  at  the  Mines  and  Ovens,  Detail  of 79 

Experience  of  Persons  Killed  and  Injured,  1901  to  190G 162 

Experiment  with   Dust    460 

Explosion  at  Bald  Knob   (Red  Jacket)  Mine   202,  220 

Explosion  at  Century  Shaft  Mine   206,  212 

Explosion   at  Coaldale   Mine 195,  224 

Explosion  at  Detroit  Mine   199,  219 

Explosion  at  Parral  Shaft  Mine  203,  217 

Explosion  at  Tidewater  Mine   (July)    187,  221 

Explosion  at  Tidewater  Mine    (November)    188,  222 

F 

Fatal  Accidents  in  State,  by  Causes,  1883  to  1906 156 

Fatal  Accidents  in  State,  by  Causes,  Inside,  1883  to  1906 156,  157 

Fatal  Accidents  in  State,  by  Causes,  Outside,  1883  to  1906 156,  157 

Fatal  Accidents,  Detail  of   166,  185 

Fatal  Accidents,  Inside,  1897  to  1906   12 

Fatal  and  Non-Fatal  Accidents,  Causes,  by  Counties 153,  154 

Fatal  and  Non-Fatal  Accidents,  Percentage  by  each  Cause 163 

Fatal  and  Non-Fatal  Accidents,  Inside  and  Outside,  Number  of, 

and  Number  of  Killed  and  Injured   163 

Fifth  Mining  District,  Report  of 365 

First  Mining  District,  Report  of   228 

Foreman,  Mine   3 

Fourth  Mining  District,  Report  of  315 

G 

Geographical  Districts,  Coal  Production  by   6,  42 

Geological  Series  and  Coal  Beds,  Coal  Production  by   459A 

Geological  Series  and  Counties,  Coal  Production  by 459 

H 

Horses  and  Mules  at  the  Mines 10S 

Horses  and  Mules  at  the  Mines,  Detail  of 79 

Horton  Mine  Fire   190,  218 


Improvements  at  the  Mines   8,  109 

Increase  in  Coal  and  Coke  Production 5 


iv  Index. 

Inspectors    227 

Inspectors,  Changes  in   4 

Inspections  Made  3 

Inspection    Districts    227 

Inspectors'  Reports,  District 225 

Injunctions    .  . . .  ; 5 

Instructions  to  District  Inspectors,  Special   4 

J 

Joint  Scale  Agreement,  1906-1908    463 

K 

Kanawha  River  Shipment  of  Coal  7 

Kanawha-New  River  District    44 

Kinds  of  Ventilation  in  Use 108 

Kinds  of  Ventilation  in  Use,  Detail  of 121 

L 

Labor  3 

Leading  Coal  Producing  States,  Coal  Tonnage  of 18 

Letter  Addressed  Inspectors,  Circular   4 

List  of  Mines  in  State   119 

Lives  Lost  per  Tons  of  Production 159- 

Locomotives  at  Mines  101 

Locomotives  at  Mines,  Detail  of  102 

M 

Machine  Men,  Wages  Paid   9,     98 

Machine  Mined  Coal   6,     58 

Machine  Mined  Coal,  Detail  of 49 

Machine  Mined  Coal,  1897  to  1906,  Progress  of 6 

Machine  and  Pick  Mined  Coal,  Comparative  Statement  of 48 

Map  of  Bald  Knob  (Red  Jacket)  Mine 202 

Map  of  Section  of  Century  Mine   20fr 

Map  of  Section  of  Coaldale  Mine 196 

Map  of  Detroit  Mine  200 

Map  of  Parral  Mine 204 

Map  of  section  of  Tidewater  Mine 188 

Men  Employed    9,     78 

Men  Employed,  Detail  of  79 

Mill  Creek  Coal  &  Coke  Co's  Coaldale  Mine  Explosion 195,  224 

Mine   Fire,  Horton    190,  218 

Mine  Foreman 3 

Mine  Inspectors    227 

Mine  Inspection  Districts   227 

Mining  Machines,  Number  and  Kinds 59 

Mining  Machines,  Number  and  Kinds,  Detail  of 60 

Mines,  Directory  of  119 

Mine  Locomotives   101 

Mine  Locomotives,  Detail  of 102 


Index.  v 

Mines  Producing  Coal,  Number  of 7S 

Mine  Openings  Requiring  Inspection  108 

Mine   Rules    466 

Monongahela   District    42 

Mules  and  Horses  at  the  Mines  108 

Mules  and  Horses  at  the  Mines,  Detail  of  79 

N 

Names  of  Coals  Operated  in  State  121 

Nationalities  of  Persons  Killed  and  Causes  of  Accidents,  1905  and 

1906   160 

Nationalities  of  Persons  Killed  and  Injured   161 

New  River-Kanawha  Dis1  rict    44 

Non-Fatal  Accidents,  Detail  of   171 

Norfolk  and  Western   District    46 

Number  and  Kinds  of  Mining  Machines   59 

Number  and  Kinds  of  Mining  Machines,  Detail  of  60 

Number  of  Fatal  and  Non-Fatal  Accidents,  Inside  and  Outside  ami 

Number  Killed  and  Injured   1 63 

Number  of  Lives  Lost  Inside,  per  1,000  Inside  Employes,  Tons  Pro- 
duced per  Life  Lost  Inside    L58 

Number  of  Lives  Lost  per  Tons  of  Production 159 

Number  of  Men  Killed  Inside  by  Falls  per  each  1,000  Employes 

Inside,   1897  to   1906    159 

Number  of  Men  Killed  Inside  per  each  1,000  Employes  Inside.  . .  .  158 
Number  of  Men  Employed,   Men   Killed  and  Production  of  Coal 

from  1883  to  1906,  Commercial  Mines 155 

Number  of  Coke  Ovens  Not  in  Use 69 

Number  of  Coke  Ovens  Not  in  Use,  Detail  of 70 

Number  of  Mines  Producing  Coal    78 

Number  of  Openings  Requiring  Inspection   108 

0 

Opinion  of  Attorney  General   163 

Order  in  Production  of  Coal  and  Coke  by  Counties,  1906 24 

Order  in  Production  of  Coal  by  Counties,  1897  to  1906 23 

Order  in  Production  of  Coke  by  Counties,  1897  to  1906   69 

Ovens,  Coke   Production    8,     72 

Ovens,  Coke  Production,  Detail  of  73 

Oveus  Not  in  Use   69 

Ovens  Not  in  Use,  Detail  of  70 

P 

Parral  Shaft  Mine  Explosion    203.  217 

Parral  Mine  Map    204 

Percentage  of  Yield  of  Coke 72 

Pick  and  Machine  Mined  Coal,  Comparative  Statement  of 4S 

Pick  Mined  Coal  per  Pick  Miner,  1897  to  1906 7 

Pick  Miners.  Wages  Paid  9,     96 


vi  Index. 

Potomac  District    42 

Powder,  Cost  of   100 

Powder  Used  at  the  Mines 100 

Production  of  Coal  and  Coke,  1883  to  1906 20 

Production  of  Coal  and  Coke,  by  Counties,  1906 25 

Production  of  Coal  and  Coke,  by  Counties,  1906,  Detail  of 26 

Production  of  Coal  and  Coke  by  Counties,  1906,  Order  in 24 

Production  of  Coal  by  Counties,  1897  to  1906,  Order  in 23 

Production  of  Coal  by  Counties  1888  to  1906   21,     22 

Production  of  Coal  by  Geographical   Districts 6,     42 

Production  of  Coal  by  Geological  Series  and  Coal  Beds 459 A 

Production  of  Coal  by  Geological  Series  and  Counties 459 

Production  of  Coal  for  1905  and  1906,  Comparative  Statement  of  23 

Production  of  Coal  and  Coke,  Increase  in  5 

Production  of  Coal  by  Machines   6,     42 

Production  of  Coal  by  Machines,  Detail  of   49 

Production  of  Coal  of  Leading  Coal  States  ~ IS 

Production  of  Coke  by  Counties,  1897  to  1906   20 

Production  of  Coke  by  Counties,  1897  to  1906,  Order  in 69 

Production  of  Coke  by  Counties,  1906 72 

Production  of  Coke  by  Counties,  1906,  Detail  of  73 

Production  of  Coke  for  1905   and   1906,   Comparative    Statement 

of 69 

Production  and  Value    5 

Prosecutions  and  Court  Proceedings   14 

Progress  of  Machine  Mined  Coal,  1897  to  1906  6 

R 

Railroad  Transportation  of  Coal  and  Coke  7,     97 

Recommendations    IS 

Red  Jacket  Consolidated  Coal  &  Coke  Co's  Bald  Knob  No.  2  Mine 

Explosion     202,  220 

Red  Jacket  Consolidated  Coal  &  Coke  Co's.  Mine  Map 202* 

Report  of  Chief  Mine  Inspector  Paul   1 

Report  to  Governor,   Special    12 

Report  of  Fifth  District  Mine  Inspector  365 

Report  of  First  District  Mine  Inspector 228 

Report  of  Fourth  District  Mine  Inspector  315 

Report  of  Second  District  Mine  Inspector   254 

Report  of  Seventh  District  Mine  Inspector  454 

Report  of  Sixth  District  Mine  Inspector   399 

Report  of  Third  District  Mine  Inspector   296 

River  Shipment  of  Coal  7 

Rules  for  Government  of  Mines  of  Red  Jacket  Consolidated  Coal  & 

Coke  Co 466 

S 

Scale  Agreement  1906-1908   .   463 

Seams  of  Coal  Worked  121 


Index.  vii 

Second  Mining  District,  Report  of   254 

Selling  Prices   10,     96 

Shaft    Ex]  losion,   Parral    203,  217 

Shafl    Explosion,  C  at  iry    206,  212 

Special   Instructions  to   Districl    Inspectors 4 

Special  Report  to  Governor  12 

Statistical    17 

Steam  Boilers  a1    Mines    100 

Seventh  Mining  District,  Report  of   154 

Sixth  Mining  District,  Report  of   399 

Stuart   Colliery  Go's.   .Mine  Explosion    203.   2 1 T 

Stuari   Colliery  Go's  Mine  Map   

Strikes    10.  113 

Strikes,  Detail  of  116 

Summary  of  Accidents  for  1905  and  190G  12 

Summary  of  Annual  Report   19 

Summary  of  Coal  and  Coke  Production  by  Counties,  190G 25 

Summary  of  Coke  Production  and  Ovens  by  Counties,  190G 72 

Summary  of  Fifth  Mining  District   

Summary  of  First  Mining  District   --N 

Summary  of  Fourth  Mining  District   315 

Summary  of  Machine  Mined  Coal    58 

Summary  of  Men  Employed   Tv 

Summary  of  Men  Employed,   Men   Killed   and   Production   from 

1883  to  1906,  Commercial  Mines    155 

Summary  of  Mine  Locomotives  in  State    101 

Summary  of  Number  and  Kinds  of  Mining  Machines 59 

Summary  of  Second  Mining  District   254 

Summary  of  Seventh  Mining  District   454 

Summary  of  Sixth  Mining  District   399 

Summary   of   Strikes    115 

Summary  of  Third  Mining  District 296 

Summary  of  Wages  Paid    96,     98- 

T 

Terms  of  Experiences  of  Persons  Killed  and  Injured    162 

Thickness  of  Coal   Beds    121 

Third  Mining  District,  Report  of   296 

Tidewater  Coal  &  Coke  Co's  Mine  Explosion   (July) 1ST.  221 

Tidewater  Coal  &  Coke  Co's  Mine  Explosion    (November) 188,  222 

Tidewater  Coal  &  Coke  Co's  Mine  Map 18S 

Tonnage  of  Leading  Coal  Producing  States,  Coal  18 

Tonnage   per   Fatality    12 

Transportation    7 

Transportation  of  Coal  &  Coke  by  Railroads,  Detail  of 97 

V 

Value  of  Coal  and  Coke   & 

»  entilation,  Kinds  of   108- 

Ventilation,  Detail  of  Kinds  of  121 


-viii  Index. 

W 

Wages    9,  96,     98 

Wages  Paid  Machine  Miners   9,     98 

Wages  Paid  Pick  Miners  9,     96 

Wheeling    District    43 

Witnesses     15 

Y 

Yield  of  Coke   72 


